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ROSCOE EDWARD DOOLITTLE 


Of the many serious losses which our society has suffered in the past 
few years none has brought so great a sense of bereavement and regret 
as the recent passing of R. E. Doolittle, Chief of the Central District of 
the Bureau of Chemistry. In his death the United States Department of 
Agriculture has lost one of its most loyal members and the Association of 
Official Agricultural Chemists one of its most active workers. While Mr. 
Doolittle had not l)een in the best of health for a number of years, no 
serious apprehension had f>cen entertained regarding his physical condi¬ 
tion. He worked at the accustomed duties of his Chicago office the morning 
of Friday, April 2.'), but during that afterntjon he was stricken at his desk, 
where he was later found in an unconscious condition. Notwithstanding 
the best assistance which wifely devotion and medical skill could render 
he failed to rally from the stroke and passed peacefully away at his home 
in Evanston, Illinois, at 1:45 P. M. on Sunday, April 25, 1926. 

Roscoe Edward Doolittle was born at Fowlerville, Michigan, on Janu- 
ary 16, 1874. After attending the high schools of Howell and Morrice in 
his native state he entered the Michigan State College of Agriculture and 
Applied Science in East Lansing, where he obtained the degree of B.S. 
in 1896. All who knew him at college speak of his energy and industry,— 
the same traits which he displased so constantly throughout his subse¬ 
quent career. Iminedialely after graduation young Doolittle look a short 
ctmrse in food analysis luider Prof. A. B. Prescott at the University of 
Michigan and then accx*pted his first paisition as assistant chemist of the 
Michigan State Dairy and Food Department in Lansing. In 1899 he was 
promoted to the position of State Chemist and continued in this office for 
the next five years. During this connection, in 1900, in collaboration with 
W. IL Hess, he publislied his first contributions to the subject of food 
analysis in papers relating to methods for the detection of “process’" or 
“renovated” butter and to the solids and ash of cider vinegar. On S<‘p- 
temher 1, 1904, he resigned his jiosition as State Chemist of Michigan to 
enter the service of the United States Bureau of Chemistry as food and 
drug in8{>ection chemist with headquarters at New York, where he had 
been delegated to enforce tlie IinfK)rtation Act of 1904. From tlie small 
room which he fitted up for this purfxise in a comer of tlie tenth story 
of the Appraiser’s Stores the present spacious lalxiratories of the Bureau 
of Chemistry’s New York Station have gradually evolved. 

Mr. Doolittle’s extensive preliminary experience as a food control official 
in State work at Lansing and in Federal import work at New York made 
him one of the l)est qualified men in the United Stales to promote the en¬ 
forcement of the Federal Food and Drugs Act after this measure was 
passed in 1906. His contributions to the service at this critical stage were 
of a most constructive character, and he became recognized as a leader 
in tills new field of regulatory control. In October, 1911, he became a 
member of the Board of Food and Drug Inspection and, after the resigna¬ 
tion of Dr. Wiley, was made acting chief of the Bureau of Chemistry, 
serving in this capacity from March 15 to December 15, 1912. lie dis¬ 
charged the duties of that arduous position during a trying transition 
period in a most commendable manner. 
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On January 1, 1917, after the initiation of the present district system, 
Mr. Doolittle was made cliief of the Eastern District of t-he Bureau of 
Chemistry, but at the end of that year he was transferred to Chicago, 
where he occupied the position of chief of the Central District until the 
time of his death. 

It is impossible in this short review to do adequate justice to the splendid 
ability and self-sacrificing labors of Mr. Doolittle during the twenty-five 
years of his connection with the Association of Official Agricultural Chem¬ 
ists. No chemist was more ready than he to assume the responsibilities 
which were placed upon him, and during the forty-two years of the associa¬ 
tion’s history no member has filled so many of its diffcjrent offices. His 
first attendance was at the eighteenth annual convention in November, 
1901, while he was State Chemist of Michigan; at this meeting the Doo- 
little-Hess method for detecting renovated butter was first discussed by 
the Referee on Dairy Products. In 1902 he was appointed Associate 
Referee on Spices, on which subject he read a report at the 1903 meeting^ 
His collaborative work upon oils and his method for detecting azo dyes 
and annatto in butler were also reported upon at this convention*. Very 
pertinent also to the work of the association at this time were his remarks 
upon flavoring extracts^, upon which subject he was appointed associate 
referee. He did collaborative work upon lard tests^ for the 1905 meeting, 
and in 1906 he read a report as Associate Referee on Condiments®. For 
the 1906 convention he also prepared a report with F. (). Woodruff upon 
methods for the analysis of tea®. 

At this time, in his New York laboratory, Mr. Doolittle was working 
in active collaboration with two of his assistants—with A. F. Seeker upon 
methods for detecting the adulteration of maple products, on which two re¬ 
ports were presented at the 1908 meeting of the association’, and with A. 
W. Ogden upon the composition of known samples of paprika*. The 
Doolittle-Ogden method for determining the iodine absorption of the non¬ 
volatile ether extract of paprika was reported upon at the 1908 meeting®, 
and this work is still of importance owing to the long-continued practice 
of intensifying the color of inferior grades of paprika by grinding with olive 
oil. Among other subjects to which Mr. Doolittle gave attention during 
this period was that of the presence of tin in food products, and the 
Doolittle-I^urie method for determining tin in canned foods was discussed 
at the twenty-eighth annual convention^®. 


Mr, Doolittle was elected a member of the Executive Committee of the 
association at the 1911 meeting, and from this time his attendance at the 
annual conventions was continuous. His previous activities as collaborator 
and referee were now to give way to work for the association in higher 
administrative capacities. In 1912 he was elected a member of the Stand¬ 
ing Committee on Food vStandards, and he continued in this office until 
1914 when the committee was discharged with the establishment of the 
present Joint Committee on Food Standards and Definitions, composed 


^ U S. Dfpt Agr Bur. Chem Bull. 81, p. 24 

* Ibid., p. 80. 

»Ibid., p. 33. 

* U. S, Dept. Agr. Bur. Chem Bull 99, p G9, 

“ U. S. Dept Agr. Bur. Chera Bull 105, p 39. 

* Ibid,, p. 46 

^ U S D^t. Agr. Bur. Chem 
8 J. Am. Chem Sor,., 1908, 30 
•US Dept Agr Bur. Chem, 


Bull. 122, pp 196-199. 
1481 

Bull 122. p 213. 


U S, Dept. Agr. Bur. Chem Bull. 152, p. 214. 
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of members of the Association of Ollicial Agricultural Chemists, the Asso¬ 
ciation of State Dairy, Food and Drug Officials, and the Bureau of Chem¬ 
istry. Mr. Doolittle was appointed as one of the Bureau ot Chemistry’s 
representatives upon the Joint Committee in 1921, and he continued 
untiringly in the duties of this office up to the time of his death. The 
value of his extensive knowledge on the chemistry of foods to the work 
of this (!ommittee is incahiulahle, many of the standards and definitions 
of food that have been adopted being tiie direct result of his cooperation. 

At the 1914 meeting of the association Mr. Doolittle was elected chair¬ 
man of the Committee on Editing Methods of Analysis, an appointment 
which he retained during the rcuiminder of his life. To this work he devoted 
his best energies, never refusing to take upon himself the drudgery^ which 
others declined to accept. Much of this labor was performed during 
holidays and evenings in leisure moments which he might well have taken 
for rest and recreation. He frequently invited to his home or office small 
groups of chemists for conferences upon the improvement of analytical 
methods, and the writer has pleasant recollections of the discussion held 
with him upon the subject in company with those other two lamented 
meml)er8 of the association—A. F. Seeker and A. H. Bryan. There are 
also other recollections of a several weeks’ trip taken with Doolittle 
through the Stat<*s of the Central District, when the manuscrifd of each 
chapter of Methods of Analysis was reviewed page by page on trains, in 
stations, and at hotels. It is a satisfaction that he lived to see the favorable 
reception that was universally at corded to the last edition of this book— 
a work which will remain a lasting monument of his industry and devo¬ 
tion to the work of the ah.sociation. 

In addition to the* offices mentioned, Mr Doolittle had lu'cm a member 
of the Board of biditors of The Journal of the association since the time 
of its establishment in 1915 and also the Chairman of Sul)comniittee C 
since 1917. He was also Chairman of the Conunittee on RiH omniendations 
of Referees from 1920 to 1923, inclusive, and he served as president of the 
association at the fortieth annual con\ention in 1924. In all of these 
numerous activities he labore'd unceasingly for advancing the work of our 
organization. 

Air. Doolittle combined, in a manner which has never been surpassed, 
the double qualifications of chemical knowledge and regulatory efficiency. 
He was highly regarded in scientific circles, having Ix^en a member of the 
American Chemical Society, the American Asstxuation for the Advance¬ 
ment of Science, the American Pharmaceutical Society, and the American 
Public Heall h Association. In the work of all these organizations he took 
an active and important part. 

The ethical ideals of Mr. Doolittle were of the very highest. Dr. ^Yiley, 
with whom he labored so faithfully in the early days of the enforcement of 
the F(X)d and Drugs Act, has thus summarized his character: “There are 
few men that 1 have ever met who had a higher standard of ethics than 
Mr. Do(3little. He was es|X!cially devoted to what he believed to be the 
truth, fearless in his expressions and in his actions”. 

There was also in his make-up an clement of the heroic, of which many 
of his closest friends were unaware. Although afflicted from early youth 
with an incurable malady, he never referred to this constant threat of his 
existence, but went courageously about his work smiling and uncomplain¬ 
ing—surrounding himself with an atmosphere of buoyant optimiwsm that 



brought joy and encouragement to all with whom he came in contact. 
The late knowledge that perhaps he may have overspent his resources of 
strength in cheerfully assuming burdens which might have been done by 
others now comes as a reproach to all of us. 

Accurate knowledge, rare administrative ability, fine judgment, and 
spotless integrity were traits of Mr. Doolittle that won everyone’s respect, 
but the qualities which endeared him most to his many friends and co¬ 
workers were an indefinable gentleness and charm of manner that made 
him one of tlie best loved men in the wide circle of his acquaintances. 

Among the papers found in Mr. Doolittle’s desk, after his death, was 
a little poem, entitled “The Bridge Builder”. The humane sentiment of 
its verses no doubt made a strong appeal to his generous nature. The 
poem exemplifies so perfectly the cardinal principle of his own philosophy 
of life, which was helpfulness to others, that it may well be chosen as a 
final tribute to his memory. 


An old man, going a lone highway. 

Came at the evening, cold and gray. 

To a chasm vast and deep and wid(‘, 

The old man crossed in the twilight dim, 

The sullen stream had no fear for him; 

But he turned when safe on the other side 
And built a bridge to span the tide. 

“Old man”, said a fellow pilgrim near, 

“You are wasting your strength with building here; 
Your journey will end with the ending day. 

You never again will pass this way ; 

You’ve crossed the chasm deep and wide; 

Why build you this bridge at evening tide?” 

The builder lifted his old gray head— 

“Good friend, in the path I have come”, he said, 
“There followeth after me today, 

A youth whose feet must pass this way; 

This chasm that has been as naught to me, 

To that fair-haired youth may a pitfall be; 

He, too, must cross in the twilight dim— 

Good friend, I am building this bridge for him.” 


C. A. Browne. 




PROCEEDINGS OF THE FORTY-SECOND ANNUAL 
CONVENTION OF THE ASSOCIATION OF 
OFFICIAL AGRICULTURAL 
CHEMISTS, 1926 . 


The forty-second annual convention of the Association of Official Agri¬ 
cultural Chemists was held at the Willard Hotel, Washington, D. C., 
October 18-21, 1926. 

The meeting was called to order by the president, W. W. Randall, 
Baltimore, Md., on the morning of October 18th, at 10 o’clock. 

_j 

OFFICERS, COMMITTEES, REFEREES, AND ASSOCIATE REF¬ 
EREES OF THE ASSOCIATION OF OFFICIAL AGRI¬ 
CULTURAL CHEMISTS FOR THE YEAR 
ENDING OCTOBER, 1927. 

Honorary President 

Harvey W, Wiley, Milts Building, Washington, D. C. 

President 

W. H. MacIntihe, University of Tennessee, Knoxville, Tenn. 
Vice-President. 

Oswald Schreiner, Bureau of Plant Industry, Washington, D. C. 

Secretary-Treas urer. 

W. W. Skinner, Bureau of Chiunistry, Washington, D. C. 

Additional Members of the Executive Committee. 

E. M. Bailey, New Haven, Conn. 

L. D. Haigh, Columbia, Mo. 

Permanent Committees. 

Committee to Co-operate with Other Committees on Food Definitions. 

Julius Hortvet (State Dairy and Food Commission, St. Paul, Minn.), Chairman. 

C. D. Howard. E. M. Bailey. 
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ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS [Vo/. X, No. i 


Recommendations of Referees. 

(Figures in parentheses refer to year in which appointment expires.) 

Sub-committee A: J. W. Kellogg (1928), (Department of Agriculture, Harrisburg, 
Pa.), Chairman; A. G. McCall (1930); R. N. Brackett (1932). [Waters, brine, 
and salt; tanning materials and leathers; insecticides and fungicides (fluorine 
compounds); soils and liming materials (reaction value of soils, liming materials, 
less common metals in soils); feeding stufls (stock feed adulteration, mineral mixed 
feeds, determination of moisture); sugars and sugar products (honey, maple prod¬ 
ucts, starch conversion products, drying, densimetric and rcfractometric methods, 
polariscopic methods, chemical methods for reducing sugars); fertilizers (phos¬ 
phoric acid, nitrogen, nitrogen activity methods in fertilizers, potash); plants 
(preparation of plant material for analyses, less common metals in plants, total 
chlorine in plants).] 

Sub-committee B: A. G. Murray (1928), (Bureau of Chemistry, Washington, D. C.), 
Chairman; L. E. Warren (1930); H. C. Lythgoe (1932). [Specific gravity and 
alcohol, spices and other condiments, naval stores (turpentine); drugs (alcohol in 
drugs, arsenicals, cocaine, chaulinoogra oil, crude drugs, chloroform and carbon 
tetrachloride, ipecac alkaloids, radio activity in drugs and water, laxatives and 
bitter tonics, mercurials, pyramidon, microchemical methods for alkaloids, silver 
proteinates, terpin hydrates, santonin, ether, bioassay of drugs).] 

Sub-committee C: C. F. Whitney (1928), (Laboratory of Hygiene, Burlington, Vt.), 
Chairman; H. A. Lepper (1930); E. M. Bailey (1932). [Dairy products (butter, 
cheese, malted milk, dried milk, ice cream, milk proteins, qualitative tests), fats 
and oils, baking powders and baking chemicals, eggs and egg products (total solids, 
detection of decomposition, water-soluble protein, unsaponifiable matter, and ash), 
food preservatives, coloring matters in foods, metals in foods (zinc in dried eggs), 
fruits and fruit products (ash in fruit products, fruit acids), canned foods, vinegars, 
flavors and non-alcoholic beverages, meat and meat products (separation of meat 
proteins), gelatin, cacao products (microscopical methods, crude fiber, cacao 
butter), cereal foods (sampling of flour, ash in flour and gasoline color value, 
glutenin in flour, hydrogen-ion concentration in flour, gluten in flour, diastatic 
value of flour, starch in flour, flour bleaching chemicals, methods for bread analysis, 
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General referee: T. D. Jarrell, Bureau of Chemistry, Washington, D. C. 
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We are met together to-day as a group of organizations whose common 
interests are many, whose several achievements have been notable, and 
whose high ideal has been upheld. Among these common interests are 
the provision, at no excessive cost, of wholesome food and drink for our 
vast population and the development of the agricultural resources of our 
country for the benefit of all our people. Among our several achievements 
have been the fostering of the sense of responsibility, on the part of 
officials and of legislatures—^national and local alike—for the health of 
the population, and the formulation of means whereby the public may, 
in certain important fields, be protected from exploitation. Our single 
ideal has been to promote in our special field, and to make ever more 
nearly universal, honorable dealing between man and man. 

The special purpose of our joint meeting is to celebrate the twentieth 
anniversary of the passage of the Food and Drugs Act of 1906. We are 
therefore aiming to bring to the mind of the public how many and great 
have been the benefits which have flowed from that outstanding piece 
of legislation. While others, more competent than I, will speak on the 
new era which it inaugurated, I propose, with your permission, 1o com¬ 
ment upon certain phases of the early history of the association 1 have 
the honor to represent, and upon the influence which that organization 
may be said to have exerled in preparation for the food law administra¬ 
tion of to-day. 

In order that I may not put implications into the words of others to 
which they would not subscribe, I shall make use, in considerable 
measure, of the actual wwds which they employed. 

Along with th(‘ signal contributions of Dr. Harvey Wiley to the ad¬ 
vancement of stienee as applied to agriculture and to our information 
concerning af ricultura) ])roducts, w e ow^e him a debt of gratitude for the 
series of papcTs be has wuiiten and the reminiscences he has poured 
forth dealing wiHi the early history of the Association of Official Agri¬ 
cultural Chemists. Unlike the ingenuous historian of the New England 

1 Presented Woduesdny morniuj^, October 19th, as a part of the general program of the Joint meeting 
of the Association of OfliciKl Agricultural Chemists, the Association of Dairy, Food and Drug Officials 
and the Association of Feed Control Officials 
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colonies who began his chronicle with an account of the Flood and whose 
long life and indefatigable industry did not suffice to bring the record 
down to the sailing of the “Mayflower”, our honorary president wisely 
decided to describe conditions as they existed just before this association 
came into being and, having thus established a point-from-which, he 
took up the tale of events as he had himself observed them and had 
participated in their shaping. In a paper read before the association 
meeting in 1899, Dr. Wiley says: 

“The condition of agricultural chemical work in the United States in 
1880 was a peculiar one. The few chemists who were engaged in agri¬ 
cultural research were acting in complete independence of each other in 
regard to methods of investigation and of research. Some of them were 
using the methods employed by German chemists, while others followed 
the instruction given by the French or English agricultural chemists. 
There was no unity of interest in the profession nor any common system 
of work. The condition of analytical work may truly be described as 
chaotic. The result of such condition \sic] is easily imagined. There was 
no standard of comparison or reference. Buyers and sellers were con¬ 
tinually wrangling over analyses, which, made by differenl men follow¬ 
ing different methods, did not agree. 

“The sellers’ chemists uniformly obtained higher results than the 
buyers’, and thus the door to litigation was constantly open. 

“Strange as it may seem, the first steps toward correcting this pitiable 
condition did not come from the Department of Agriculture at Wash¬ 
ington, but from the d(‘parlment of agriculture of one of the States. It 
was through the Hon. J. T. Henderson, commissioner of agriculture of 
(leorgia, and at tlie instigation of Mr. H. J. Redding, now [1899] director 
of the Georgia station, that the first step toward uniformity of action 
among agricultural chemists of the L!nited States was taken.” 

In response to an invitation issued by Judge Henderson, 20 persons 
interested in the matter of fertilizer analyvsis and control assembled in 
Washington in July, 1S80. After some discussion, a committee of five 
was appointed to draft tentative methods for the estimation of phos¬ 
phoric acid in its several forms, and a similar committee, to draft tenta¬ 
tive methods for the estimation of nitrogen (including nitrates) and 
potash. It was proposed that the members of this convention form 
themselves into a subsection of the division of chemistry in the American 
Association for the Advancement of Science, and a committee was ap¬ 
pointed to make the necessary arrangements. The question of a method 
for arriving at commercial valuations was discussed but was postponed, 
to be considered at the adjourned meeting to be held a few weeks later 
in Boston. Here, as at Washington, the plan for incorporating as a 
subsection of the American Association for the Advancement of Science 
met with favor. Those in attendance (“about 25”) pledged themselves 
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to try out the several analytical methods proposed at the Washington 
meeting. 

In August, 1881, the fertilizer chemists met with the A. A. A. S. at 
Cincinnati. The minutes list by name 32 chemists as among those who 
were in attendance. There was evidently much controversy over rival 
methods for the determination of insoluble phosphoric acid; as is often 
done in such cases, the convention referred the matter to a committee 
and then adjourned. Dr. Wiley comments as follows: “After the ad¬ 
journment of the Cincinnati meeting the interest in the collaboration of 
the agricultural chemists seemed to die out. There was a certain feeling 
of antipathy—perhaps it is not well to make it so strong as this, but a 
strong feeling of incongruity—existing between the trade chemists on 
the one hand and the official chemists on the other. It was an unvoiced 
sentiment pervading the organization to the effect that an association 
composed of trade chemists and official chemists contained elements of 
instability which would prevent it from ever becoming highly useful. 
Nevertheless, after a lapse of three years, Mr. Henderson again called 
a meeting, which was held at Atlanta, Ga.” 

This meeting (May, 1884) was attended by 30 chemists and others 
interested in the matters at issue. Various reports were read and criti¬ 
cized; amendments were offered and, ultimately, approved methods for 
the analysis of fertilizers were formulated, subsequently to be published 
in a bulletin. The meeting then adjourned to convene once more at 
Philadelphia in the following September in conjunction with the 
A. A. A. S. 

Once more I quote from Dr. Wiley’s account: 

“The Philadelphia meeting was held September 8, 1884. Dr. E. H. 
Jenkins was appointed chairman and Dr. C. W. Dabney acted as secre¬ 
tary. A committee appointed at the Atlanta meeting to consider the 
advisability of organizing the association as a subsection of the American 
Association for the Advancement of Science recommended the formation 
of two associations. 

''First The Association of Agricultural Chemists to be entirely dis¬ 
tinct from the American Association, [and] to which should be left the 
discussion of the methods of analysis, etc. 

"Second, The subsection of the American Association for the Advance¬ 
ment of Science to be open to all agricultural chemists for the purpose 
of investigation and discussion. 

“The unanimous opinion expressed in the discussion of this subject 
was that an organization entirely separate from the American Associa¬ 
tion would best advance the objects of the convention. A committee, 
consisting of Messrs. H. C. White, E. H. Jenkins, P. C. Chazal, J. A. 
Myers, and H. W. Wiley, was appointed to consider the form of organize- 
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tion and instructed to report the following day. The report of this com¬ 
mittee, with a few later additions, forms the constitution of the associa¬ 
tion as it exists to-day [1899]. 

“On September 9 a formal organization took place, the present name 
of the association was adopted, officers for the following year were 
elected, and the convention resolved into the first annual meeting of the 
Association of Official Agricultmal Chemists. Committees on phos¬ 
phoric acid, potash, and nitrogen were appointed, and methods for the 
determination of phosphoric heid and potash in commercial fertilizers 
adopted as the official methods of the association. 

“The bulletin containing the proceedings of this meeting consists of 
eight pages of printed matter, in which are given the list of officers 
elected, the constitution, and the methods of analysis adopted officially 
by the association.” 

So much for the origin of the association and of its name. Now let 
us consider the development of some of its characteristics as we note 
them to-day. 

The Fall meeting of 1884 is thus reckoned the first annual meeting 
of the association; we are now in the midst of the forty-second, for in 
1918 no meeting was held. Gradually, as the years pass, a larger and 
larger attendance is to be noted, more topics are added to the list, and 
a greater volume of printed material is issued in the form of proceedings 
and approved methods. The handful of chemists that met in 1884 has 
been succeeded by the 287 in attendance in 1925; the eight-page bulletin 
of 1884 contrasts with the (possibly) 500 pages of proceedings and con¬ 
tributed papers of 1925, and the revised book of standard methods. 

I wish now to call your attention to one of the first signs I have noted, 
in glancing over the record of proceedings of those earlier years, of a new 
interest developing. Thus, President Huston in his address at the 
Twelfth Convention (1895) remarks: 

“A young lady recently returned from the blue-grass region, on being 
asked for her impression of the State, said that it seemed to be a place 
where they educated their horses and let the men just grow up. This 
association seems to be in a somewhat analogous position on the food 
question. For, while our reports abound in researches on food for live 
stock, the only work on the food for man is represented in the reports 
on dairy products and sugar, and as a rule comparatively few of us con¬ 
tribute to either of these branches. Even the question of hotel accom¬ 
modations was referred to the Committee on Fermented and Distilled 
Liquors * ♦ The association might extend its usefulness by giving 
some attention to the subject of the examination of many kinds of 
human food, which we all know will hardly bear close scrutiny.” 

It will be a source of some astonishment to many of the younger mem¬ 
bers of the association that only after eleven years of active life was the 
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careful examination of articles of human food suggested as possibly 
another, and a proper, field of work for the members of the A. 0. A. C. 

When one reads the proceedings of the meeting of 1896, he is likely to 
see something bordering on the comic in a recommendation adopted near 
the close of that session. It reads: “(4) That methods for detecting the 
adulteration of foods, so far as such are not provided for in connection 
with other reporters, be referred to the reporter on spirituous liquors”. 
On its adoption Mr. Win ton—^shall I say, dryly—remarked: “It ap¬ 
pears that this reporter on liquors has had an easy time of it, although 
he has distributed bottles, but no one seems to have had any time for 
analytical work * * *, I would therefore move that the duty of the 
reporter on fermented and distilled liquors be increased, and that he 
may be made the reporter of methods for the detection of adulterants 
in food”. And Mr. Frear followed with: “I would like to say regarding 
food adulterations that I have had a little work to do in that line. I wish 
we had had a reporter on the subject five years ago. I would be heartily 
glad if the association in some form would provide for beginning work in 
this direction. It seems to me a proper subject for the association to 
undertake, since it is a matter of more than ordinary importance”. 

The suggestion made by Huston soon began to bear fruit. In 1897 
the association appointed five members who were to constitute “a com¬ 
mittee on food standards to consider the practicability of (wn])iling, for 
the use of the increasing proportion of the association's membership 
charged with the duty of official food control, all accessible and trust¬ 
worthy chemical and physical data as to the composition of foods and 
drinks for man and domestic animals offered for sale on the American 
market”. 

Next year (1898) President Winton took up this question anew, and 
with an increased confidence which indicates the development of the 
idea. He says: 

“During the first two years of its existence our organization was really 
a body of fertilizer analysts, as only methods for the analysis of these 
materials were considered; but at the third convention the constitution 
was amended so as to include as subjects for investigation ‘The analysis 
of soils, cattle foods, dairy products, and other materials connected with 
agricultural industry’. The subjects fodders and da^ products were 
referred that year (1886) to committees, and sugar anSrdistilled liquors 
in the following year. The first reporter on soils and ash was appointed 
in 1890 and on tannin in 1894. The methods for the analysis of dairy 
products and liquors which were tested included those for the detection 
of adulteration, and in 1896 this line of investigation was extended so 
as to cover all articles used for food and drink, a task which bids fair 
to become one of the most important we have yet undertaken”. 



RANDALL: PRESIDENT’S ADDRESS 


21 


1927] 

Yet even Winton seems to have been more cautious than most 
prophets, for, after advocating the study of fungicides and insecticides 
as a coming field for the analyst, he remarks: “There is no immediate 
prospect that a further expansion of our work will be found advisable”. 

Further on in his address, Winton says: “The action taken at the last 
convention [i. e. that of 1897], leading to the appointment of a committee 
to consider standards of purity of the foods and drinks on sale in the 
United States, was but another manifestation of the growing determina¬ 
tion to suppress adulteration and misbranding. The adoption of stand¬ 
ards of purity should go hand in hand with the adoption of methods of 
examination, as the proper interpretation of results is as essential as the 
accuracy of their determination”. 

You will realize, I am sure, that the quotations made from Huston’s 
and Winton’s addiesses indicate that the movement was under way 
which was to result in the Federal Food and Drugs Act of 1900, in t!ie 
Meat Inspection Act of 1906-7, and in various other laws and regula¬ 
tions, Federal, State and municipal, affecting the production, distribu¬ 
tion, and sale of foods. 

(Joing forward two more >cars, we find that President Kilgore, in 1900, 
comments upon the situation as follows: 

“Not only has 11 h‘ scope of our wH)rk been ex(end(‘d, but the influence 
of the association lias grown. During the year we have been eddied upon 
as an organization to aid in the education of public sentiment and to 
bring influence to bear in favor of a national pure food bill, witli which 
we arc al! more or less familiar. Knowing that a number of the mem¬ 
bers of the association an' actively engaged in the examination of food 
products and aiding to execute State pure-food laws, and feeling that 
our entire membership is deeply interested in this inq)oitant movement 
upon which so much of h(*alth and happiness for ourselves and those we 
represent depends, I used the name of the association and joined other 
scientific bodies in this country in asking our Congress to pass a national 
pure-food law. I trust that I may ha\e the approval of the association 
in this action.” 

Further on he says: 

“ ♦ ♦ * May I in a few words draw your attention to the growing 
prominence and importance of the examination of human food and drink? 
Recently a number of States have passed pure-food laws. We are in 
need of new methods and of concerted tests of old ones for the ('xamina- 
tion of food products * * *. Would it not b<^ well for the association to 
make a number of subdivisions of this subject, and place experienced 
men in charge of the investigation of each subdivision?” 

At this meeting (1900) it was decided to arrange for the appointment 
of fifteen associate referees who should, each in a special field, assist the 
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Referee on Liquor and Food Adulteration in the work of investigation. 
The committee on pure-food standards, in addition, presented a resolu-* 
tion which was adopted and which reads (in pari) as follows: 

''Resolved, That the Association of Official Agricultural Chemists of 
the United States hereby reaffirms its conviction of the urgent necessity 
for national legislation on broad lines for the prevention of adulteration 
of foods and drugs that are subjects of interstate commerce and commerce 
with foreign lands, for the better protection of the health of our citizens 
and the legitimate interests of producers and dealers, and for the na¬ 
tional reputation of business honor, and most earnestly and respectfully 
urges upon the Congress of the United States the present enactment of 
the measure now on the Calendar of the House of Representatives with 
a favorable recommendation, after long and careful consideration of the 
Committee on Interstate and Foreign Commerce * * 

My object in noting the increase, during the first twenty years of the 
life of this association, in the interest displayed in the problem of pro¬ 
tecting the community at large from adulterated and misbranded foods 
must, by this time, be obvious. The passage in 1906 of the national 
Food and Drugs Act was in no small measure the result of the efforts 
of this association as a body and, yet more particularly, of the zeal of 
our honorary president. It was gradually brought home to members of 
the Congress and to State authorities that there existed a crying need, to 
meet which in satisfactory fashion the nation and its integral parts were in 
honor—nay, in common decency—unquestionably bound. The knowl¬ 
edge upon which was based the demand for corrective legislation, and 
without which no pressure could have been employed for its enactment, 
was in large measure furnished by the patient work of members of this 
association through those t wenty useful years. 

But this is not all. The need for legislation being granted, there 
remained the question of its effective enforcement. Would it be possible 
so to present the case of the public in court that the object of the Food 
and Drugs Act could be attained? Did standards exist, or could standards 
be set up, by which food products could be definitely classified as genuine 
or, on the other hand, as sophisticated? Did methods of analysis exist, 
or- could such methods be devised, by which, to the satisfaction of all 
parties concerned, the true nature of the products in question could be 
established? That these questions can, in the great majority of cases, 
be answered in the affirmative is largely a result of the labors of this 
association. If the tools were not already at hand, the way to produce 
them was indicated; if the workers were too few or were inexperienced, 
the kind of skill called for and the methods by which it could be secured 
were in evidence. 

It would seem appropriate, therefore, that at this meeting, when the 
twentieth anniversary of the passage of the Food and Drugs Act is com- 
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memorated, due praise be given to those who, in its early days, trained 
the Association of Official Agricultural Chemists for the work it was 
ultimately to be called upon to perform. That they grasped otherwise 
than partially what the future held in store, I do not contend. Their 
outstanding merit lies in their determination that the efforts of the asso¬ 
ciation—whatever the object immediately in view—should always be 
so directed that accurate data, and these only, should form their harvest 
and should be garnered for the benefit of mankind. 

Before 1 close, there is one matter concerning which 1 would offer a 
suggestion. This being a joint meeting, the points of contact with our 
fellow associations and the boundaries that separate us naturally come 
into our minds. The Association of Official Agricultural Chemists is 
essentially a group of experts, a society whose specific raison d'etre is the 
critical study of methods of analysis as fast as they may be suggested, 
their improvement as experience may dictate, and their establishment as 
means of arbitration and for providing information for courts of justice. 
It is diflicult to imagine any other agency that^—at least, in theory— 
could better achieve these useful ends. That there is need for such an 
organization is not open to question; our problem is to improve the one 
now in existence or, on the other hand, to substitute another which 
promises to be more efficient. I think it is but fair to say that, with such 
experience as we have had, no other type of agency seems likely to be 
more successful. In so far as there has been failure to hit the mark 
aimed at, such failure has been due, not to the form of organization, 
but to the very human characteristics of its individual members and to 
the conditions under which they live and move and make their living. 
An association of hard-worked men, which must depend for its results 
upon the voluntary labor given by its members—often at considerable 
cost and with no monetary return—must, in the nature of the case, 
face no little disappointment. That the achievement has been so marked 
and the disappointments relatively so few, may well stir within us a 
worthy pride. 

Can two or more agencies accomplish this work better than one? 
Hardly. A single clearing-house for handling such investigation, a single 
publishing medium, a single official collection of approved specifications, 
must in the nature of the case make for economy of effort and of expense, 
and for finality. The benefits possible from competition and from wide 
variety of working conditions can be secured as well within an associa¬ 
tion like ours as from two or more organizations with practically similar 
aims. Concentration by each group primarily upon a special work: 
Public health men upon the problems peculiar to general sanitation, 
water and sewage engineers upon those of water supply and waste 
disposal, pharmacologists and pharmacists upon those peculiar to drug 
preparation and administration, feed officials upon those peculiar to the 
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administration of feed laws, food officials upon those connected with the 
administration of the Food and Drugs Act, and, finally, the A. 0. A. C. 
upon those involving analysis; such a division must seem reasonable. 
Not that hard and fast boundaries can always be drawn, but at least 
duplication can be avoided. In each field there should be but a single 
court of last resort. By all means let investigation be furthered wherever 
the need for it finds expression and the capacity and the willingness to 
do it exist, but equally, by all means, let the results be passed on to 
that organization in whose special field the matter belongs and where 
they wiU meet with sympathetic criticism. 

I would ask, therefore, of members of the associations other than that 
for which I may assume to speak, that they communicate to us reports 
of their difficulties and of their successes—in so far as these involve 
analytical matters—and we, in our turn, will gladly turn over for con¬ 
sideration by those more competent than ourselves to pass upon them, 
questions of administration and such scientific data as, corning under 
notice, seem rather to be a part of the heritage of organizations other 
than ours. 



ORDER OF PUBLICATION. 


The reports of the committees presented on the last day of the annual 
meeting will be given at the beginning of the proceedings rather than in 
their chronological order. This will assist the referees, associate referees, 
and collaborators in planning and developing their year’s work. The 
remainder of the proceedings will then follow in the usual order. 


FOURTH DAY. 

THURSDAY -MORNING SESSION. 

REPORT OF THE REPRESENTATIVE AT THE NATIONAL 
CONFERENCE ON PHARMACEUTICAL RESEARCH. 

l^he fifth annual meeting of the National Conference on Pharmaceuti¬ 
cal Research was held at the Hotel Bellevue-Stratford, Philadelphia, Pa., 
on Saturday, September 11, 1920, just prior to the annual meeting of the 
American Pharmac^cuitical Association. 

Sessions held in the morning and afternoon were attended by about 
sixty representatives of the heading pharmaceutical organizations of this 
country. Delegates were present from the following fourteen organiza¬ 
tions: 

American Association of Colleges of Pharmacy; 

American Chemical Society, Division of Chemistry of Medicinal Products; 

American Drug ]\Tanufacturers Avssoc'iation; 

Association of Otiicial Agricultural Chemists; 

Ameruuin Pharmaceutical Association; 

Americfin Pharmaceutical Manufacturers Association; 

Bureau of Chemistry, U. S. Department of Agriculture; 

National Association of Boards of Pharmacy; 

National Association of lletail Druggists; 

National Formulary Revision Committee; 

Pharmaceutical Laboratory Seminar; 

Plant Science Seminar; 

The Proprietary Association; and 

U. S. Pharmacopeia Revision Committee. 

In addition, an unofTicial observer was present from the Mellon Institule. 

Report was made by the Chairman, II. V. Arny, that the census of 
pharmaceutical research of 1920 was completed and publislied in the 
J. Am, Ph, Assoc., Vol. XV, No. 8, p. 090-700. 
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Brief reports of progress were made by some of the chairmen of the 
ten standing committees, detailed reports being made by the following 
representatives: 

L. F. Kebler, H. A. B. Dunning, H. W. Youngken, E. L. Newcomb, 
H. V. Arny, G. D. Beale, and Arno Viehoever. 

Announcement was made that the American Therapeutic Association 
had declined to become affiliated with the Conference; also that it was 
deemed advisable for consideration to be given to including the follow¬ 
ing as affiliated members: 

Hygienic Laboratory, Public Health Service, U. S. Treasury Department. 

Mellon Institute. 

Sprague Institute. 

Consideration was given to a number of recommendations included 
in the chairman’s address. The conference decided that an increase of 
funds for pharmaceutical research was desirable, but that no efforts were 
necessary now to obtain assistance in certain directions, nor for the 
encouragement of potential workers. Decision was made to continue to 
publish results reached by the Conference in the Journal of the American 
Pharmaceutical Association without any expense to the conference, and 
that as a result of this decision no more funds were needed for running 
expenses. 

The committee appointed to consider the advisability of publishing a 
book describing the research achievements of pharmacy recommended 
that the American Pharmaceutical Association arrange to publish such 
a book in a popular style, a suggested list of subjects and their authors 
being included. The conference recommended that the subject be re¬ 
ferred to the Council of the American Pharmaceutical Association for 
consideration. 

The Nominating Committee presented the following names for officers 
for 1926-27: Chairman, H. V. Arny of New York; Vice Chairman, J. H. 
Webster of Detroit; Secretary-Treasurer, J. C. Krantz, Jr. of Baltimore, 
all of whom were duly elected. 

The question of holding meetings of the Conference at other times 
and places, instead of in conjunction with the annual meeting of the 
American Pharmaceutical Association, was considered, and decision was 
reached that in the future the Research Conference should meet in the 
same city as, and on the Saturday preceding, the annual meeting of the 
American Pharmaceutical Association. 


C. S. Brinton. 


Approved. 
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CHANGES IN THE OFFICIAL AND TENTATIVE METHODS 

OF ANALYSIS MADE AT THE FORTY-SECOND ANNUAL 
CONVENTION, OCTOBER 18-21, 1926^ 

I. FERTILIZERS. 

(1) The calcium chloride method for the preparation of ammonium 
citrate solution (p. 4, 13 (2) ) was dropped (first action). 

(2) The words “dilute to 1 liter” in the second of the alternative 
methods for the preparation of magnesia mixture (p. 2, 5 (c) ), last line, 
were changed to read “proceed as in (1)”. 

(3) The absolute or cupric oxide method for the determination of 
total nitrogen (p. 9) was dropped (first action). 

II. SOILS. 

No additions, deletions, or other changes. 

III. AGRICULTURAL LIMING MATERIALS. 

No additions, deletions, or other changes. 

IV. PLANTS. 

No additions, deletions, or other changes. 

V. INSECTICIDES AND FUNGICIDES. 

(1) The official method for the determination of cyanogen in sodium 
and potassium cyanides (p. 95) was dropped (first action). 

(2) The official method for the determination of chlorine in sodium 
and potassium cyanides (p. 65) was dropped (first action). 

(3) The following method for the determination of cyanogen in sodium 
and potassium cyanides was adopted as official (first action): 

CYANOGEN.—TENTATIVE. 


REAGENTS. 


(a) OJ N silver nitrate solution. —Standardize against pure sodium chloride t)y titra¬ 
tion, using chromate indicator; or gravimetrically, weighing the chloride. 

(b) Lead carbonate. 

(C) Sodium hydroxide solution. —Dissolve 100 grams of sodium hydroxide in water 
and dilute to 1 liter. 

(d) Potassium iodide. —Crystals, or a saturated solution. 


* As compiled by the Committee on Editing Methods of Analysis, R W Balcom, C.hairinan. Unless 
otherwise stated, ail references in this report are to Methods of Analysts, A O A C , 1925. 
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DETERMINATION. 

Break the sample into small lumps in a mortar (do not grind). Weigh quickly about 
5 grams in a weighing bottle and wash into a 500 cc. volumetric flask containing about 
200 cc. of water. Add a little lead carbonate to precipitate any sulfide sulfur that may 
be present, dilute to the mark with water, mix thoroughly, filter through a dry filter, 
and then transfer a 60 cc. aliquot to a 400 cc. beaker. Add 200 cc. of water, 5 cc. of the 
sodium hydroxide solution, and 10 drops of the potassium iodide solution (or a few 
crystals) and titrate to a faint opalescence with the O.l N silver nitrate solution. (In 
making this titration, it is advantageous to have the beaker over a black surface.) 
From the number of cubic centimeters of 0.1 iV silver nitrate used calculate the per¬ 
centage of cyanogen (CN) in the sample. The reaction is represented by the equation 
2 NaCN 4- AgNOs - NaCN AgCN + NaNOs; 
hence, 1 cc. of 0.1 TV silver nitrate solution is equivalent to 0.005202 gram of cyanogen. 

(4) The following methods for the determination of chlorine in sodium 
and potassium cyanides were adopted as official (first action): 

CHLORINE.—TENTATIVE. 

REAGENTS. 

(a) O.i N silver nitrale solution. —Ihepare as direded under cyanogen in sodium and 
potassium cyanides, Reagent (a). 

(b) 0.1 N ammonium or potassium thiocyanate solution. —Adjust by titrating against 
the 0.1 silver nitrate solution. 

(C) Formaldehyde solution. —A 40 per cent chloride-frec solution. 

(d) Ferric indicator. —A saturated solution of ferric ammonium alum. 

DETERMINATION. 

Method I. 

Transfer a 50 cc. aliquot of the solution prepared for the determination of cyanogen 
to a beaker, dilute with an equal volume of water, add 1 to 2 cc. of the formaldehyde 
solution, stir well, and let stand for 15 minutes. Acidify with nitric acid (5 cc. of l-f-l 
is usually enough), add a measured volume of the 0.1 N silver nitrate solution sulficaent 
to give an excess, stir well, filter, wash, and titrate the excess of silver in the combined 
filtrate and washings with the 0.1 TV thiocyanate solution, using ferric indicator. From 
the number of cubic centimeters of 0.1 TV silver nitrate solution, less the number of 
cubic centimeters of 0.1 TV thiocyanate solution used, calculate the pert;entage of 
chlorine in the sample. 

Method II. 

Transfer a 50 cc. aliquot of the solution prepared for the determination of cyanogen 
to a distilling flask, dilute to 100 to 150 cc., acidify with a slight excess of acetic acid, 
and distil, passing the vapors through a condenser, the delivery end of whadi dips into 
a solution of sodium hydroxide, to absorb the hydrocyanic acid. After all the hydro¬ 
cyanic acid has been driven off, which should be the case when 50 cc. of distillate has 
passed over, wash the liquid remaining in the distilling flask into a beaker, add 5 cc. 
of dilute nitric acid (1-f 1) and then a measured volume of the 0.1 TV silver nitrate 
solution sufficient to give an excess, stir well, filter, wash, and titrate the excess of 
silver in the combined filtrate and washings with the 0.1 TV thiocyanate solution, using 
ferric indicator. From the number of cubic centimeters of 0.1 TV silver nitrate solution, 
less the number of cubic centimeters of 0.1 TV thiocyanate solution used, calculate the 
percentage of chlorine in the sample. 
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(5) The followiiif? method for the determination of cyanogen in calcium 
cyanide was adopted as an official method (first action): 

CYANOGENTENTATIVE. 

REAGENTS. 

(a) 0.1 N silver nitrate solution. —Prepare as directed under cyanogen in sodium and 
potassium cyanides, Peagcnt (a). 

(b) Soda-lead reagent —Dissolve 20 grams of lead acetate in water, dilute to 1 liter, 
and add 200 grams of chloride-free sodium carbonate. 

(C) Sodium hydroxide solution. —Prepare as directed under cyanogen in sodium and 
potassium cyanides, Heagent (C). 

(d) Potassium iodide. —Crystals, or a saturated solution. 

DETERMINATION. 

Pla(!c about 200 cc. of water in a 500 cc. volumetric flask and carefully dry the neck 
of the flask. Weigh about 5 grams of the sample in a weighing bottle and transfer to 
the flask with the least possible exposure to the air. Wash down into the flask and mix 
by whirling until solution is complete and the small quantity of calcium carbide has 
been decomposed. Th(‘n add 25 cc. of the soda-lead reagent, or a quantity suiruaent 
to removt* sulfides, close the flask with a rubber stopper, and sliake thoroughly, prefer¬ 
ably for half an hour. Dilute to the mark, mix, and filter through a dry filter. Transfer 
a 50 cc aliquot to a 400 cc. beaker and proceinl as direct(xl under the determination of 
cyanogen in sodium and fKitassium cyanides. One t'c of 0.1 silver nitrate solution is 
equivalent to 0.005202 gram of cyanogen (CNj. If the piTcentage of calcium cyanide 
is desired, multiply the j)or(!entage of cyanogen by the factor 1.7702. 

(6) The following methods for the determinat ion of chlorine in calcium 
cyanide were adopted as official (first action). 

CHLORINE.—TENTATIVE. 


REAGENTS. 


(The same as for chlorine in sodium and ])otassium cyanides.) 
DETERMINATIONS. 

Method I. 

Transfer a 50 cc. aliquot of the solution prepared for the determination of cyanogen 
to a beaker, and proceed as directed under Method I for the determination of chlorine 
in sodium and potassium cyanides 


Method //. 

Transfer a 50 cc. aliquot of the solution prepared for the determination of cyanogiui 
to a distilling flask, and proceed as directed under Method II for the determination ()f 
chlorine in sodium and potassium cyanides. 

(7) The official method for the determination of moisture in soap 
(p. 65) was dropped (first action). 
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(8) The tentative xylene distillation method for the determination of 
water in soap^ was adopted as an official method (first action). 

(9) The tentative methods for the determination of (a) water, (b) total 
oil, and (e) ash in mineral oil-soap emulsions^ were adopted as official 
methods (first action). 

(10) Method P for the determination of soap in mineral oil-soap 
emulsions, adopted at the 1925 meeting as a tentative method^, was 
dropped. 

(11) The tentative method for the determination of soap in mineral 
oil-soap emulsions®, with the statement ‘Tn this method error will result 
if the apparent molar weight of the fatty acids varies appreciably from 
that of oleic acid” appended, was adopted as an official method (first 
action). 

(12) The following method for the determination of unsulfonated 
residue in mineral oils was adopted as an official method (first action). 

MINERAL OILS. 

UNSULFONATED RESIDUE.—TENTATIVE. 

REAGENTS. 

38 N sulfuric acid. —Prepared as directed on p. 408, 83. 

DETERMINATION. 

With a pipet meaaiire 5 cc. of the oil into a Babc^ock cream bottle about 15 cm. 
(6 inches) long, either the 9 gram 50 per cent or the 18 grain 30 per cent type. (With 
heavy oils, to reduce the viscosity, warm the pipet after a preliminary draining by 
drawing it several times through the flame of a Bunsen burner and then drain thor¬ 
oughly.) In lieu of measuring, determine the specific gravity of the oil and weigh the 
equivalent of 5 cc. into the bottle. Add slowly 20 cc. of the 38 N sulfuric acid, gently 
shaking or rotating the bottle and taking care that the temperature does not rise above 
60°G. Cool in ice water if necessary. When the mixture no longer develops heat on 
shaking, agitate thoroughly, place the bottle in a water bath, and heat at 60°-65®C. 
for 10 minutes, keeping the contents of the bottle thoroughly mixed by shaking vigor¬ 
ously for a period of 20 seconds at 2 minute intervals. Remove the bottle from the 
bath and fill with concentrated sulfuric acid until the oil rises into the graduated neck. 
Centrifugalize for 5 minutes (or longer if necessary to obtain a constant volume of oil) 
at 1200-1500 revolutions per minute. Read the volume of unsulfonated residue from 
(he graduations on the neck of the lx>ttle and, to convert to cubic centimeters, multiply 
the reading from the 9 gram 50 per cent bottle by 0.1 and that from the 18 gram 30 per 
cent bottle by 0.2. From the result thus obtained calculate the percentage by volume 
of the unsulfonated oil. 

(13) The tentative method for the determination of unsulfonated 
residue in mineral oil-soap emulsions® was deleted, the method for the 

» I'hiM Journal, 1026, 9. 27. 

* Ibid , 28, 29. 

> Ibid , 129. 

*Ibid,7\. 

• Ibid., 28. 
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determination of unsulfonated residue in mineral oils was substituted 
therefor under the title “Unsulfonated Residue of Recovered Oil,” and 
the method then made official (first action) for the determination of the 
unsulfonated residue of the oil recovered from mineral oil-soap emulsions. 

VI. TANNING MATERIALS. 

No additions, deletions, or other changes. 

VII. LEATHERS. 

(1) The tentative method for the determination of moisture in vege¬ 
table tanned leather (p. 79) was dropped. 

(2) The toluene distillation method was adopted as a tentative method 
for the determination of moisture in vegetable tanned leather. The 
method is as follows: 

MOISTURE. 

By Toluene Distillation, — Tentative. 

APPARATUS. 

(a) 500 cc. flask. —Erlenmeyer or distilling flask of Pyrex or other resistant glass. 

(b) Receiving tube. —Graduated in tenths of a cubic centimeter. 

(C) Liebig condenser. —Scaled-in, straight-tube, al>out 25 cm. (10 inches) long, with 
delivery tube approximately 9.5 mm. (0.375 inch) in diameter. 

Assemble the apparatus as shown in the figured Before each distillation clean the 
condenser and receiving tube with chromic-sulfuric acid mixture, rinse thoroughly with 
water, then with alcohol, and dry either in an oven or with a current of air. Calibrate 
the receiving tube by distilling toluene containing known quantities of water. Read 
the bottom of the meniscus of the water column and estimate as closely as possible to 
hundredths of a cubic centimeter. 


DETERMINATION. 

Weigh 20 grams of the prepared sample and transfer to the distilling flask. Immedi¬ 
ately add about 200 c(;. of dry toluene having a boiling point, under normal pressure, of 
110° to 112°C., and connect the flask with the receiving tube and condenser. Fill the 
receiving tube with toluene, pouring it through the condenser. Heat the distilling 
flask gently and distil at the rale of about 4 drops per second for exactly 2 hours. At 
the end of 1, 1.25, 1.5, 1.75, and 2 hours’ distillation, wash down the condenser by 
pouring toluene in at the top while brushing thoroughly with a tight-haired, close 
fitting tube brush that has been boiled previously in toluene. (A long handle may be 
made by fastening to the brush a piece of heavy copper wire.) At the end of 2 hours 
disconnect the receiving tube, dislodge any drops of water on the inside by rubbing 
with a piece of light copper wire twisted at one end into a l(X)p, and allow tin' tube to 
come to room temperature. Read the volume of water as ac(!urately as possible to 
0.01 cc. and make such calibration correction as may be necessary. Assuming that 1 cc. 
of water weighs 1 gram, calculate the percentage of moisture. 


» Thu Journal, 1926, 9: 30. 
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vni. WATERS, BRINE, AND SALT. 

To correct a typographical error in the method for the determination 
of manganese by the bismuthate method (p. 101), the word “bisulfate” 
in lines 8 and 17 of paragraph 75 was changed to bisulfite. 

IX. FEEDING STUFFS. 

(1) The method for the determination of the oat hulls in ground oats^ 
but somewhat revised, was adopted as a tentative method for the de¬ 
termination of oat hulls in oat feeds. The method adopted is as follows: 

OAT HULLS IN OATS AND OAT FEEDS.—TENTATIVE. 

(Results are approximate only.) 

Place in a 1000 cc. beaker 800 cc. of water and 2 grams of the sample, previously 
ground to pass through a sieve having circulcur openings 1 mm. in diameter. Stir 
vigorously to obtain a centrifugal eflFect, allow to stand for 5 minutes, and then decant 
the supematfiuit liquid carefully, retaining so far as possible all hull particles. Repeat 
this procedure several times until the supernatant liquid becomes clear, or nearly so, 
and then transfer the residue with the aid of 160 cc. of water to a 300 cc. beaker. Add 
5 drops of strong hydrochloric acid and boil for 2 minutes, constantly stirring the 
mixture. Transfer to the original beaker with the aid of 600 cc. of water, stir, and allow 
to stand until the supernatant liquid is clear. Draw off the liquid by means of a siphon 
of rubber tubing having a 3 or 4 mm. bore, using a pinch clamp to control the flow so 
that practically all the liquid may be siphoned off. (Tilting the beaker will also help 
to obtain this result.) If on standing a deposit forms in the siphonate, repeat the 
siphonation. Transfer the hulls with the aid of water to a paper filter, wash several 
times with alcohol, and allow to dry to constant weight at room temperature. When 
dry, carefully remove the hulls from the paper, using if necessary a small stiff brush, 
and weigh. (A weighed Gooch crucible may be used instead of the paper filter.) 
Multiply the weight of hulls by 60 to obtain the percentage of hulls in the sample. 

(2) The tentative distillation method for the determination of mois- 
ture^ was adopted as an official method (first action). 

X. PRESERVATIVES AND ARTIFICIAL SWEETENERS. 

No additions, deletions, or other changes. 

XI. COLORING MATTERS IN FOODS. 

No additions, deletions, or other changes. 

XII. METALS IN FOODS. 

No additions, deletions, or other changes. 

» Thu Journal, 1926, 9 140. — 

* Ibid., 30. 
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XIII. SUGARS AND SUGAR PRODUCTS. 

No additions, deletions, or other changes. 

XIV. FRUITS AND FRUIT PRODUCTS. 

No additions, deletions, or other changes. 

XV. CANNED VEGETABLES. 

No additions, deletions, or other changes. 

XVI. CEREAL FOODS. 

(1) The official vacuum method for the determination of moisture in 
flour (p. 225, 1) was dropped (first action). 

(2) The vacuum oven method for the determination of total solids 
and, indirectly, of moisture in flour' was made official (final action). 

(3) The tentative routine air-oven method for the determination of 
total solids and, indirectly, of moisture in flour^, but with the word 
“routine'’ deleted from the title, was adopted as official (first aclion). 

(4) The method for the determination of water-soluble protein- 
nitrogen precipitable by 40 per cent alcohol in flour- was made official 
(final action). 

(5) The method for the determination of lipoids and lipoid phosphoric 
acid (PiOfi) in flour^ was made official (final action). 

(G) The tentative acid hydrolysis method for the determination of fat 
in flour^ was adopted as an official method (first action). 

(7) The modified Kerr-Sorber method^ was adopted as a tentative 
method for the determination of the unsaponifiable matter in the fat 
of flour. However, instead of 5 grams of fat, the extract obtained from 
5 grams of flour as directed under Lipoids should be used for the de¬ 
termination. 

(8) The following method for the determination of the hydrogen-ion 
concentration of flour was adopted as a tentative method. 

HYDROGEN-ION CONCENTRATION.—TENTATIVE. 

Weigh 10 grams of the flour (or some multiple thereof) into a clean, dry Erlenmeyer 
flask and add for each 10 grams of flour 100 cc. of distilled water at a temperature of 
26°C. Shake or whirl the flask until the particles of flour are evenly suspended and 
the mixture is free from lumps. Place in a thermostat at 25°C. and shake, continuously 
or intermittently in such a manner as to keep the flour particles in suspension, for 30 
minutes. Let stand quietly for 10 minutes, then decant the supernatant liquid into 
a suitable vessel, and immediately determine its hydrogen-ion concentration electro- 
metrically. 

» ThiM Journal, 1926, 9; 39. 

* Ibid,, 40. 

> Ibid,, 41. 

* Ibid., 1926, 8: 441. 
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(9) The method for the determination of ash in baked cereal products' 
was made official (final action). 

(10) The method for the determination of protein in baked cereal 
products' was made official (final action). 

(11) The method for the determination of ash in alimentary pastes 
(p. 232) was made official (final action). 

(12) The method under alimentary pastes for the determination of 
chlorides in ash as sodium chloride (p. 232) was made official (final 
action). 

(13) The method for the determination of organic and ammoniacal 
nitrogen in alimentary pastes (p. 232) was made official (final action). 

(14) The method for the determination of protein in alimentary 
pastes^ was made official (final action). 

(15) The method for the extraction and identification of added color 
in alimentary pastes (p. 233) was made official (final action). 

(16) The acid hydrolysis method for the determination of fat in flour* 
was adopted as a tentative method for the determination of fat in ali¬ 
mentary pastes. 

(17) The modified Kerr-Sorber method, with the procedure given 
under (7) above, was adopted as a tentative method for the determina¬ 
tion of the unsaponifiable matter in the fat of alimentary pastes. 

XVII. MEAT AND MEAT PRODUCTS. 

No additions, deletions, or other changes. 

XVIII. GELATIN. 

No additions, deletions, or other changes. 

XIX. DAIRY PRODUCTS. 

(1) The cryoscopic method for the detection and determination of 
added water in milk (p. 265) was adopted as an official method (first 
action) for the detection and determination of added water in cream, 
but when used on cream the percentage of added water is to be found 
as follows: 

Ascertain the percentage of added water by means of the formula— 

% Serum in Cream (T — T') . ,. , 

W =--, m which 

T 

W » the percentage of added water; 

T the freezing point of undiluted cream (—0.560®C.); 

the observed freezing point of the given sample; and 
% Serum « 100% — (% fat + % protein). 

If protein is not determined it may be assumed to be 38 per cent of the solids-not-fat. 


* Thu Journal, 1926, 9: 42. 

* Ibid., 44. 

*/6ui..41. 
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(2) The method for the determination of moisture in cheese^ was made 
official (final action). 

(3) The method for the preparation of sample, as described for malted 
milk (p. 275, 61), was adopted as tentative for dried milk. 

(4) The methods for the determination of protein and of ash, as 
described for malted milk (p. 275, 63 and 64), were adopted as tentative 
for dried milk. 

XX. FATS AND OILS. 

(1) The official method for the determination of unsaponifiable resi¬ 
due in fats and oils (p. 295) was dropped (final action). 

(2) The F. A. C. method for the determination of unsaponifiable 
matter, as printed in This Journal, 1926, 9: 45, but with the sentence 
“cool the cylinder and contents to room temperature and add 50 cc. of 
the petroleum ether” in the sixth and seventh lines under the heading 
“Determination” changed to “Rinse the flask with 50 cc. of petroleum 
ether and add the rinsings to the contents of the cylinder previously 
cooled to room temperature”, was made official (final action). 

(3) The Andre-Cook method for the determination of acetyl value, 
slightly modified in technique, was adopted as official (first action), 
The method, as adopted, is as follows: 

ACETYL VALUE.—TENTATIVE. 

Acetylation, 

Boil 50 cc. of the sample with 50 cc. of freshly distilled acetic anhydride under a 
reflux condenser for 2 hours. Pour the mixture into 500 cc. of water in a beaker and 
boil for 15 minutes while bubbling a stream of air or of carbon dioxide through the solu¬ 
tion to prevent bumi)ing. Siphon off the water, add 500 cc. more of water, and boil 
again for 15 minutes. Repeat the siphoiiation and boil for 15 minutes with a third 
500 cc. portion of water. Allow the mixture to cool and separate the aqueous layer, which 
should be neutral to litmus. Transfer the acetylated oil to a separatory funnel and wash 
with two 200 cc. portions of warm water. Separate as much of the water as possible, 
add 5 grams of anhydrous sodium sulfate to the acetylated oil, and let stand for 1 hour, 
agitating occasionally to assist the drying. Filter through a dry folded filter, preferably 
in an oven heated to 100®-110°C., and keep the filtered oil in the oven until the oil is 
completely dry. The acetylated product should be a clear, brilliant oil. 

Saponification. 

Weigh accurately about 2 to 2.5 grams each of the acetylated oil and of the un¬ 
treated oil into separate 250 cc. Erlenmeyer flasks. Add to each flask exactly 25 cc. of 
alcoholic potassium hydroxide solution, prepared as directed on p. 288, 21 (b), and 
reflux for 1 hour. Titrate the warm solutions with 0.5 N hydrochloric acid, using 
phenolphthalein as indicator. Titrate in the same way two 25 cc. portions of the alco¬ 
holic potassium hydroxide solution. From the mean of these two results, which should 
be in very close agreement, deduct the volume of the standard hydrochloric acid re¬ 
quired for the titration of the acetylated and of the untreated oil £ind from the results 


‘ This Journal, 1926, 9; 44. 
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fio obtained calculate the saponification number (mg. of potassium hydroxide required 
to saponify 1 gram of product) of each. Calculate the acetyl value by means of the 
following formula: 

4 a, in which 

1-0.000755 

A « acetyl value; 

5 « saponification number of oil; and 

S' = saponification number of the acetylated oil. 

(4) The official method for the determination of acetyl value (p. 293) 
was dropped (first action). 

XXL BAKING POWDERS AND BAKING CHEMICALS. 

(1) The electrolytic method for the determination of lead (p. 310, 
30, 31, and 32) was made official (final action). 

(2) In the tentative gasometric method for the determination of total 
carbon dioxide (p. 305, 8, 9, and 10) paragraph 10 was deleted and the 
following paragraph was substituted therefor: 

10 DETERMINATION. 

Weigh 1.7 grams of the sample, prepared as directed under 1, into a dry decomposi¬ 
tion flask {A) and connect this flask with the apparatus (Fig. 21). Open the T-tube 
stopcock (C) and by means of the leveling bulb {E) bring the displacement solution 
to the 10 cc. graduation above the zero mark. (This 10 cc. is equal in volume to the 
volume of acid to be used in the decomposition.) Allow the apparatus to stand 1 to 2 
minutes to insure equalization of temperature and pressure within the apparatus with 
that of the room. Close the stopcock, lower the leveling bulb somewhat to reduce the 
pressure within the apparatus, and slowly run into the decomposition flask from the 
buret (F) 10 cc. of the dilute sulfuric acid. To prevent the liberated carbon dioxide 
from escaping through the acid buret into the air, keep the displacement solution in the 
leveling bulb at all times during the decomposition at a lower level than that in the gas- 
measuring tube. Rotate and then vigorously agitate the decomposition flask to secure 
intimate mixture of the cx^ntents. Allow to stand for 5 minutes to secure equilibrium. 
Equalize the pressure in the measuring tube by means of the leveling bulb and read the 
volume of gas in the tube. Observe the temperature of the air surrounding the apparatus 
and also the barometric pressure obtaining at the time and multiply the number of 
cubic centimeters of gas evolved by the factor given in the table for this temperature 
and pressure. Divide the corrected reading by 10 to obtain the percentage by weight 
of carbon dioxide in the sample. 

The method, as amended, was adopted as official (first action). 

(3) The tentative gasometric method for the determination of residual 
carbon dioxide (p. 306, 12) was amended by striking out the words “the 
factor weight” in the first line and substituting “1.7 grams” therefor. 
The method, as amended, was adopted as official (first action). 
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Correction factors for the gasometric determination of carbon dioxide. 
Based on Sample Weighing 1.7000 Grams.^ 


°c. 

15 0° 

15 5° 

16 0° 

10.5° 

17.0° 

17.6° 

18.0° 

18.5° 


mm. 

700 

0.99194 

0.99006 

0.98818 

0.98573 

0.98329 

0.98082 

0.97835 

0.97585 

inches. 

27.56 

702 

0.99494 

0.99300 

0.99106 

0.98862 

0.98618 

0.98368 

0.98118 

0.97868 

27.64 

704 

0.99794 

0.99544 

0.99394 

0.99147 

0.98900 

0.98653 

0.98406 

0.98156 

27.72 

706 

1.00094 

0.99886 

0.99082 

0.99435 

0.99188 

0.98941 

0.98694 

0.98406 

27.80 

708 

1.00394 

1.00183 

0 99971 

0.99723 

0.99476 

0.99226 

0.98976 

0.98720 

27,87 

710 

1.00694 

1.00477 

1.00259 

1.00012 

0.99765 

0.99512 

0.99259 

0.99009 

27.95 

712 

1,00994 

1.00767 

1.00541 

1.00294 

1.00047 

0.99795 

0.99541 

0.99291 

28.03 

714 

1.01294 

1.01061 

1.00829 

1.00582 

1.00335 

1.00080 

0.99824 

0.99576 

28.11 

716 

1.01594 

1.01356 

1.01118 

1.00871 

1.00624 

1.00368 

1.00112 

0.99861 

28.19 

718 

1.01894 

1.01650 

1.01406 

1.01156 

1.00906 

1.00653 

1.00400 

1.00150 

28.27 

720 

1 02194 

1.01949 

1.01694 

1.01444 

1.01194 

1.00941 

1.00688 

1.00435 

2S.35 

722 

1.024S2 

1.02232 

1.01982 

1.01732 

1.01482 

1.01229 

1.00976 

1.00720 

28.43 

724 

1.02771 

1.02521 

1.02271 

1.02021 

1.01771 

1.01518 ^ 

1.01265 

1 01009 

28.50 

726 

1.03059 

1.02809 

1 02559 

1 02306 

1.02053 

1.01800 

1.01547 

1.01291 

28.58 

728 

1.03347 

1,03097 

1.02847 

1.02594 

1.02341 

1.02088 

1 01835 

1.01580 

28.66 

730 

1.03635 

1.03385 

1.03135 

1.02882 

1.02629 

1.02374 

1.02118 

1.01802 

28.74 

732 

1.03924 

1.03674 i 

1 03424 

1.03171 

1 02918 

1.02662 

1.02406 

1.02147 

28 82 

734 : 

1.04218 

1.03915 

1.03712 

1.03459 

1.03206 

1.02950 

1.02694 

1.02435 

28.90 

736 

1.04506 

1.04253 

1.04000 

1.03744 

1 03488 

1 03232 

1.02976 

1.02718 

28.98 

738 

1.04794 

1.04541 

1.04288 

! 1.04037 

1.03776 

1.03521 

1.03265 

1.03006 

29.06 

710 

1.05082 

1.04829 

1.04576 

1 04321 

1.04065 

1.03806 

1.03547 

1.03288 

29.13 

742 

1.05371 

1.05118 

1.04865 

1.04609 

1.04353 

1.04094 

1.03835 

1 03577 

29.21 

744 

1.05659 

1.05403 

1 05147 

1.04991 

1.04635 

1.04377 

1.04118 

1.03859 

29.29 

746 

1.05947 

1.05691 

1.05435 

1.05180 

1.04924 

1.04665 

1.04406 

1.04147 

1 29.37 

748 

1.06235 

1.05929 

1.05724 

1.05418 

1.05212 

1.04953 

1.04694 

1.04433 

I 29.45 

750 

1.06524 

1.06218 

1.06012 

1.05748 

1.05494 

1.05235 

1.04976 

1.01715 

1 29.53 

752 

1.06818 

1.06512 

1.06306 

1.06047 

1.05788 

1.05527 

1.05265 

1.05003 

29.61 

754 

1.07106 

1.06847 

1.06588 

1.06330 

1,06071 

1.05812 

1.05553 

1.05289 

29.69 

756 

1.07394 

1.07135 

1.06876 

1.06618 

1.06359 

1.06197 

1.05835 

1 05571 

29.76 

758 

1.07682 

1.07423 

1.07165 

1.06906 

1.06647 

1.06386 

1.06124 

1.05859 

29.84 

760 

1.07971 

1.07712 

1.07453 

1.07191 

1.06929 

1.0()668 

1.06406 

1.06141 

29.92 

762 

1.08259 

1.08050 

1.07741 

1.07480 

1.07218 

1.06956 

1.06694 

1.06130 

30.00 

764 

1.08547 

1.08288 

1.08029 

1.07768 

1.07506 

1.07244 

1.06982 

1.06715 

30.08 

766 

1.08841 

1.08580 

1.08318 

1.08056 

1.07794 

1.07530 

1.07265 

1.06997 

30.16 

768 

1.09129 

1.08868 

1.08606 

1.08344 

1.08082 

1.07818 

1.07553 

1.07285 

30.24 

770 

1.09418 

1.09156 

1.08894 

1.08630 

1.08365 

1.08100 

1.07835 

1.07567 

30.31 

°F. 

69.0° 

69.9° 

00 8° 

61 7° 

62 6° 

03 6° 

G4 4° 

65 3° 



^ Calculated from 1.976 »■ weight of one liter CO» at 0° C., 760 mm pressure and 41° latitude Formula 
given by S. W. Parr, J. Am. Chem. Soc., 1909, 31: 237. 
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Correction fttciors for the gasometrk determination of carbon dioxide. —Continued. 



19.0*^ 

19.5° 

20 0° 

20 5° 

21 0 ° 

21 6° 

22 0° 

22 5° 


mm . 

700 

0.97335 

0.97085 

0.96835 

0.96564 

0.96294 

0.96023 

0.95753 

0.95509 

inche » 

27.56 

702 

0.97618 

0.97368 

0.97118 

0.96850 

0.96582 

0.06311 

0 96041 

0.95794 

27.64 

704 

0.97906 

0.97653 

0.97400 

0.97132 

0.96865 

0.96597 

0.96329 

0.96082 : 

27.72 

706 

0.98188 

0.97938 

0.97688 

0.97420 

0.97153 

0.96888 

0.96624 

0.96371 

27.80 

708 

0.98476 

0.98224 

0.97971 

0.97703 

0.97435 

0.97173 

0 96912 

0.96656 

27.87 

710 

0.98759 

0.98506 

0.98253 

0.97988 

0.97724 

0.97459 

0.97195 

0.96938 

27.95 

712 

0.99041 

0.98788 

0.98535 

0.98273 

0.98012 

0.97747 

0.97483 

0.97227 

28.03 

714 

0.99329 

0.99073 

0.98818 

0.98556 

0.98294 

0.98032 

0.97771 

0.97512 

28.11 

716 

0.99612 

0.99358 

0.99106 

0.98844 

0.98582 

0.98323 

0.98065 

0.97800 ! 

28.19 

718 

0.99900 

0.99644 

0.99388 

0.99126 

0.98865 

0.98606 

0.98348 

0.98083 

28.27 

720 

1.00182 

0.99925 

0.99671 

0.99412 

0.99153 

0.98894 

0.98636 

0.98371 

28.35 

722 

1.00465 

1.00209 

0.99953 

0.99694 

0.99435 

0.99176 

0.98918 

0.98653 

28.43 

724 

1.00753 

1.00497 

1.00241 

0.99982 

0.99724 

0.99462 

0.99200 

0.98932 

28.50 

726 

1.01035 

1.00779 

1.00524 

1.00265 

1.00006 

0.99740 

0.99483 

0.99215 

28.58 

728 

1.01324 

1.01065 

1.00806 

1.00547 

1.00288 

1.00027 

0.99765 

0.99497 

28.66 

730 

1.01606 

1.01347 

1.01088 

1.00829 

1.00571 

1.00306 

1.00041 

0.99781 

28.74 

732 

1.01888 

1.01629 

1.01371 

1.01112 

1.00853 

1.00588 

1.00324 

1.00056 

28.82 

734 

1.02176 

1.01919 

1.01659 

1.01497 

1.01135 

1.00870 

1.00606 

1.00338 

28.90 

736 

1.02459 

1.02200 

1.01941 

1.01679 

1.01418 

1.01153 

1.00888 

1.00620 

28.98 

738 

1.02747 

1.02486 

1.02224 

1.01962 

1.01700 

1.01435 

1.01171 

1.00900 

29.06 

740 

1.03029 

1.02768 

1.02506 

1.02244 

1.01982 

1.01717 

1.01453 

1.01182 

29.13 

742 

1.03318 

1.03056 

1.02794 

1.02529 

1.02265 

1.02000 

1.01735 

1.01464 

29.21 

744 

1.03600 

1.03338 

1.03076 

1.02811 

1.02547 

1.02279 

1.02212 

1.01752 

29,29 

746 

1.03888 

1.03624 

1.03359 

1.03094 

1.02829 

1.02501 

1.02294 

1.02024 

29.37 

748 

1.04171 

1 1.03906 

1.03641 

1.03376 

1.03112 

1.02844 

1.02576 

1.02306 

29.45 

750 

1.04453 

1.04189 

1.03924 

1.03659 

1.03394 

1.03126 

1.02859 

1.02589 

29.53 

762 

1.04741 

1.04477 

1.04212 

1.03944 

1.03676 

1.03408 

1.03141 

1.02868 

29.61 

754 

1.05024 

1.04759 

1.04494 

1.04226 

1.03959 

1.03691 

1.03424 

1.03150 

29.69 

756 

1.05306 

1.05041 

1.04776 

1.04508 

1.04241 

1.03973 

1.03706 

1.03433 

29.76 

758 

1.05594 

1.05330 

1.05065 

1.04797 

1.04529 

1.04259 

1.03988 

1.03715 

29.84 

760 

1.05876 

1.05612 

1.05347 

1,05079 

1.04812 

1.04539 

1.04265 

1 1.03992 

29.92 

762 

1.06165 

1.05897 

1.05629 

1.05361 

1.05094 

1.04821 

1.04547 

1.04274 

30.00 

764 

1.06447 

1.06179 

1.05912 

1.05644 

1.05376 

1.05103 

1.04829 

1.04556 

30.08 

766 

1.06729 

1.06462 

1.06194 

1.05926 

1.05659 

1.05386 

1.05112 

1.04839 

30.16 

768 

1.07018 

1.06750 

1.06482 

1.06212 

1.05941 

1.05668 

1.05394 

1,05118 

30.24 

770 

1.07300 

1,07032 

1.06765 

1.06424 

1.06224 

1.05950 

1.05676 

1.05400 

30.31 

®F. 

66.2° 

67.1° 

68 0° 

68 9° 

69 8° 

70 7° 

71.6° 

72.6° 
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Correction factors for the gasometric determination of carbon dioxide —Continued. 



23 0 ® 

23 

24 0 ® 

24 5 ® 

2.5 0 ® 

2.5 5 ® 

26 0 ® 

20 5 ® 


mm 

700 

0.95205 

0.95020 

0 94776 

0 04508 

0 91211 

0.93973 

0.93706 

0.93432 

inches 

27.56 

702 

0.95547 

0 95303 

0 95059 

0 . 9478 S 

0 94518 

0.94250 

0.93982 

0.93708 

27.64 

704 

0.95835 

0 95585 

0.95335 

0.95067 

0 94800 

0.94532 

0.94265 

0.93988 

27.72 

706 

0.96118 

0.95865 

0.95612 

, 0.95344 

0 95076 

0.94808 

0.94541 

0.94267 

27.80 

708 

0.96400 

0.96147 

0.95894 

1 0.95626 

0 95359 

0.95088 

0.94818 

0.94544 

I 27.87 

710 

0.96682 

0.96429 

0.96176 

0.95905 

0.95635 

0 95364 

0.95094 

0 94820 

27.95 

712 

0.96971 

0.96712 

0.96453 

! 0.96182 

0 95912 

0 95644 

0 95376 

0 95100 

28.03 

714 

0.97253 

0.96991 

0.96729 

0.96461 

0.96104 

0.95923 

0.95653 

0.95376 

28.11 

716 

0.97535 

0.97273 

0 97012 

0.96741 

0 96471 

0 96200 

0.95929 

0.95655 

28.19 

718 

0.97818 

0 97556 

0.97294 

0.97023 

0 96753 

0 96482 

0 96212 

0.95935 

28.27 

720 

0.98106 

0.97838 

0.97571 

0 97300 

0.97029 

0 9()758 

0.96188 

0.96213 

28.35 

722 

0.98388 

0.98120 

0 97853 

0.97582 

0 97312 

0.97038 

0 96765 

0.96488 

28.43 

724 1 

0 . 98 t )65 

0.98397 

0.98129 

0.97858 

0.97588 

0.97314 

0.97041 

0.96764 

28.50 

726 

0.98947 

0.98679 

098412 

0 9 S 141 

0.97871 

0.97594 

097318 

0 97041 

28.58 

728 

0.99229 

0.98961 

0.98694 

0 98420 

0.98147 

0 97 S 70 

0.97594 

0.97319 

28.66 

730 

0.99512 

0.99241 

0.98971 

0.98697 

0.98424 

0 98147 

0 97871 

0.97594 

28.74 

732 

0.99788 

0.99517 

0.99247 

0 98973 

0 98700 

0.98423 

0 . 9 S 147 

0.97871 

28.82 

734 

1.00071 

0.99799 

0 99529 

0.99255 

0 98982 

0.98705 

0.98129 

0.98165 

28.90 

736 

1.00353 

1.00083 

0 99812 

0.99538 

0.99265 

0.98985 

0.98706 

0.98426 

28.98 

738 

1.00629 

1.00359 

1 00088 

0.99815 

0.99541 

0.99261 

0.98982 

0 98703 

29.06 

740 

1.00912 

1.00643 

1.00371 

100095 

1.99818 

0.99538 

0.99259 

0.98976 

29.13 

742 

1.01194 

1,00923 

1.00653 

1.00377 

1.00100 

0.99820 

0.99541 

0.99258 

29.21 

744 1 

1.01471 

1.01200 

1 00929 

1.00643 

1.00376 

1.00097 

0.99818 

0 99535 

29.29 

746 

1.01753 

1.01482 

1.01212 

1.00936 

1.00659 

1.00376 

1.00094 

0.99809 

29.37 

748 

1.02035 

1.01762 

1.01488 

1.01212 

1.00935 

1.00653 

1.00371 

1.00088 

29.45 

750 j 

1.02318 

1.02045 

1,01771 

1.01492 

1.01212 

1.00936 

1.00659 

1.00370 

29.53 

752 ' 

1.02594 

1.02321 

1.02047 

1.01771 • 

1.01494 

1.01211 

1.00929 

1.00644 

29.61 

754 1 

1.02876 

1.02603 

1 02329 

1.02050 j 

1.01771 

1.01483 

1.01206 

1.00921 

29.69 

756 

1.03159 

1.02883 

1,02606 

1.02326 

1.02047 

1.01764 

1.01482 

1.01197 

29.76 

758 : 

1.03441 

1.03165 

1.02888 

1 02608 

1.02329 

1.02047 

1.01765 

1.01477 

29.84 

760 

1.03718 

1.03442 

1.03165 

1.02886 

1 02606 

1.02323 

1.02041 

1.01753 

29.92 

762 

1.04000 

1.03724 

1.03447 

1.03164 

1.02882 

1.02600 

1.02318 

1.02030 

30.00 

764 

1.04282 

1.04003 

1.03723 

1.03444 

1.03165 

1.02880 

1.02594 

1.02306 

30.08 

766 

1.04565 

1.04285 

1.04005 

1.03723 

1.03441 

1.03156 

1.02871 

1.02583 

30.16 

768 

1.04841 

1.04562 

1.04282 

1.04003 

1.03724 

1.03435 

1.03147 

1.02859 

30.24 

770 

1.05124 

1.04844 

1.04564 

1.04282 

1.04000 

1.03712 

1.03424 

1.03136 

30.31 

®F. 

73.4® 

74 3® 

75.2® 

70 l® 

77 0® 

77.9® 

78 8® : 

i 

70 7® 
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Correction factors for the gasometric determination of carbon dioxide* —Continued. 


“C. 

27 0® 

27.6® 

28 0® 

28 5® 

29.0® 

29.6° 

30 0° 

30.8° 


mm. 

700 

0.93159 

0.92885 

0.92612 

0.92332 

0.92053 

0.91773 

0.91494 

0.91203 

inehei 

27.56 

702 

0.93435 

0.93161 

0.92888 

0.92608 

0.92329 

0.92047 

0.91765 

0.91476 

27.64 

704 

0.93712 
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0.99738 
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0.98579 

29.69 
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Correction factors for the gasometric determination of carbon dioxide. —Concluded. 



31 0° 

31 5° 

32 0° 

32 5° 

33 0° 

33 5° 

34 0° 

34.5° 

35 0° 


mm 
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XXII. SPICES AND OTHER CONDIMENTS. 

No additions, deletions, or other changes. 

XXIII. VINEGARS. 

(1) The method for the determination of non-volatile reducing sub¬ 
stances (p. 326) was made official (final action). 

(2) The method for the determination of volatile reducing substances 
(p. 326) was made ofiicial (final action). 

XXIV. COFFEES. 

No additions, deletions, or other changes. 

XXV. TEAS. 

No additions, deletions, or other changes. 

XXVI. CACAO PRODUCTS. 

(1) The Lepper-Waterman method^ for the determination of fat in 
cacao products was made official (final action). 

(2) The official method (p. 345) for the determination of fat in cacao 
products was dropped (first action). 

(3) The following method for the determination of fat in cacao 
products was adopted as a tentative method. (This is a modification 
of the old official method.) 

FAT.—TENTATIVE. 

REAGENTS. 

(a) Petroleum ether .—Redistilled below 60°C. 

( b ) 4 -Prepared as directed on p. 117 , 15 ( C ), but further washed with 
alcohol, ether, and petroleum ether. 

DETERMINATION. 

Weigh accurately alxjut 2 grams of the sample, prepared as directed on p. 343, 1» 
and, without previous drying, stratify the charge in an extraction tube with about 0.5 
gram of asbestos. Extract with petroleum ether in a continuous extractor for 4 hours. 
Grind the material, to break up any lumps that may have formed, and re-extract for 
at least 4 hours. (It is advisable to allow the solvent to run through the material once 
completely before applying heat for the continuous extraction.) Collect the petroleum 
ether extract in a weighed flask, evaporate the solvent, and dry the residue to constant 
weight at 100°C. 

The extracted residue in the extraction tube may be used for the determination of 
crude fiber. 


» This Journal, 1926, 9: 46. 
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XXVII. FLAVORING EXTRACTS. 

(1) The Folin-Denis rapid colorimetric method for the determination 
of Yanillin in vanilla extract and its imitations, as given in the referee’s 
report at the 1924 meeting\ was adopted as official (final action), under 
the title “VANILLIIN. Colorimetric Method .— Officiar, and the title of 
the method for vanillin and coumarin (p. 349, 4 and 5) was changed to 
read “VANILLIN AND COUMARIN. Gradmelric Method.—Official'' 

(2) The following polariscopic method for the determination of lemon 
oil, orange oil, and lime oil, in admixture with corn oil, cottonseed oil, 
peanut oil, or mineral oil, was adopted as a tentative method. The 
method is as follows: 

OILS OF LEMON, ORANGE, AND LIMES IN VEGETABLE AND MINERAL OILS. 
liy Polarization — Tentative. 

Polarize the sample at 20°C. in a 200 mni. tube, making five readings. From the 
average of these readings in degrees Ventzke subtract, for corn oil -f 0.6°, for cotton¬ 
seed oil — 0.3°, for peanut oil -f- 0.2°, and for mineral oil -f 5.5°, as a correction for 
the rotatory effect of the menstruum. To obtain the percentage by volume of the 
essential oil in the mixture, divide the corrected polariscopic reading so obtained by 
the factor 3.4 for lemon oil in ciorn oil, 3.7 for lemon oil in cottonseed oil, 3.6 for lemon 
oil in peanut oil, 3.5 for lemon oil in mineral oil, 5.4 for orange oil in com oil, 5.7 for 
orange oil in cottonseed oil, 5.6 for orange oil in mineral oil, 2.0 for oil of limes in corn 
oil, 2.3 for oil of limes in cottonst'ed oil, and 2.2 for oil of limes in mineral oil. 

XXVIII. WINES. 

No additions, d(dcli()ns, or other changes. 

XXIX. DISTILLED LIQUORS. 

No additions, deletions, or other changes. 

XXX. BEERS. 

No additions, deletions, or other changes. 

XXXI. DRUGS. 

ACETYLSALICYLIC ACID. 

(1) The tentative method for the determination of combiru'd acetic 
acid^ was made official (final action). 

(2) The tentative bromine method for the determination of total 
salicylates (p. 388) was made official (final action). 


1 Thi» Journal, 1926, 8: 688. 
* Ibid., 1926, 9: 49. 
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(3) The tentative double titration method for the determination of 
acetylsalicylic acid (p. 388), as modified^ was made official (final action). 
(First action was taken in 1925.) 

(4) The tentative qualitative test for free salicylic acid (p. 387) was 
made official (final action). 

ARSENICALS. 

The following method for the determination of arsenic in iron-arsenic 
tablets was adopted as a tentative method. 

ARSENIC IN IRON-ARSENIC TABLETS—TENTATIVE. 

REAGENTS. 

(a) Fuming nitric acid. 

( b ) Concentrated sulfuric acid. 

(C) Strong hydrochloric acid. 

(d) Saturated solution of ammonium oxalate. 

(e) Sodium chloride. 

(f) Sodium bromide. 

(8) Ferrous sulfate or hydrazine sulfate. 

(h) Methyl orange indicator. —Dissolve 1 gram of methyl orange in water and dilute 
to 1 liter. 

(i) Standard solution of potassium bromafe (or of iodine). —Standardize against pure 
arsenious oxide (AsaOs). (The strength of this solution is a matter of choice. 0.5626 
gram of potassium bromate dissolved in water and diluted to 1 liter will give a solution 
that is 0.02021 normal, 1 cc. of which is equivalent to 1 milligram of A 82 O 3 .) 



APPARATUS. 

Use either the Ramberg-Sjostrom arsenic flask, which consists of a 300 cc. Kjeldahl 
flask provided with a specially shaped outlet tube connected with the flask by means 
of a ground joint (A, Fig. 1 ), or a 300 cc. Kjeldahl flask provided with an outlet tube, 
the internal diameter of the main part of which is about 13 mm. and that of the con¬ 
tracted tip about 5 mm., connected with the flask by means of a rubber stopper (R, Fig. 1 ). 


i Thii Journal 1026, 9: 49. 
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iJETIiRMIN ATION. 

Weigh and place in the flask 5-10 tablets or pills, add 10-15 cc. of water, and allow 
to soak for i hour. Then add, in small portions at a time, 20 cc. of fuming nitric acid, 
cooling if necessary to prevent loss l>y frothing. When the reaction has ceased, add 
carefully and in small portions at a time 25-28 cc. of concentrated sulfuric acid. Place 
the flask in an inclined ])osition on an aslnjstos mat and heat over a small flame. \8 
soon as the greater part of the nitric aciid has been driven off* and while still heating, 
drop in 8 cc,. of fuming nitric acid through a suitably placed separatory funnel and 
heat over a larger flame until sulfur trioxide is evolved. If, after cooling, the sulfuric 
acid above the precipitated sulfates is not colorless or pale yellow, and the precipitated 
sulfates are not free from gray or black part,i(‘les, heat the contents of the flask further 
with an additional 10 cc. of fuming nitric acid. (It is essential that all organic matter 
Im? destroyed.) To the cooled mixture add 30 cc. of the saturated solution of ammonium 
oxalate; heat until fumes of sulfur trioxide are evolved and, to insure complete destruc¬ 
tion of the oxalic acid, for 10 minutes thereafter, over a low flame; cool; and add 
while gently whirling the flask 20 cc. of water. Dry the neck of the flask over a small 
flame and add 30 grams of sodium cjhloride, 5 grams of ferrous sulfate (or 1 gram of 
hydrazine sulfate), 1 gram of sodium bromide, and 25 cc. of strong hydro(;hIoric acid. 
Mix the contents of the flask and connec^t the delivery tube. If the Rarnberg-Sjostrom 
apparatus is used, moisten the ground-glass joint with a drop of concentrated sulfuric 
acid. Fix the flask in an inclined position with the tip of the outlet tube alK)ut 1 (mi. 
under the surface of 150 cc. of water in an Erlenrneyer flask surroimded by ice or by 
cold water. Distil at such a rate that the bend at the top of the tube becomes warm 
in 4 minutes and the lower end in about 8 minutes from the time the heat is applied. 
Discontinue the distillation at the end of 10 minutes, but before removing the flame 
lift the distillation flask until the tip of the outlet tul>e is alxive the water in the receiving 
flask. Let the outlet tube drain, remove the receiver, and either titrate with the stand¬ 
ard solution of potassium bromate, using 2 drops of methyl orange indicia tor (the red 
(X)lor of the indicator at the end point may fade slowly, but the color should persist for 
at least 1 minute upon addition of another drop of the indicator), or nearly neutralize 
with sodium hydroxide, add 4-5 grams of sodium bicarbonate, and titrate with the 
standard solution of iodine, using starch indicator. 

CAMPHOR AND MONOBROMATED CAMPHOR. 

Method I for the determination of monobromated camphor in tablets 
(p. 393) was made official (final action). 

CHLOROFORM AND CARBON TETRACHLORIDE. 

The following method for the determination of chloroform or of carbon 
tetrachloride was adopted as a tentative method. 

CHLOROFORM AND CARBON TETRACHLORIDE.—TENTATIVE. 

REAGENTS. 

(a) Alcoholic potassium hydroxide. —Dissolve 30 grams of potassium hydroxide in 
30 cc. of water. Cool, and dilute to 100 cc. with methyl alcohol. 

(b) 0.1 N silver nitrate solution. 

(C) O.i N ammonium or potassium thiocyanate solution. —Adjust by titrating against 
the 0.1 TV silver nitrate solution. 

(d) Nitric acid. —Free from the lower oxides by diluting strong nitric ata'd with 
water (44-1) and boiling until colorless. 

(e) Ferric indicator. —A saturated solution of ferric ammonium alum. 
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DETERMINATION. 

Weigh directly 0.2-0.5 gram of the sample in a ground-glass stoppered weighing bottle 
of 1 to 2 cc. capacity and of such shape that it can readily be inserted into a 60-76 cc. 
pressure bottle. (The weighing bottle used for molecular weight determinations by the 
Victor Meyer method is satisfactory for this purpose.) Transfer the weighing bottle 
with its contents to the pressure bottle containing 30 cc. of the alcoholic potassium 
hydroxide. To insure complete solution of the sample, if for carbon tetrachloride, add 
an additional 15-25 cc. of ak'ohol to the reagent already in the bottle. Remove the 
stopper from the weighing bottle while submerged in the reagent by working it out 
with a glass rod and wash the rod with a little alcohol. Stopper the bottle tightly, 
mix the contents thoroughly, and allow to stand about 1 hour with occasional shaking. 
Then place the lK)ttle in a bath of water at room temperature. Invert a wire basket 
over the bottle and cover with a towel to prevent injury to the operator if the bottle 
should burst. Heat the bath gradually to boiling and maintain at this temperature 
for 3 hours. Cool, transfer the contents of the pressure bottle with the aid of water 
to a 200 cc. volumetric flask, removing and washing out the weighing bottle, fill to the 
mark with water at 20°C., and mix. Transfer (filtering if not t‘l(^ar) a suitable aliquot 
to a 400 cc. beaker; evaporate the alcohol; acidify with nitric acid, adding about 3 cc. 
in excess; and determine the chlorine either volumetrically by the Volhard method, or 
gravimetrically by precipitating and weighing as silver chloride. Make a blank test, 
using in the pressure lx)ttle the same quantities of solvents and reagents as when the 
sample is present and apply whatever correction may be necessary. One cc. of 0.1 TV 
silver nitrate solution is equivalent to 0.003979 gram of chloroform and to 0.003846 
gram of ('.arbon tetrachloride. One gram of silver chloride is equivalent to 0.2776 
gram of chloroform and to 0.2683 gram of carbon tetrachloride. 

METHYLENE BLUE. 

The tentative method for the assay of methylene blue (p. 392) was 
made oflicial (final action), 

SILVER PROTEINATES. 

(1) The tentative method for the determination of total silver in silver 
proteinales^ was made official (final action). 

(2) The tentative method for the detection of ionizable silver com¬ 
pounds and for the determination of ionizable silver^ with the section, 

• “Fold a square piece of sufficient size over one end of a glass tube, 1 inch 
X 4 inches, and secure it in place with a rubber band. This insures a con¬ 
tainer of the proper size.”, deleted, and the sentence, “Over one end of a 
glass tube 10 cm, (4 inches) long and approximately 2.5 cm. (1 inch) in 
diameter, fold and secure by means of a rubb<q* band a square piece of 
parchment paper in t he form of a sack of sufliciiqit size to hold the sample 
solution.”, substituted therefor, was made official (final action). 

(3) The following method for the determination of ionic silver by 
means of yeast was adopted as a tentative method. 

* Thu Joumalf 192d, 9: 64. 

* Ibid., 55. 
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YEAST METHOD.—TENTATIVE. 

REAGENTS. 

(a) Standard sdver solution, —^Dissolve 100 milligrams of (chemically pure silver 
nitrate in (4ilori(le-free water and dilute to 2 liters. One cc. contains 0.05 milligram 
of silver nitrate ecpiivalent to 0.03 milligram of silver. 

(b) Yeast-sugar mixture. —Triturate 8 grams of commercial pressed yeast with a 10 
per cent solution of sucrose, transfer to a 200 cc. volumetric flask, and dilute to the 
mark with the sugar solution. This mixture should be freshly prepared. 

PREPARATION OF SAMPLE. 

Strong silver protein. —Weigh 1 gram into a 500 cc. volumetric flask, dilute to the 
mark with water, and shake well. One cc. contains 2 milligrams of sample. 

Mild silver protein. —Weigh 2 grams into a 100 cc. volumetric flask, dilute to the 
mark with water, and shake well. One cc. contains 20 milligrams of sample. 

DETERMINATION. 

Place 10 cc. portions of the yeast-sugar mixture into each of a series of 15 test tubes 
1.5 X 15 (crn. in size. For the c-ontrol test, add from a graduated pipet to the mixture 
in the first five tubes, 4, 4.5, 5, 5.5, and 6 cc. i^f the standard siIv(T solution. Add I, 2, 
3, 4, 5, 0, 7, 8, 9, and 10 cc. of the prepared sample to the othtT 10 tubes. Dilute the 
contents of the control and sample tubes with water to 20 c(;. and shake well. Fill 
small test tulies, 0.8 x 10 cm. in size, with the mixture from each of the larger tubes 
and at once invert into the corr(‘sponding larger tube, taking precaution to exclude 
bubbles of air from the smaller tubes. Warm the tubes in a water bath at 38°C. for 
1 hour. Under the conditions of the test, gas colUrts in som(‘ of the small tubes and no 
gas is produced in the others. For comparison select the control tube and the sample 
tube that show no more than a small bubble of gas. If no gas forms in any of the 
sample tubes, repeat the test with smaller quantities of the prepared sample; if gas 
colkvts in all the sample tubes, repeat with a prepared sample of greater concentration. 
Calculate the percentage of ionic silviT by means of the formula: 

X 100 = percentage of ionic silver by yeast, in which 

A = Weight of silver in the selected control tube, and 
B = Weight of sample in the selected sample tube. 

NITROGLYCERIN. 

The following methods for the delermination of nitroglycerin were 
adopted as tentative methods. 

NITROGLYCERIN—TENTATIVE. 

REAGENTS. 

(a) Ethyl ether.—V. S. P. 

(b) Ethyl alcohol. —U. S. P., 95 per cent by volume. 

(C) Distilled water. —Recently boiled and cooled and ammonia-free. 

(d) Devarda alloy. 

(e) Aluminum wire. — Heavy, about No. 16 gage. 

(f) Alcoholic potassium hydroxide. —Dissolve 15 grams of potassium hydroxide in 
ethyl alcohol and dilute with the alcohol to 100 cc. 
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(6) Standard acid solution. —0.02 N hydrochloxic acid or 0.02 N sulfuric acid. 

(h) 0.02 N sodium hydroxide solution. 

(i) Methyl red indicator. 


APPARATUS. 

(a) Kjeldahl distillation flask. —800 cc. capacity. 

(b) Connecting bulb. —Hopkins style, about 7.6 cm. (3 inches) in diameter. This 
style has a long inlet tube with an opening on the side of the tube. 

(C) Condenser. —Water-cooled, length about 56 cm. (22 inches), and preferably of 
Pyrex glass. 

(d) Adapter /u6e.—About 2.25 cm. (K inch) in diameter at the top and with narrow 
outlet. 

(e) Scrubber4rap. —Any efficient trap in which all the vapor is washed thoroughly 
with water before it leaves the distilling flask. 

DETERMINATION. 

Method I. 

Place in a 50 cc. beaker a sufficient quantity of the sample, accurately weighed, to 
yield about J grain (0.0324 gram) of nitroglycerin. (If the sample consists of tablets, 
count those taken; if of powdered material, mix thoroughly before weighing the portion 
taken for analysis.) Add 10 cc. of ether and to facilitate extraction reduce the tablets 
to a fine powder by means of a glass stirring rod having a flattened end. After stirring 
thoroughly, decant the ether through a dry 7 cm. quantitative filter paper into a 250 cc. 
beaker containing 10 cc. of alcohol. Hold the filter paper in place in the funnel with 
the stirring rod and pour the ether down the rod. Make four additional extractions in 
the same way. Dissolve the ether-insoluble residue in a small quantity of water, transfer 
the solution to a separatory funnel, and extract it twice with 10 cc. portions of ether. 
Filter these extracts, add them to the first extracts, and to remove most of the ether 
evaporate the combined solutions to a volume of about 10 cc. by means of an air cur¬ 
rent from an electric fan. 

Transfer the alcoholic solution containing the nitroglycerin to an 800 cc. Kjeldahl 
flask, rinsing the beaker first with 10 cc. of alcohol and then with a little water. Dilute 
to about 300 cc. with the ammonia-free water and place the flask on a wire gauze with 
an asbestos center. Add 2 grams of Devarda alloy (by means of a funnel), about 4 cm. 
of the aluminum wire, and 10-15 cc. of the alcoholic potassium hydroxide solution. 
Immediately after adding the alkali, place a little water in the scrubber trap and insert 
into tlie flask the rubber stopper carrying the connecting bulb and trap. Connect the 
outlet tube of the connecting bulb with the water-cooled condenser, which has been 
fixed in an upright position, fitted with the adapter dipping to the bottom of a 500 cc. 
Erlenmeyer flask containing a measured volume (about 25 cc.) of 0.02 N acid and 
10-15 cc. of water, and inclined in such a way that the tip of the adapter is submerged 
as far as practicable under the surface of the liquid in the flask. Heat the distillation 
flask for about 1 hour, using a small flame and regulating the heat applied so that 
rapid evolution of hydrogen—but no appreciable distillation—takes place. Then 
gradually increase the heat until distillation begins; when active foaming ceases, con¬ 
tinue the distillation with a large flame until all but about 40 cc. of the liquid in the 
distilling flask has distilled over. Lower the flame toward the end of the distillation 
to avoid cracking the flask. Remove the receiver containing the distillate, add sufficient 
methyl red indicator to make the solution red, and titrate the excess of acid with 0.02 N 
sodium hydroxide solution. From the difference between this excess and the quantity 
added, after making such correction as may be shown to be necessary by a blank test 
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with the same quantity of reagents and distilled in the same manner, calculate the per¬ 
centage of nitroglycerin in the sample. Each cc. of 0.02 N acid neutralized by the am¬ 
monia is equivalent to 0.001514 gram of nitroglycerin. 

Method II, 

Place in a glass-stoppered Erlenmeyer flask a sufficient quantity of the sample, 
accurately weighed, to yield about 1 grain (0.0648 gram) of nitroglycerin. (If the 
sample consists of tablets, count those taken; if of powdered material, mix thoroughly 
before weighing the portion taken for analysis.) Add 50 cc. of U. S. P. 95 per cent 
alcohol by means of a pipet. To facilitate extraction reduce the tablets to a fine powder 
with a glass stirring rod flattened at one end. Stopper the flask and shake Allow the 
mixture to settle, transfer a 25 cc. aliquot of the clear solution to an 800 cc. Kjeldahl 
distilling flask, dilute to about 300 cc. with the ammonia-free water, and proceed as 
directed in Method I. 


APOMORPHINE. 

The following was adopted as a tentative method for the determination 
of apomorphine in tablets: 

APOMORPHINE.—TENTATIVE. 

Weigh a number of tablets equivalent to about 0.065 gram (1 grain) of the alkaloid 
or of its salt and dissolve in 10 cc, of water in a separatory funnel. Add 1 cc. of a freshly 
prepared saturated solution of sodium bicarbonate and 25 cc. of ether, and shake the 
mixture. After separation, draw off the lower layer into a second separatory funnel 
and transfer the ethereal layer to a third fumiel. Extract the mixture in the second 
funnel repeatedly with 15 cc. portions of ether until the alkaloid has been completely 
removed, using the second and first funnels alternately for the shaking, and collecting 
all the ethereal solution in the third. Discard the aqueous solution. Wasli the ethereal 
solution of the alkaloid three times with 5 cc. portions of water, uniting the aqueous 
washings in a clean separatory funnel. Extract these washings with a little fresh 
ether. Disc^ard the aqueous portion, wash the ether with water, discard the washings, 
and add the washed ether to the main portion of the ethereal solution. Add 20 cc. of 
0.02 N sulfuric acid to the ethereal solution of the alkaloid in the separatory funnel and 
shake the mixture thoroughly. Transfer the mixture to a beaker; wash the funnel 
twice with 5 cc. portions of water, adding the washings to the acid liquid in the beaker; 
and without delay evaporate the ether at a low temperature, preferably on the water 
bath with the aid of a blast of air. Titrate the excess of acid with 0.02 N sodium hy¬ 
droxide, using one drop of methyl red test solution as indicator. 

One cc. of 0.02 N sulfuric acid is equivalent to 0.00625 gram of apomorphine hydro¬ 
chloride, CitHivOjN.HCI -f iHiO. 

BARBITAL AND PHENOBARBITAL. 

The tentative method for the determination of barbital and pheno- 
barbital' was made official (final action). 

XXXII. REFERENCE TABLES. 

No additions, deletions, or other changes. 


1 Thi$ Journal, 1926, 9 : 51. 
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EGGS AND EGG PRODUCTS. 

(1) The following method for the determination of the acidity of the 
fat was adopted as a tentative method for inclusion in the proposed 
chapter on Eggs and E]gg Products^ under the sub-title, “Methods for 
the Detection of Decomposition”. 

METHODS FOR THE DETECTION OF DECOMPOSITION. 

ACIDITY OF FAT.—TENTATIVE. 

(Not applicable to egg white.) 

REAGENTS 

(a) Anhydrous ether. —Prepared in the usual way from ordinary ethyl ether. 

(b) Benzene. —Use the best available quality of benzene. If it is not neutral, titrate 
60 cc. with the 0.05 N sodium ethylate and correct subsequent results accordingly. 

(C) 0.05 N sodium ethylate. —Dissolve a piece of metallic sodium, approximately 1 cc. 
in volume, in 800 cc. of absolute alcohol. Titrate 10 cc. of 0.1 N hydrochloric acid 
with this solution and add the calculated volume of absolute alcohol to make the solu¬ 
tion 0.05 normal. Ascertain the normality factor by titration against 0.1 TV hydro¬ 
chloric acid on the day the solution is used. 

DETERMINATION. 

(а) Dried eggs. —Weigh in a weighed aluminum dish about 63 mm. (2^ inches) in 
diameter 2 grams of the powdered sample and dry at 55®C. under a pressure not exceed¬ 
ing 125 mm. (5 inches) of mercury. Weigh to the third decimal place at the end of 
2 hours and make further weighings at J hour intervals until no further loss in weight 
occurs. Extract the dried residue with anhydrous ether, preferably in a Knorr ap¬ 
paratus. Carefully transfer the egg powder to a 12.5 cm. hardened filter paper, fold 
the paper once, place it on a 15 cm. qualitative filter paper, and roll the papers and con¬ 
tents into a cylinder that will fit snugly into the extraction tube, folding in one end of 
the cylinder to prevent loss of material. (An asbestos plug is not needed in the extrac¬ 
tion tube, and if the extractor is working rapidly, 3 hours is sufficient to insure proper 
extraction.) Evaporate the ether from the extraction flask, dry the extract for 1 hour 
at 55®C. under a pressure not exceeding 125 mm., and weigh to the third decimal place. 
Dissolve tlie extract in 50 cc. of benzene, add 3 to 4 drops of phenolphthalein indicator, 
and titrate with the standard sodium ethylate solution. The end point is reached when 
the yellow color changes to orange. Express the result as the number of cubic centi¬ 
meters of 0.06 N sodium ethylate required per gram of ether extract. 

(б) Liquid eggs. —Weigh to the third decimal place in a weighed lead dish about 
5 grams of the sample and dry as directed under (a). Weigh after drying for about 5 
hours and thereafter, at 1 hour intervals, until no further loss in weight occurs. To 
prepare the dried residue for extraction with ether, place the lead dish upon a 12.5 cm. 
hardened filter paper, cut the sides of the dish through at four equidistant points, and 
flatten down. Place another similar filter paper on top of the lead dish and its contents 
and roll the papers and dish into a cylinder that will fit snugly into the extractor, 
folding in one end of the cylinder to prevent any of the egg residue from dropping 
into the extraction flask. Proceed thereafter as directed imder dried eggs. 


1 Thu Journal, 1926, 9; 66. 
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REPORT OF THE HOARD OF EDITORS. 

By R. W. Balcom (Bureau of Chemistry, Washington, D. C.), Chairman, 

The members of the Board of Editors of The Journal were greatly 
saddened in April of this year by the sudden and entirely unexpected 
death of Mr. R. E. Doolittle who, among his many other activities con¬ 
nected with the work of the association, had served continuously as a 
member of the board since its creation was authorized by vote of the 
association at the meeting in 1915. The esteem in which Mr. Doolittle 
was held, not only by his fellow members of the Board of Editors but 
also by other members of the association, is well expressed by the fol¬ 
lowing excer]:)ts from letters received by the chairman from other mem¬ 
bers of the board upon their being advised of Mr. Doolittle’s death. 
W. F. Hand wrote: 

We can t)ut stand dismayed before the ways of fate when a man so essential to our 
common endeavors is taken away. Even after his position in your organization is 
supplied, his place will not have been filled. Vigorous qualities of mind and tender 
qualities of heart were centered in Doolittle. Years are required to develop a man 
like him. His work and wonderful influence will continue to live among us all. 

H. D. Haskins said: 

To us of th(‘ Amherst institution who have known Mr. Doolittle so favorably for so 
many years, your letter with refereiu;e to his passing came as a distinct shock. I know 
of no one who has shown a deeper interest or more real affection or who has labored 
more earnestly for the association than has Mr. H. E. Doolittle. With reference to the 
personal element, his pleasing personality, his unfailing courtesy and kindly smile have 
always remained one of the pleasing memories of my association with the Association 
of Official Agricultural Chemists. He will be greatly missed l)y everyone. 

With this brief tribute to a departed member, the matters usually 
covered in this report will be presented. 

The year has brought no net increase in the numlxT of subscriptions 
to The Journal, although there is evidence that it is becoming more 
widely known and recognized. During the year a special effort was 
made to bring the association’s publications to the attention of 
those who might be interested, both in South America and Mexico. 
Exchanges have been effected with the Journal of the Scientific So¬ 
ciety of Argentina and with the Journal of the Argentine Chemical 
Association. A good review of Methods of Analysis appeared in the 
January-February issue of the last-named publication, and the library 
of the association in Buenos Aires has made arrangements to acquire a 
complete set of this Journal for its files. The immediate effect of this 
effort in Mexico has been the increase of Mexican subscriptions to The 
Journal from two to five. One of these additional subscriptions was 
accompanied by an order for all back volumes of The Journal, In this 
connection it may not be out of place to mention the fact that it is be¬ 
coming increasingly difficult to make up complete sets of The Journal 
for the reason that available copies of Volume I are now so scarce. For 
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several years the editorial office has been offering the full subscription 
price for any copies of Volume I that might be obtained in this way, 
and the matter is mentioned at this time with the hope that those to 
whose attention this report may come will not fail to advise the board 
of any opportunity to obtain such copies. Still another of the additional 
subscriptions from Mexico came from an inquiry from a member of the 
teaching staff of the National College of Agriculture at Chapingo who 
was considering the possibility of adopting Methods of Analysis as a 
textbook for his classes. The price was more than he thought his students 
could afford to pay, but the inquiry resulted in the purchase of two 
copies of Methods of Analysis and a subscription to The Journal. 

The total circulation of The Journal at the present time is 8G0 copies, 
of which 830 are paid subscriptions. Our limited exchanges require 14 
copies; complimentary copies number 12; and 4 copies are sent to those 
who are using The Journal for advertising purposes. The net decrease 
of eight subscriptions in the United States during the year has been offset 
by the same net increase in subscriptions from other countries so that 
the number of paid subscriptions is the same this year as it was a year 
ago. It is believed, however, that the subscription list is becoming more 
and more permanent—that is, that the number of subscriptions that 
have to be taken from the mailing list each year, for one reason or another, 
is growing less, and it is hoped that the time will soon come when new 
subscriptions entered will more than counterbalance cancellations. The 
total circulation of The Journal is now as high as it has ever been, but 
the board is not content with this and will not be satisfied until it can 
report a steady gain in circulation each year, even though such gain 
cannot be expected to be large. 

The sale of Methods of Analysis during the year has met all expecta¬ 
tions. More than a thousand copies have been sold since the date of 
the last meeting. Total sales, since the 1925 edition was ready for dis¬ 
tribution, are now close to 2400 copies. There remain of the 3000 copies 
first printed only about 600 copies, the last 475 of which are now in 
process of being bound. The bill for binding these 475 copies will be 
something like 1^300. With the exception of this bill, all expenses in 
connection with the preparation of the first 3000 copies of the 1925 
edition of Methods of Analysis, including composition, press work, stock, 
binding, etc., have been paid. It is almost certain that a second printing 
will be necessary before the expiration of another year. It is from the 
sale of copies from this second printing that the association may hope 
to accumulate a reserve fund for assistance in the financing of a later 
edition of Methods of Analysis, or for other purposes, as the cost per copy 
of the second printing, which will include only stock, press work, and 
binding, should not be more than about half of the cost per copy of 
the first 3000 copies. 

The detailed financial statement of receipts and disbursements from 
October 15, 1925 to October 1, 1926, is appended. 
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FINANCIAL REPORT OF THE SECRETARY-TREASURER 
FROM OCTOBER 15, 1925, TO OCTOBER 1, 1926. 


By W. W. Skinner (Bureau of Chemistry, Washington, D. C.). 


RECEIPTS. 

1925 

Oct. 15 Bank balance . . 8898.96 

1925 dues ret^eived too late for inclusion in 1925 report, 

1 at $5.00 . . . • • 5.00 

1926 dues from institutional inemhers, 61 at $5.00 . 305.00 

1926 

A-Ug. 9 Rciniburseinent from Journal account for loan of July 24 19.30 

Plus check redeposited ... . . 5 00 




Total. 



1925 


DISBURSEMENTS. 


Chc5ck 



Amount 

No. 

Oct. 

31 

Marian E. Lapp, 1025 meeting expenses .. 
Bastian Bros. Co., bill of 10-16-25 

$25 00 

46 

Nov. 

10 

11.37 

47 

1926 





Feb. 

1 

Industrial Printing Co., stationery bill of 12-31-25 

70.S8 

4S 

Apr. 

27 

Geo. C. Shaffer, (lowers for Mr. Doolittle’s funeral 

20.00 

49 

July 

24 

Postmaster, Washington, D. C., loan to Journal 




account in absentee of Dr. Balcorn 

19.30 

50 

Sept. 

29 

Marian E. Lapp, mailing programs, 1926 meeting 

25.00 

51 



Plus check returned for endorsement.. 

5.00 




Total. . . 

$176.55 


Oct. 

1 

Bank balance . 

1,056.71 



Total 


$1,233.26 
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FINANCIAL REPORT ON PUBLICATIONS FROM 
By R. W. Balcom {Bureau of Chemistry, 
RECEIPTS. 


Methods of Analysis. 

Number Price each Total 

49 S5.50 $269.50 

743 5.00 3,715.00 

116 4.40 510.40 

326 4.00 1.304.00 


$5,798.90 

Plus gain on exchange. .21 


Total . $5,799.11 

Journal Subscriptions. 

Number Price each Total 

31 $8.25 $255.75 

69 7.50 517.50 

9 6.60 59.40 

42 6.00 252.00 

15 5.50 82.50 

80 6.00 400.00 

52 4.40 228.80 

124 4.00 496.00 


$2,291.95 

Plus payment on one subscription from bankruptcy 

i __1 _i_ ti-. 


Total . 2,292.74 

Adveriisements. 

Number Price each Total 

5 115.00 $75.00 

15 25.00 375.00 


Total . 450.00 

Reprints. 

Mitchell and AJfend. $6.00 

C. A. Browne. 6.00 

P.B. Clark. 3.21 

D. B. Dill . 3.00 

Mitchell and Alfend. 4.00 


Total. 22.21 

Miscellaneous. 

1 A. O. A. C. Journal. $1.50 

1 Book on Chemistry of Wheat Flour. 3.50 

1 Milling Chemistry Book. 1.00 


Total. 6.00 


Total for Methods, Journal, Ads, Reprints, and Miscellaneous... $8,570.06 

Minus re-deposited checks. 67.40 


$8,512.66 

671.61 


Plus Bank Balance of October 15, 1925 
Total. 


$9,084.27 
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OCTOBER 15, 1925, TO OCTOBER 1, 1926. 
Washington, D. C.), Chairman^ Board of Editors. 


1925 
Oct. 15 
Nov, 10 
Nov. 13 
Nov. 30 
Dec. 8 
Dec. 17 
Dec. 22 
Dec. 22 

1926 
Jan. 19 
Feb. 8 
Feb. 12 
Feb. 15 
Feb. 17 
Feb. 18 
Mar. 20 
Mar. 26 
Mar. 27 
\])T 1 

Apr. 15 
Apr. 17 
Apr. 30 
May 17 
May 25 

May 26 
May 27 
June 3 

June 7 

June 7 
June 8 
June 18 
June 22 

July 28 

July 28 
Aug. 2 
Aug. 10 
Aug. 18 

Aug. 23 

Sept. 8 
Sept. 15 
Sept. 21 
Sept. 21 


DISBURSEMENTS. 


Estelle L. Milne, office expenses 

Industrial Printing Co., on account, bill of 7-13-25 

Estelle L. Milne, office expenses 

Dorothy M. Cosford, back number of Joiinml 

Industrial Printing Co., on account, bill of 7-13-25 

Citro Chemical Co., refund for overpayment on Methods 

Estelle L. Milne, office expenses 

Postmaster, Washington, D. C., box rent, quarter ending 
3-31-26 

Industrial Printing Co., bill of 11-12-25 

Estelle L. Milne, office expenses 

(1. W. fIoov(^r, ba(‘k numbers of Journal 

B. (i. Hartmann, back numbers of Journal 
Industrial Printing Cx)., on accxmnt, bill of 7-13-25 . 
Industrial Printing Co., bill of 1-30-25 

Williams A Wilkins, back numbers of Journal 
Estelle L. Milne, office <*xpenses 
Industrial Printing Co., on account, bill of 7-13-25. 
Postmaster, Washington, D. C., box rent, quarter ending 
6-30-26 

D. Van Nostrand Co., refund on foreign subscription 
R. H. Carr, back numbers of Journal 
Industrial Printing Co., bills of 3-18-26 and 4-12-26 
Estelle L. Milne, office expenses 

Richmond Br., Tobacco By-Products & Chemical Corp., 

refund on Methods . 

University of Rochester, Library, back number of Journal 
United Drug Co., ba<^k numbers of Journal 
Industrial Printing Co., final payment on bill of 7-13-25 
on Methods 

Chemical Catalog Co., “Book on Chemistry of Wheat 
Flour” . . 

National Miller, “Milling Chemistry Book” . . 

C. A. Browne, picture of R. E. Doolittle. 

Cash, office expenses 

Postmaster, Washington, D. C., box rent, quarter ending 

9-30-26 . 

W. W. Skinner, reimbursement on payment for 5,0(X) 

window envelopes. ... . 

Industrial Printing Co., bill of 3-9-26 . 

Cash, office expenses 

Government Printing Office, Postal Guide Book 
Postmaster, Pa. Ave. Station, balance payment on 5,000 

window envelopes. 

Bank of Montreal, account of Ernest Childs, refund on 
Methods returned . 

Williams & Wilkins, back numbers of Journal . 

Ware Bros. Co., refund for duplicate payment on Methods 
Industrial Printing Co., bills of 6-5-26 and 6-14-26 
Postmaster, Washington, D. C., box rent, quarter ending 

12-31-26. 

Plus bank balance, October 1, 1926 . 


Check 


Amount 

No. 

S50.00 

149 

LOCK) 00 

150 

50 00 

151 

1 25 

152 

1,000 00 

153 

.50 

154 

50.00 

155 

2.00 

156 

1,266.68 

157 

50.00 

158 

8.00 

159 

6 50 

160 

1 ,000.00 

161 

48 88 

162 

15.00 

163 

50 00 

164 

1,000 00 

165 

2.00 

166 

1.20 

167 

7.87 

168 

68 88 

169 

50.00 

170 

5.00 

171 

1.25 

172 

8.13 

173 

1,176.00 

174 

3 50 

175 

1.00 

176 

2 .(X) 

177 

50.00 

178 

2.00 

179 

19.30 

180 

1,017.50 

181 

50.00 

182 

1.00 

183 

100.00 

184 

5.00 

185 

15 00 

186 

4.00 

187 

346.95 

188 

2.00 

189 

545.88 


$9,084,27 
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No report was made by the Committee on Quartz Plate Standardiza¬ 
tion and Normal Weight. 

F. W. Zerban, Mr. Chairman, I wish to state that Dr. Browne and 
other members of the committee have started to investigate this work, 
and it is hoped that we may submit a report at the next meeting of the 
association. 


REPORT OF THE COMMITTEE ON DEFINITIONS OF TERMS 
AND INTERPRETATION OF RESULTS ON FERTILIZERS^ 

The committee recommends the following definitions and interpreta¬ 
tion of terms: 


For Final Adoption as Official. 

1 . FERTILIZER FORMULA. 

The term fertilizer formula shall be interpreted as expressing the quantity and grade 
of the crude stock materials used in making a fertih'zer mixture. For example: 800 
pounds of 16 per cent acid phosphate, 800 pounds of 9~20 tankage, and 400 pounds of 
sulfate of potash>magnesia. 

2. ANALYSIS. 

The word analysis^ as applied to fertilizers, shall designate the percentage composi¬ 
tion of the product expressed in terms of nitrogen or ammonia, phosphoric acid, and 
potash in their various forms. 


3. BRAND AND BRAND NAME. 

A brand is a term, design, or trade mark used in conection with one or several 
grades of fertilizers, 

A brand name is a specific designation applied to an individual fertilizer. 

4. UNIT. 

A unit of plant food is twenty (20) pounds, or one per cent (1%) of a ton. 

S. LEACHED WOOD ASHES. 

Leached wood ashes are defined as ashes resulting from burning unleached wood, but 
as having had part of their plant food removed by artificial means or by exposure to 
rains, snows, or other solvent. 

6 . ASHES FROM LEACHED WOOD. 

Ashes from leached wood are defined as unleached ashes resulting from burning wood 
that has been exposed to or digested in water or other liquid solvent, as in the extrac¬ 
tion of dyes, so that a part of the plant food has been dissolved and removed. 

7. DISSOLVED BONE. 

Dissolved bone is defined as a ground bone or bone meal that has been treated with 
sulfuric acid. 


1 Presented by C. H. Jones, who presided at the meeting of the committee in the absence of H. D. Haskins. 




REPOBT OF COMMITTEE ON FERTILIZERS 


57 


1927 ] 

8 . FORM OF NITROGEN IN CYANAMIDE. 

The nitrogen in calcium cyanamide shall be considered as being of organic nature. 

Second Recommendation as Tentative, 

1. MEANING OF TERM “FINELY GROUND”. 

The term finely ground in the definition of basic phosphate slag shall refer to actual 
size of particles as detemiined by the use of standard sieves, as follows: seventy per 
cent (70%) or more should pass a 1(X)-, and ninety per cent (90%) or more should 
pass a 50-mesh sieve. 

2. NITRATE OF POTASH. 

Nitrate of potash is a salt containing not less than twelve per cent (12%) of nitrogen 
and forty-four per cent (44%) of potash (K 2 O). 

3. INTERPRETATION OF BRAND NAME TO INCLUDE THE ANALYSIS OR GRADE 

OF FERTILIZER. 

The committee recommends and urges the practice of including the analysis or grade 
of fertilizer with the brand name, both by the manufacturer on sacks and in printed 
literature and by the control official in his reports and publications. 

4 . ACTIVITY OF WATER-INSOLUBLE NITROGEN IN MIXED FERTILIZERS. 

The alkaline and neutral permanganate methods distinguish between the better and 
the poorer sources of water-insoluble nitrogen, and do not show the percentage availa¬ 
bility of the material. The available nitrogen of any product can be measured only 
after carefully cx)nducted vegetation experiments. 

(a) The methods shall be used on mixed fertilizers containing water-insoluble nitrogen 
amounting to three-tenths of one per cent (0.3%) or more of the weight of the material. 
In the event of a total nitrogen exceeding the minimum guarantee, a(icx)mpanied by a 
low activity of the insoluble nitrogen, the over-run may be taken into consideration 
in determining the classification of the water-insoluble nitrogen. 

(b) The water-insoluble nitrogen in mixed fertilizers showing an activity below fifty 
per cent (50%) by the alkaline method and also below eighty per cent (80%) by the 
neutral method shall be classed as inferior. This necessitates the use of both methods 
before classifying as inferior. 

Amended Tentative Interpretations and Definitions. 

1. MAXIMUM AMOUNT OF CHLORINE PERMISSIBLE IN FERTILIZERS IN WHICH 

THE POTASH IS CLAIMED AS SULFATE. 

The chlorine in mixed fertilizers in which the potash is claimed as sulfate shall not 
exceed five-tenths of one per cent (0.5%) more than what is called for in the minimum 
potash content based on the definition for sulfate of potash as formulated by the com¬ 
mittee. Calculate as follows: 0.05 times the percentage of potash found plus 0.5. 

2. DEFINITION OF PRODUCTS SECURED BY HEATING CALCIUM PHOSPHATE 

WITH ALEJtLINE SALTS CONTAINING POTASH. 

These products are not potassium phosphate. They may be called non-acid phos¬ 
phates with potash. 

3. MURIATE OF POTASH. 

Muriate of potash is a potash salt containing not less than forty-eight per cent (48%,) 
of potash (KjO) largely as chloride. 
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4. SULFATE OF POTASH. 

Sulfate of potash is a potash salt containing not less than forty-eight per cent (48%) 
of potash (K 2 O) largely as sulfate, and not more than two and one-half per cent (2.5%) 
of chlorine. 

5. UNLEACHED WOOD ASHES. 

Unleached wood ashes are defined as ashes resulting from burning unleached wood 
and that have not had any part of their plant food extracted by contact with water 
or other solvent, and shall contain four per cent (4%) or more of water-soluble potash 
(K 2 O). 

First Recommendation as Tentative. 

1 . NITRATE OF SODA. 

Nitrate of soda is a nitrogen salt containing not less than fifteen per cent (15%) of 
nitrogen largely as sodium nitrate. 

2. KAINIT. 

Kainit is a natural potash swill containing potassium and sodium chlorides and some¬ 
times sulfate of magnesia, with not less than twelve per cent (12%) of potash (K 2 O). 

3. FERTILIZER GRADE. 

The grade of a fertilizer shall represent the minimum guarantee of its plant food 
expressed in terms of ammonia (or nitrogen when the custom prevails of using this word), 
available phosphoric acid, and water-soluble potash. 

4. DRIED BLOOD. 

Dried blood is the collected blood of slaughtered animals, dried and ground and con¬ 
taining not less than twelve per cent (12%) of nitrogen in organic form. 

5. GROUND STEAMED BONE. 

Ground steamed hone is a product resulting from grinding animal bones that have been 
previously steamed under pressure. 

6 , GROUND RAW BONE. 

Ground raw hone is a product secured by drying and grinding animal iiories not 
previously steamed under pressure. 

The following topics have been proposed for future consideration: 

1 . Tankage.—The term tankage (without qualification) is restricted to slaughter 
house tankage. If the term tankage is used as a part of the name designating other 
proc'essed material, it shall be accompanied by a qualifying word or words, which shall 
not be misleading. 

2. Uniformity of Fertilizer Bulletins. 

3. Significance of the words “blood” and “bone” as a part of the brand name of a 
mixed fertilizer.—The words blood and bone shadl not be used as a part of the brand name 
of a mixed fertilizer unless all organic nitrogen present in the mixture is derived from 
blood and bone. 

4. Definition of the following lime products as applied to control service work: 
agricultural lime, hydrated lime, carbonate of lime, sulfate of lime (land plaster). 

5. Uniform order and terms in expressing the grade of a fertilizer. 

H. D. Haskins, J. W. Kellogg, 

R. N. Brackett, C. H. Jones. 

G. S. Fraps, 

Committee on Definition of Terms and Inter¬ 
pretation of Results on Fertilizers, 


Approved. 
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REPORT OF COMMITTEE OIN REVISION OF METHODS 
OF SOIL ANALYSIS. 

The personnel of the Comniitlee on Revision of Methods of Soil 
Analysis is so geographically distributed that its work is done to a great 
extent by correspondence. This year the present method for the deter¬ 
mination of manganese, which was found to be in error, was considered. 
The second proposition that came up related to the desirability of the 
determination of the so-called less abundant elements, such as (‘opper 
and zinc in soils. It is inler<‘sling to note that the occurrence of such 
elements in plant ash has also been brought to the attention of Com¬ 
mittee A, through recommendations from the appropriate referee. 

Another topic considered was th<‘ desirability of some research leading 
to the question of potash availability by some six methods to measure 
the so-called interchangeable or replaceable potash in soils that have been 
treated for a period of years. A considerable amount of work in this 
connection was done by two men in the chairman’s laboratory this year. 
With the concurrence of the committee, action was taken by the referee 
and embodied in his report. That report has been presented to this 
committee and placed Ix'fore Committee A as representing the recom¬ 
mendations of the Commit tee on Revision of Methods of Soil Analysis. 

W. II. MacLntire, J. a. Bizzell, 

A. W. Blair, Robert Stewart, 

a. (i. McCall, 

Conimitfee on Revision of Methods of Soil Analysis. 

Approved. 


REPORT OF THE COxMMITTEE ON RECOMMENDATIONS 

OF REFEREES. 

The report of the Committee on Recommendations of Referet's is very 
completely set forth in the reports of Sub-Committees A, B, and C, and 
little can be added beyond an expression of appreciation of the loyal co¬ 
operation of referees and associate referees. The large amount of work 
done, and the general excellence of it, are both highly commendable. 

It seems necessary, however, to urge again that reports be submitted 
as nearly as possible in accord with the directions contained in the call 
for the annual meeting as sent out by the secretary. The sub-commit tees 
endeavor to give each report submitted careful consideration, and to this 
end it is evidently important that reports should be in their hands in 
time for such consideration. This point is urged quite as much in fair¬ 
ness to referees and associate referees themselves as to the committee, 
because late reports may not receive the attention they deserve. It has 
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been suggested that the work of the committee will be greatly facilitated 
if, in addition to the duplicate copies of reports required, two additional 
copies of the recommendations contained therein are submitted. 

The committee wishes to suggest that in view of the increasing use 
and applicability of microchemical methods of analysis, referees and 
associate referees consider such methods in the studies for which they 
are appointed. 

E. M. Bailey, Acting Chairman, 

Approved. 


REPORT OF SUB-COMMITTEE A ON RECOMMENDATIONS 

OF REFEREES. 

By B. B. Ross (Alabama Polytechnic Institute, Auburn, Ala.), Chairman. 

[To this committee are referred reports on the following subjects: Waters, brine, and 
salt; tanning materials and leathers; insecticides and fungicides; soils and liming 
materials (reaction value of soils, liming materials); feeding stuffs (stock 
fe^d adulteration, mineral mixed feeds, determination of moisture); 
sugars and sugar products (maple products; starch conversion 
products; drying, densimetric, and refractometric methods for 
determination of solids; polariscopic methods; chemical 
methods for reducing sugars); fertilizers (phosphoric 
acid, nitrogen, potash); plants.] 

WATERS, BRINE, AND SALT. 

It is recommended— 

(1) That the following changes be made in the method for the deter¬ 
mination of manganese by the bismuthate method as given on p. 101 
of Methods of Analysis: In lines 8 and 17 of section 75, change the word 
“bisulfate” to “bisulfite”. 

Approved. 

(2) That the referee study methods for the analysis of salt, giving 
particular attention to methods for the determination of ingredients 
which are added to prevent caking and for the determination of added 
iodides. 

Approved. 


TANNING MATERIALS AND LEATHER. 

It is recommended— 

(1) That the tentative method^ for the determination of moisture be 
dropped. 

Approved. 


» Methods of Analysis^ A.O. A. C., 1926, 79. 
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(2) That the toluene distillaliori method (see p. 31) for the determina¬ 
tion of moisture be adopted as tentative. 

Approved. 

INSECTICIDES AND FUNGICIDES. 


It is recommended— 

(1) That the official methods for the determinations of cyanogen and 
chlorine in sodium and potassium cyanides^ be dropped (first action). 

Approved. 

(2) That Method II for the determination of cyanogen in sodium and 
potassium cyanides (see p. 27) be adopted as official (first action). 

Approved. 

(3) That Methods I and II for the determination of chlorine in sodium 
and potassium cyanides (see p. 28) be adopted as official (first action). 

Approved. 

(4) That Method I for the determination of cyanogen in calcium 
cyanide (see p. 29) be adopted as official (first action). 

Approved. 

(5) That Methods I and II for the determination of chlorine in cal¬ 
cium cyanide (see p. 29) be adopted as official (first action). 

Approved. 

(6) That the official method for the determination of moisture in 
soap^ be dropped (first action). 

Approved. 

(7) That the xylene distillation method for the determination of 
water in soap^ be adopted as official (first action). 

Approved. 

(8) That the methods for the determination of water, total oil, and 
ash in mineral oil-soap emulsions^ be adopted as official (first action). 

Approved. 

(9) That no further study be made of Method I for the determination 
of soap in mineral oil-soap emulsions^ and that this tentative method 
be dropped. 

Approved. 

(10) That Method II for the determination of soap in mineral oil- 
soap emulsions^ be adopted as official, with the following note appended: 
“Error will result in this method if the apparent molar weight of the 
fatty acids varies appreciably from that of oleic acid” (first action). 

Approved. 

i Methods of Analytii, A.O A,C., 1926, 65. 

* ThU Journal, 1926, 9 : 27. 

» Ibid., 28. 

129. 

• Ibid, 28, 129. 
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(11) That in Method I for the determination of unsulfonated residue 
in mineral oils, as given in the report of the referee (see p. 30), the fol¬ 
lowing be substituted for the fiist sentence and that the method then 
be adopted as official for the determination of unsulfonated residue in 
mineral oils and the recovered oil obtained in the analysis of mineral 
oil-soap emulsions (final action). 

With a pipet measure 5 cc. of the oil into a Babcock cream bottle. (After preliminary 
draining in the case of heavy oils, to reduce the viscosity, warm the pipet by drawing 
it several times through the flame of a Bunsen burner and then drain thoroughly.) 
In lieu of this procedure determine the density of the oil and weigh the equivalent of 
5 cc. 

Approved. 

(Recommendations 7, 8, 9, 10, and 11 cover, with some revision, 
methods that were adopted as tentative at the 1925 meeting.) 

SOILS AND UMINO MATERIALS. 

It is recommended— 

(1) That an associate referee be appointed to study the present pro¬ 
cedure in the determination of manganese, and to formulate, if possible, 
a more accurate procedure. 

Approved. 

(2) That in view of the more recent work upon the occurrence of cer¬ 
tain less common elements, such as arsenic, copper, tin, and zinc, in 
some soils, the associate referee appointed to study manganese be re¬ 
quested to include such studies as a part of his efforts and that he be 
designated as Associate Referee on Manganese and the Less Abundant 
Elements, or by a similar title. 

Approved. 

(3) That the work of investigation of the solubility of soil potassium 
be continued with a view to a further report by the referee. 

Approved. 

REACTION VALUE OF SOILS. 

It is recommended that the recommendations of the associate referees 
be approved with the following provisos: 

(a) Thai the recommendations of the Associate Referee on Reaction Value of Soils 
be formulated into definite directions by the Committee on Revision of Soil Analysis. 

(b) That determined reaction values be expressed in terms of “specific acidity'* and 
^‘specific alkalinity,** and that corresponding exponential values be given in brackets 
and a table of corresponding values for the two methods be appended. 

Approved. 

LIMING BiATERIALS 

It is recommended that recognition be given to the advisability of 
insuring against the vitiating factor of sulfides in calcined and hydrated 
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limes, pyrite in limestone, and sphalerite in dolomites, in the deter¬ 
mination of carbon dioxide and that the Committee on Revision of 
Methods of Soil Analysis be requested to insert such provision in the 
present method. 

Approved. 

STOCK FEED ADULTERATION. 


It is recommended— 

(1) That the method for the determination of oat hulls in oat feeds^ 
(see p. 32) be adopted as tentative. 

Approved. 

(2) That the study of microanalytical methods as related to feeding 
stuffs be continued. 

Approved. 

BdUNERAL MIXED FEEDS. 


It is recommended— 

(1) That the method proposed by the associate referee for iodine in 
mineral feeds be studied during the coming year and that samples be 
submitted to collaborators for analysis. 

Approved. 

(2) That the method proposed by the associate referee for lime (CaO) 
be further studied and that samples be submitted to collaborators for 
analysis. 

Approved. 

DETERMINATION OF MOISTURE. 

It is recommended that the Bidweil-Sterling distillation method for 
the determination of moisture^ be adopted as official (first action). 

Approved. 

SUGARS AND SUGAR PRODUCTS. 

It is recommended that the program of work in the several sub¬ 
divisions be continued along the lines already suggested and approved 
at last year’s meeting®. 

Approved. 

MAPLE PRODUCTS. 

No report was submitted. 

STARCH CONVERSION PRODUCTS. 

No report was submitted. 

* Thit JournaU 1926, 9: 149. 

« Ibid., 30. 

• Ibid., 72. 
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DRYING, DENSIMETRIC, AND REFRACTOMETRIC METHODS FOR DETERMINATION OF 80UDS. 

It is recommended— 

(1) That the work for next year consist of (1) obtaining further densi- 
metric and refractometric data on pure dextrose, fructose, and invert 
sugar solutions covering the total range of their solubility, and (2) that 
the application of such information be made to sugar mixtures of known 
composition and finally to sugar-house products. 

Approved. 

(2) That when opportunity permits, similar information be obtained 
on the various other sugars that may be encountered by the Federal or 
public analyst. This list would include maltose, lactose, and perhaps 
raffinose. 

Approved. 

POLARISCOPIC METHODS. 

It is recommended that the work outlined in Recommendations (4) 
and (5)^ of the associate referee’s report for 1925 and not finished during 
the present year be completed during the coming year. 

Approved. 

CHEMICAL METHODS FOR REDUCING SUGARS. 

No report was submitted. 

FBRTmZBRS. 

PHOSPHORIC ACID. 

It is recommended— 

(1) That the calcium chloride method for preparing ammonium 
citrate^ be eliminated from the methods (first action). 

Approved. 

(2) That the study of the effect of varying the conditions under which 
precipitation is made with magnesia mixture be continued for another 
year. 

Approved. 

(3) That the recommendations of the collaborators, as given in the 
report of the associate referee, be followed in the preparation of the 
standards used, and that the standard, or standards, so prepared be 
tested at intervals over a sufficient period to insure the constancy of 
their composition. 

Approved. 

(4) That the words “dilute to 1 liter” in the second of the alternative 
methods® for the preparation of magnesia mixture be changed to read 
“proceed as in (1)”. 

Approved. 

1 This Journal 1926, 9: 73. 

* Methods ^ Analysis^ A. O. A. C., 1925, 4, Section 13 (2). 

* Ihid,^ 2, Section 5 (c), last line. 
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NITROGEN. 

It is recommended— 

(1) That the absolute or cupric oxide method for nitrogen^ be removed 
from the methods for fertilizers (first action). 

Approved. 

(2) That an associate referee be appointed to study the permanganate 
methods for nitrogen in fertilizers^, and that such modifications as appear 
desirable be recommended. 

Approved. 

(3) That further work on the Breckenridge method be discontinued 
for the present. 

Approved. 

(4) That the Jones method for the determination of nitrate nitrogen 
in mixed fertilizers containing cyanamide and urea be further studied. 

Approved. 

POTASH. 


It is recommended— 

(1) That a study be made of the use of calcium carbonate in preparing 
the solution for the determination of potash. 

Approved. 

(2) That work on a method for chlorine in fertilizers be continued. 
Approved. 

PLANTS. 


It is recommended— 

(1) That the method for the determination of iron and aluminum be 
further studied. 

Approved. 

(2) That an associate referee be appointed to study methods for the 
determination of copper, zinc, nickel, cobalt, and other so-called “rare 
elements”. 

Approved. 

(3) That an associate referee be appointed to study methods for the 
determination of total chlorine. 

Approved. 

(4) That an associate referee be appointed to study methods for the 
preparation of samples for analysis. 

Approved. 


i MethodM qf Ano(y«u, A. O. A. C., 1925. 9. 
«/5uf.. 12. 
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REPORT OF SUB-COMMITTEE B ON RECOMMENDATIONS 

OF REFEREES. 

By H. C. Lythgoe (Massachusetts Department of Public Health, Boston, 

Mass.), Chairman, 

[To this committee are referred reports on the following subjects: Testing chemical 
reagents, spices and other condiments, naval stores (turpentine), specific gravity 
and alcohol, drugs (acetylsalicylic acid, alcohol in drugs, arsenicals, cocaine, 
chaulmoogra oil, crude drugs, chloroform and carbon tetrachloride, 
ipecac alkaloids, radio activity in drugs and water, laxatives and 
bitter tonics, mercurials, pyramidon, microchemical alkaloid 
methods, silver proteinates, nitroglycerin, terpin hydrate, 
apomorphine, santonin, ether, bioassay of drugs).] 

TESTING CHEMICAL REAGENTS. 

It is recommended that this subject be dropped, but that a report 
upon testing chemical reagents be submitted by the Bureau of Chemistry 
as a contributed paper. 

Approved. 

SPICES AND OTHER CONDIMENTS. 

No report was submitted. The committee recommends a repetition of 
the recommendation of last year relative to salad dressing^ 

Approved. 

NAVAL STORES. 

No report was presented. The committee recommends further study 
as outlined last year^. 

Approved. 

SPECIFIC GRAVITY AND ALCOHOL. 

No report was submitted. 

The committee recommends— 

(1) That further study be made of the correlation of refractometric 
and pycnometric methods for the determination of alcohol. 

Approved. 

(2) That the referee consider the practicability and desirability of 
recalculating the alcohol tables to involve any or all of the following 
features: (1) Specific gravity figures arranged in accordance with a 
definite interval in gravity; (2) per cent by volume to be based upon 
volume at 15.56/15.56^0. (60/60®F.); (3) substitution of apparent for 
true specific gravity; (4) tables to be arranged for various working 
temperatures as in the case of the refractometric tables. 

Approved. 


i ThU Journal, 1926, 8: 264. 
* Ibid., 1926, 9: 76. 
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DRUGS. 

AIX^OHOL IN DRUGS. 

It is recommended that the referee study methods for the examination 
of peculiar mixtures of alcohol with other substances, such as ether, 
acetone, ethyl acetate, normal propyl alcohol, isopropyl alcohol, methyl 
alcohol, benzol, etc. 

Approved. 

ACETYLSAUCYLIC ACID. 


It is recommended— 

(1) That the tentative method (Method II, revised)^ for the deter¬ 
mination of combined acetic acid be made official (final action). 

Approved. 

(2) That the bromine method for total salicylates^ be made official 
(final action). 

Approved. 

(3) That the tentative double titration method for the determination 
of acet ylsalicylic acid® be modified to include the wet extraction method 
for preparation of sample and the single titration procedure for the final 
determination as described by the referee in his report last year and that 
the modified method be made official (final action). 

Approved. 

(4) That the tentative qualitative test for free salicylic acid in acetyl- 
salicylic acid^ be made official (final action). 

Approved. 

ARSENICALS. 

It is recommended— 

(1) That the method for arsenic in sodium cacodylate®, as proposed 
last year, be studied with a view to making it official. 

Approved. 

(2) That the method for arsenic in iron-arsenic tablets (see p. 44) be 
adopted as tentative. 

Approved. 


CAMPHOR AND MONOBROMATED CAMPHOR. 

It is recommended that Method P, now tentative, for the determina¬ 
tion of monobromated camphor in tablets be made official (final action). 
Approved. 


» This Journal, 1926, 8 , 606: 1926, 9 : 49. 

* Methods of Analysis, A. O A. C., 1925, 388. 
» This Journal, 1926, 9 : 49, 279. 

* Method* of Analysis, A. O. A. C., 1926, 387. 
» This Journal, 1926. 9 : 61. 287. 

* Methods of Analysis, A. O. A. C., 1925, 393. 
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* COCAINE. 

It is recommended that a study be made of the various methods 
reported and recommended by the referee. 

Approved. 

CHAULMOOGRA OIL. 

It is recommended that this subject be given further study as outlined 
by the associate referee last year^ 

CRUDE DRUGS. 

No report was submitted. 

CHLOROFORM AND CARBON TETRACHLORIDE. 

It is recommended— 

(1) That the methods for the determination of chloroform and carbon 
tetrachloride submitted by the associate referee be made tentative (see 
p. 45). 

Approved, 

(2) That the methods for the separation of chloroform in mixtures 
submitted by the associate referee be studied collaboratively. 

Approved. 

IPECAC ALKALOIDS. 

It is recommended that further study be made of Methods 1 and 2 
reported by the associate referee, and that a collaborative study be made 
of the purification method of Palkin and Watkins*. 

Approved. 

RADIO ACTIVITY IN DRUGS AND WATER. 

It is recommended— 

(1) That a collaborative study be made of the method recommended 
by the associate referee with a view to its adoption as tentative. 

Approved. 

(2) That the associate referee prepare a description of the preparation 
of a standard stock solution of radium. 

Approved. 

LAXATIVES AND BITTER TONICS. 

It is recommended that work be continued as outlined in 1924®. 

Approved. 

MERCURIALS. 

It is recommended that further study be made of the method reported 
by the associate referee in connection with other methods with a view 
to shortening the procedure. 

Approved. 


1 ThU Journal, 1926, 9 : 77. 291. 

* Ibid., 301; Ind Eng. Chem., 1926, 17: 612. 
> Thu Journal, 1026, 8: 267. 
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METHYLENE BLUE. 

It is recommended that the iodometric method for the determination 
of methylene blue^ be adopted as official (final action). 

Approved. 

PYRAMIDON. 

It is recommended that further study be made of the present tentative 
quantitative methods^ with a view to making them official. 

Approved. 

MICROCHEMICAL ALKALOID METHODS. 

It is recommended that further study be given to microchemical 
methods for alkaloids with the view to including a systematic descrip¬ 
tion and diagrams of the more important alkaloids. 

Approved. 

SILVER PROTEINATES. 

It is recommended— 

(1) That the tentative method for the determination of total silver^ 
be made official (final action). 

Approved. 

(2) That the tentative qualitative and quantitative methods for 
ionizable silver compounds^, but with the description of the dialyzing 
tube amended as suggested by the associate referee (see p. 46), be made 
official (final action). 

Approved. 

(3) That the method for the determination of ionizable silver by yeast® 
(see p. 47) be made tentative. 

Approved. 

NITROGLYCERIN. 

It is recommended that Methods (a) and (c), as reported by the 
associate referee, be adopted as tentative (see p. 47). 

Approved. 

TERPIN HYDRATE. 

It is recommended that work upon this subject be continued. 

Approved. 

APOMORPHINE. 

It is recommended that Method 1, reported by the referee, be adopted 
as tentative (see p. 49). 

Approved. 

1 Methods of Analysis, A, O. A. C., 1925, 392. 

* This Journal, 1925, 8: 546. 

•Ibid., 1926,9:54. 

« Ibid., 55. 

• Ibid., 314. 
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SANTONIN. 

It is recommended that collaborative study be given to methods out¬ 
lined by the referee for 1925^. 

Approved. 

ETHER. 

It is recommended that work be continued along the line suggested by 
the associate referee. 

Approved. 

BIOASSAY OF DRUGS. 

It is recommended that the work on the bioassay of drugs be con¬ 
tinued, and that the method reported by the associate referee for mid- 
riatic alkaloids be investigated. 

Approved. 

BARBITAL AND PHENOBARBITAL. 

It is recommended that the tentative method for the estimation of 
barbital and phenobarbitaP be adopted as official (final action). 

Approved. 

It is recommended that work upon apomorphine and nitroglycerin 
be discontinued. 

Approved. 


REPORT OF SUB-COMMITTEE C ON RECOMMENDATIONS 

OF REFEREES. 

By E. M. Bailey (Agricultural Experiment Station, New Haven, Conn.), 

Acting Chairman, 

[To this committee are referred reports on the following subjects: Dairy products (but¬ 
ter, cheese, malted milk, dried milk, ice cream), fats and oils, baking powders and 
baking chemiceds, eggs and egg products (total solids and acidity of lipoids, detec¬ 
tion of decomposition, water-soluble protein nitrogen precipitable by 40 per cent 
alcohol, unsaponifiable matter, and ash), food preservatives, coloring matters 
in foods, metals in foods (zinc in dried eggs), fruits and fruit products (water 
in grape juice, ash in fruit products, fruit acids), canned foods, vinegars, 
flavors 6md non-alcoholic beverages, meat and meat products (separa¬ 
tion of meat products), gelatin, cacao products (microscopical meth¬ 
ods, crude fiber, cacao butter), cereal foods (sampling of flour, 
moisture in flour and in alimentary pastes, ash in flour and gaso¬ 
line color value, glutenin in flour, hydrogen-ion concentration 
of flour, gluten in flour, diastatic value of flour, starch in 
flour, chlorine in bleached flour, experimental baking tests, 
unsaponiflable matter and fat in flour and in alimentary 
pastes, methods for bread analysis).] 


i This Journal 1926, 9: 326. 
*Jbid., 61. 
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DAIRY PRODUCTS. 

It is recommended— 

(1) That the cryoscopic method for the determination of added water 
in milk^ be adopted as an official method for the determination of added 
water in cream, the percentage of added water being ascertained by the 
following formula: 

Txr % Serum in Cream {T ~ T') , 

^ ^-^- 

T 

W == the percentage of added water; 

T — the freezing point of undiluted cream (—0.550°C.); 

T'= the obBerved freezing point of the given sample; and 
% Serum = 100% ~ (% fat % protein). 

If protein is not determined it may he assumed to he 38 per cent of the solids-not-fat. 

This recommendation is for first action as official. 

Approved. 

(2) That the methods for determining specific gravity of milk^ be 
studied with a view to more detailed statements of procedure. 

Approved. 

(3) That an associate referee be appointed to study methods for the 
determination of milk proteins. 

This recommendation was referred to the Executive Committee and 
approved. 

(4) That an associate referee be appointed to study qualitative tests 
applicable to milk and milk products. 

This recommendation was referred to the Executive Committee and 
was approved. 

BUTTER. 


It is recommended— 

(1) That work on the preparation of butter samples for analysis be 
continued. 

Approved. 

(2) That the official methods for the analysis of butter be studied 
collaboratively in comparison with certain new methods cited by the 
associate referee. 

Approved. 

(3) The associate referee makes further recommendations relating to 
the sampling of butter. 

The committee approves of these recommendations with the reserva¬ 
tion that this question be referred to the Committee on Sampling, 
citing to that committee the data obtained on this subject by the asso¬ 
ciate referee. 

1 Methods of Analysis, A.O.A.C., 1926, 265. 

» ibid., 269. 
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Recommendation of the committee approved. 

(4) That it be ascertained whether or not tin containers are suitable 
for butter samples and may be used in place of glass containers. 

The committee approves this recommendation with the reservation 
noted in (3). 

Recommendation of the committee approved. 

CHEESE. 

It is recommended— 

(1) That the method for the determination of moisture in cheese^ be 
adopted as ofBcial (final action). 

Approved. 

(2) That methods for the detection of preservatives, coloring matters, 
emulsifying agents, or other added substances in cheese be further 
studied. 

Approved. 

MALTED MILK. 

It is recommended that the study of methods for the analysis of malted 
milk be continued. 

Approved. 

DRIED MILK. 

It is recommended— 

(1) That the method for the preparation of the sample, as described 
for malted milk^, be adopted as tentative for dried milk. 

Approved. 

(2) That the methods for the determination of protein and of ash, as 
described for malted milk^, be adopted as tentative for dried milk. 

Approved. 

(3) The committee recommends further study of methods for the de¬ 
terminations of fat and of moisture with a view to harmonizing these 
methods with those described for malted milk, if feasible. 

Approved. 

ICE CREAM. 

The committee recommends that the associate referee continue his 
study of methods for the analysis of ice cream and submit definite 
recommendations if possible. 

Approved. 

FATS AND OILS. 

It is recommended— 

(1) That the official method for the determination of unsaponifiable 
residue in fats and oils* be dropped (final action). 

Approved. 

I Thii Journal, 1926, 9: 44. 

* Methods of Analysis^ A. O. A. C., 1926, 276. 

» Ibid., 296. 
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(2) That the F. A. C. method for the determination of unsaponifiable 
matter, with a slight modification since previous publication^ (see p. 35), 
be made official (final action). 

Approved. 

(3) That the study of the Thomas and Yu method^ for the detection 
and determination of peanut oil alone or in presence of other oils be 
continued. 

Approved. 

(4) That the Andre-Cook method for the determination of acetylation 
value, as modified in technique by the referee (see p. 35), be adopted 
as official (first action). 

Approved. 

(5) The committee recommends, and the referee concurs, that the 
present official method for the determination of acetyl value® be dropped 
(first action). 

Approved. 

BAKINO POWDERS AND BAKING CHEMICALS. 

It is recommended— 

(1) That the present tentative electrolytic method for the determina¬ 
tion of lead^ be adopted as official (final action). 

Approved. 

(2) That the present tentative gasometric method for the determina¬ 
tion of total carbon dioxide and of residual carbon dioxide®, modified as 
described by the referee this year (see p. 36), be adopted as an official 
method (first action). 

Approved. 

(3) That methods for the determinations of ortho-pyro and meta¬ 
phosphates in presence of one another be further studied. 

Approved. 

EGGS AND EGG PRODUCTS. 

It is recommended— 

(1) That further study be given to the vacuum oven at 98°C., the air 
oven, and the vacuum oven at 55®C. methods for the determination of 
total solids to ascertain the efficiency of each with respect to actual 
moisture removal. 

Approved. 

(2) That studies be made by the associate referee for the purpose of 
perfecting methods for the determination of: 

* This Journal, 1926, 46. 

« J. Am. Chem. Soc., 1923, 45 * 113. 

* Meih^ of Analysis, A O A. C., 1926, 293, 

4 Ibid., 310. 

* Ibid., 306. 
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(a) water-soluble protein-nitrogen precipitable by 40 per 

cent alcohol, 

(b) ash, and 

(c) unsaponifiable matter, 

and to include, if possible, collaborative studies of these methods and 
of methods for the determination of fat (acid hydrolysis) and of lipoids 
and lipoid P 2 O 6 . 

Approved. 

(3) That the method for the determination of acidity of the fat, as 
described in the report of associate referee Macomber (see p. 50), 
be adopted as a tentative method; and that this method be included 
in Methods of Analysis in the chapter on Eggs and Egg Products under 
the sub-title “Methods for the Detection of Decomposition”; and that 
studies of other methods for the detection of decomposition be continued. 

Approved. 

FOOD PRESERVATIVES. 

It is recommended— 

(1) That further collaborative study be devoted to the process of 
removing benzoic acid from ketchup with the aid of chloroform. 

Approved. 

(2) That further collaborative study be devoted to the process of 
subliming benzoic acid, in order that optimal temperature and pressure 
conditions may be established. 

Approved. 

(3) That the official method for the determination of benzoic acid in 
other products than ketchup^ be compared with methods involving the 
sublimation process. 

Approved. 

(4) That, as soon as possible, the sublimation process be applied to 
the determination of salicylic acid and to that of saccharin (in food 
samples into which these substances have been introduced), and that 
suitable procedures for their determination be devised. 

Approved. 

COLORING MATTERS IN FOODS. 

It is recommended that the work planned for next year be conducted 
with the view to bringing the work recommended last year^ to a definite 
conclusion. 

Approved. 

METALS IN FOODS. 

It is recommended— 

(1) That further study be made of methods for the determination of 
arsenic in foods. 

Approved. 

^Methodi of Analysis, A. O A C., 1925, 128. ^ 

• Thi$ Journal, 1926, 9: 84. 
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(2) That the thiocyanate method for lead^ be further studied. 
Approved. 

(3) That study of methods for the determination of copper and of 
zinc be continued. 

Approved. 

ZINC IN DRIED EGGS. 

No report was submitted. 

FRUITS AND FRUIT PRODUCTS. 

WATER IN GRAPE JUICE. 

It is recommended that, since the modified tentative method for the 
determination of added water in white grape juice^ is sound in principle 
and entirely applicable to juices found on the market, no further work 
be done on the subject. 

Approved. 

FRUIT ACIDS. 

It is recommended that work on fruit acids be continued. 

Approved. 

ASH IN FRUIT PRODUCTS. 

The committee recommends— 

(1) That methods proposed by the referee for the determination of 
calcium and magnesium in the ash of fruit products be subjected to 
collaborative study. 

Approved. 

(2) That the referee continue his studies on the determination of 
other ash constituents such as iron, aluminum, manganese, and chlorine. 

Approved. 

The committee repeats the recommendations made and apy)roved last 
year^ for further work on the several other topics under this title. 
Approved. 

CANNED FOODS. 

No report was submitted. 

The committee repeats the recommendations made and approved 
last year^. 

Approved. 

VINEGARS. 

It is recommended— 

(1) That methods for total and for soluble ash be further studied. 
Approved. 

» This Journal, 1926, 9: 366. 

*/6irf., 38. 

» Ibid., 86. 

* Ibid., 86. 
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(2) That the subject of phosphoric acid in vinegars be studied with 
the view to possible substitution of a method for total phosphoric acid 
for the present methods for soluble and insoluble phosphoric acids^ 

Approved. 

(3) That the present tentative method for the determination of non¬ 
volatile reducing substances^ be adopted as an official method (final 
action). (First action was taken in 1923.) 

Approved. 

(4) That the present tentative method for the determination of vola¬ 
tile reducing substances^ be adopted as an official method (final action). 
(First action was taken in 1923.) 

Approved. 

(5) That the method for the determination of glyceroP be further 
studied. 

Approved. 

(6) That the method for polarization of vinegars^ be further studied. 
Approved. 

(7) That methods for the determination of sulfates in vinegars^ be 
further studied. 

Approved. 

FLAVORS AND NON-ALCOHOUC BEVERAGES. 

It is recommended— 

(1) That the Folin and Denis rapid colorimetric method for the 
determination of vanillin in vanilla extract and its imitations, as described 
in the report of the referee®, be adopted as an official method (final 
action). 

The committee approves this recommendation and further recommends 
that this method be designated in Methods of Analysis as “Colorimetric”; 
and that the title of the present official method for Vanillin and Coumarin® 
be amended to read “Vanillin and Coumarin, Gravimetric.—Official”. 
Recommendations of the referee and of the committee approved. 

(2) That the polariscopic method for the determination of oils of lemon, 
orange, and lime in corn oil, cottonseed oil, peanut oil and mineral oil, as 
described in the report of the referee this year (see p. 43), be adopted 
as a tentative method. 

Approved. 

(3) That the steam distillation method for the determination of 
essential oils in non-alcoholic flavors, as described in the report of the 
referee for 1925^, be further studied. 

Approved. 

1 Methodg of Analysu, A.O.A.C., 1925, 325-6. 

» Ibid., 326. 

» Ibid., 327. 

* Ibid., 329. 

* Thi$ Journal, 1926, 8; 688. 

* Meihoda of Analysis, A. O. A. C., 1925, 349. 

’ This Journal, 1926, 9: 450. 
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MEAT AND MEAT PRODUCTS. 

It is recommended— 

(1) That the present tentative method for the determination of ni¬ 
trites^ be referred to (he RehaM^e on Waters, Brine, and Sail for considc'ra- 
tion and appropriate action. 

Approved. 

(2) That the present official method for the determination of total 
nitrof^en^ be amended to read, last clause, as follows:—“in the Kjeldahl- 
Gimninp-Arnold method for one hour after the mixture has Ix'come 
colorless’'. 

The committee does not approve this recommendation at this time 
be(*ause it is required that collaborative experience be secured hef(>re 
such action is taken. 

Action of committee approved. 

(1^) The committee recommends that the method for the estimation 
of added water in sausage and other meat products, as outlined by the 
referee this year and suggested by him as a tentative method, be not 
adopted this year but held for further consideration. 

Action of committee approved. 

(4) The committee recommends that the suggestion of the referee for 
the deletion of the present tentative methods for the determination <4 
soluble and insoluble nitrogen^; for coagulable nitrogen (27); for proteose, 
peptone, and gelatin nitrogen (28) ; for meat bases (29) ; for amino 
nitrogen (31, 32, 33, and 34); for total soluble phosphorus (35); for the 
separation of soluble and insoluble phosphorus (36); and for soluble 
phosphorus in blood, brains, and glandular organs (37) be not adopte<l 
this ye^r pending further consideration of the possible effects of such 
deletions and other aspects of the question. 

Action of committee approved. 


SEPARATION OF MEAT PROTEINS. 


No report was submitted. 
It is recommended— 


GELATIN. 


(1) That further study be made of the method of preparation of (he 
sample by ashing as compared with that of hydrolysis. 

Approved. 

(2) That the determination of copper be studied for the purpose o( 
developing a more satisfactory method than is now available. 

Approved. 

» MrthodM of Analygit, A.O. A. C., 1925, 240 

• Ibid, 237. 

• Ibid., 243-4 
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(3) That the precipitation of zinc in formic acid solution be considered 
in further studies of methods for determining this metal. 

Approved. 

CACAO PRODUCTS. 

It is recommended— 

(1) That the Lepper-Waterman method for the determination of fat 
in cacao products^ be adopted as an ofiScial method (final action). 

Approved. 

(2) That the official method for the determination of fat in cacao 
products* be deleted (first action). 

Approved. 

(3) That the modification of the old official method, as described by 
the referee this year and published previously®, be adopted as a tenta¬ 
tive method for the determination of fat in cacao products. 

Approved. 

(4) The committee repeats the recommendations made and approved 
last year^ for further work on cacao products. 

Approved. 

MICROSCOPICAL METHODS. 

No report was submitted. 

CRUDE FIBER. 

No report was submitted. 


CACAO BUTTER. 

No report was submitted. 

CEREAL FOODS. 

FLOUR. 

It is recommended— 

(1) That the method for sampling flour® adopted as tentative last year 
be subjected to collaborative study, as suggested by the associate referee. 

Approved. 

(2) That the present official vacuum oven method for the determina¬ 
tion of moisture in flour® be dropped. 

Approved. 

(3) That the vacuum oven method for the determination of total 
solids and moisture (indirect method) in flour^, be adopted as official 
(final action). 

Approved. 

* This Journal 1926, 8 : 706; 1926, 9. 46. 

* Methods of Analysis, A.O. A. C., 1925, 345. 

* This Journal, 1926. 9: 468. 

* fbid, 96. 

» Ibid., 1926. 9; 39. 

* Methods of Analysis, A.O. A. C., 1925, 226. 

’ This Journal, 1926, 9: 39. 
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(4) That the routine air-oven method for the determination of total 
solids and moisture (indirect method) in flour' be adopted as official 
(first action); and that the word “routine” be deleted from the title. 

Approved. 

(5) That no associate referee on moisture in flour be designated for 
the coming year since these methods are now in satisfactory condition. 

Approved. 

( 6 ) That the associate referee continue studies on rapid methods for 
the determination of ash in flour, including the alundum method and the 
oxygen-acetate method^. 

Approved. 

(7) That the associate referee should carefully study the nature and 
kind of losses occurring when ash is fused. 

Approved. 

( 8 ) That the method for the determination of water-soluble protein- 
nitrogen precipitable by 40 per cent alcohol in flour', be adopted as an 
official method (final action). 

Approved. 

(9) That the method for the determination of lipoids and lipoid 
phosphoric acid (P 2 O 5 ) in flour' be adopted as official (final action). 

Approved. 

( 10 ) That the acid hydrolysis method for the determination of fat in 
flour^ be adopted as an official method (first action). 

Approved. 

( 11 ) That the modified Kerr-Sorber method for the determination of 
unsaponifiable matter^' be adopted as a tentative method for the deter¬ 
mination of the unsaponifiable matter in the fat of flour and subjected 
to further collaborative study. 

This is the recommendation of the general referee and differs from 
that of the associate referee. 

In view of the fact that the modified Kerr-Sorber method is recom¬ 
mended as tentative only and is to be subjected to further study, the 
committee approves the recommendation of the general referee. 

Action of the committee approved. 

( 12 ) That the study of methods for the determination of gliitenin in 
flour be continued and that the associate referee subject the Blish- 
Sandstedt® and “barium hydroxide” methods to collaborative study. 

Approved. 

(13) That the method submitted by the associate referee (see p. 33) 
be approved as a tentative method for the determination of the hydrogen- 
ion concentration of flour. 

Approved. 

^ Thit Journal, 1926, 9: 40. 

« Cereal Chem., 1926, 3. 222. 

• Ibid., 41 

• Ibid., 1925, 8: 441. 

• Cereal Chem., 1926, 3: 67. 
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(14) That collaborative studies on the determination of hydrogen-ion 
concentration of flour be continued, and that the collaborators be pro¬ 
vided with standard buffer solution, to which their set-up shall be stand¬ 
ardized before beginning the examination of samples. 

Approved. 

(15) That the associate referee give attention to the possible use of 
the quinhydrone electrode in this connection. 

Approved. 

(16) That the study of methods for the determination of gluten in 
flour be continued. 

Approved. 

(17) That the study of methods for the determination of the diastatic 
value of flour be continued and that this investigation include (a) a 
determination of the optimum hydrogen-ion concentration for the action 
of the diastase, (b) the influence of fermentation on this action, (c) the 
influence of proteolytic activity, and (d) methods of analysis. 

Approved. 

(18) That work on the detection and estimation of flour-bleaching 
chemicals be continued with special attention given to the determination 
of chlorine in chlorine-treated flours. 

Approved. 

(19) That the study of methods for the determination of starch in 
flour be continued and that this study include the method proposed by 
the associate referee and also the recently proposed modification of the 
diastase method as suggested by Hartmann and Hillig. 

Approved. 

(20) That consideration be given to the factors for the conversion of 
the percentages of nitrogen into terms of protein in wheat, wheat bran, 
wheat endosperm, and wheat embryo as suggested by Jones^ 

Approved. 

BAKED CEREAL PRODUCTS. 


It is recommended— 

(1) That collaborative study of the tentative method for the prepara¬ 
tion of sample of bread^ be continued. 

Approved. 

(2) That the tentative method for the determination of total solids 
of an entire loaf of bread be further studied. 

Approved. 

1 Cereal Chem., 192«, 3: 194. 

» This Journal 1920, 9; 42. 
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(3) That the tentative method for the determination of total solids 
of the air-dried ground sample^ be further studied. 

Approved. 

(4) That studies of the 130°C. air-oven and other rapid methods for 
the determination of total solids in an entire loaf of bread be continued. 

Approved. 

(5) That the method for the determination of ash in baked cereal 
products^ be adopted as official (final action). 

Approved. 

(6) That the method for the determination of protein in baked cereal 
products^ be adopted as official (final action). 

Approved. 

(7) That comparative studies of the methods for the determinations 
of lipoids (as directed for alimentary pastes) and of fat in bread be 
continued. 

Approved. 

(8) That the study of methods for the carrying out of experimental 
baking tests be continued. 

Approved. 

ALIMENTARY PASTES. 

It is recommended— 

(1) That the tentative method for taking and preparing a sample of 
alimentary paste for analysis^ be studied collaboratively. 

Approved. 

(2) That the tentative method for the determination of total solids 
and moisture (indirect method)- be studied collaboratively. 

Approved. 

(3) That the study of the air-oven method for the determination of 
total solids in alimentary pastes be continued. 

Approved. 

(4) That the method for the determination of ash in alimentary 
pastes'^ be made official (final action). 

Approved. 

(5) That the method for the determination of chlorides in ash as 
sodium chloride^ be made official (final action). 

Approved. 

(6) That the method for the determination of organic and ammoniacal 
nitrogen in alimentary pastes^ be made official (final action). 

Approved. 

(7) That the method for the determination of protein in alimentary 
pastes^ be adopted as official (final action). 

^ This Journal, 1926, 9; 42. 

« Ibid,, 43. 

• Methods of Analysis, A. O. A. C , 1925, 232. 

♦ This Journal, 1926, 9. 44. 
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Approved. 

(8) That the method for the extraction and identification of added 
color in alimentary pastes^ be made official (final action). 

Approved. 

(9) That the acid hydrolysis method for the determination of fat in 
flour^ be adopted as a tentative method for the determination of fat in 
alimentary pastes and subjected to further collaborative study. 

Approved. 

(10) That the method for the determination of lipoids and lipoid 
phosphoric acid (P 2 O 6 )® be studied collaboratively. 

Approved. 

(11) That the modified Kerr-Sorber method for the determination of 
unsaponifiable matter^ be adopted as a tentative method for the deter¬ 
mination of the unsaponifiable matter in the fat of alimentary pastes 
and subjected to further collaborative study. 

Approved. 

(12) That the associate referee study the application to alimentary 
pastes of the method for the determination of water-soluble protein- 
nitrogen precipitable by 40 per cent alcohol in flour^ 

Approved. 


REPORT OF THE REPRESENTATIVES OF THE A. 0. A. C. ON 
THE BOARD OF GOVERNORS OF THE CROP PRO¬ 
TECTION INSTITUTE OF THE NATIONAL 
RESEARCH COUNCILS 

It is the purpose of the representatives to report such investigations 
as are being actively conducted under the auspices of the Institute, so 
that this association may be in a position through the Institute’s presi¬ 
dent, W. C. O’Kane, Durham, N. IL, to learn where and by whom the 
work is being done. 

There follows a list of the organizations which are taking advantage 
of the plan of the Institute, in accordance with which they are meeting 
the expenses incident to research on their products, to ascertain their 
direct or indirect value in combating pests or troubles which interfere 
with the normal output of farm products. 

American Association of Nurserymen: Crown gall. 

Bayer Company Penetration of seed coats by seed-borne parasites, and thallium 
and mercury compounds as insecticides and rodenticides. 

^ Methods of Analysis, A O A. C., 1926, 233. " 

* This Journal, 1926, 9 : 41. 

* Ibid, 40. 

« Ibid , 1926, 8: 441. 

* Presented by J. B. Smith. 
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Copper lefiners- Balbac-h Metals Corj)oration, Goldsmith Brothers Sinelting and 
Refining Company, and Nichols Co])per Company: A fundamental study of the value 
of copper compounds to agriculture. 

B. Ci. Pratt Company: 7'he merits of Scalecide. 

Quaker Oats Company: Furfural derivatives and the value of a promising wound 
dressing for plants. 

Standard Oil Company of Indiana: Eniulsilied si)rayirig oils and cattle sprays and 
household insecticides. 

Standard Oil Company of New Jersey: The usefulness of Flit for climin.'iting house¬ 
hold and livestock ins<*cts, borers, ground animals, etc. 

By coTisiiltation with those who are conducting these researches, many 
of which are of a fundamenUil nature, those who are jiarlicularly inter¬ 
ested may get early information concerning the lines of investigation 
which are underway. 

The following papers on the re.searches of the Institute have been 
published during the year: 

Tisdale, L. K .—Colloidal sulphur: preparation and toxicily, Crop Protection Digest 
No. 8, and Ann. Mo. Bot. Gard. Vol. 12. 

Yoniuj, II. ('.—Colloidal sulphur as a spray material. Crop Protection Digest No. 7, 
and Ann. Mo. Bot. (iard. Vol. 12. 

Ricker., .1, ,7., and Mancie. J. //.—Suggestions on the preparation of apple grafts. 
Bull. No. 9, Crop Protection Institute. 

Any scientific member of this association who has not jf)ined the 
Institute may become a scientific member by conferring with Paul 
Moore, Secretary of Crop Protection Institute, INational Research 
Council, Washington, D. C., and by paying one dollar annually. 

An idea of the breadth of the Institute may be gained by one of its 
purposes, namely: to further co-operation among scientific workers and 
the producers of chemicals; the manufacturers of insecticides, fungicides, 
and other similar materials; the manufacturers of appliances required 
for their use; and the manufacturers, growers, packers, and shippers of 
the foregoing and of plant, animal, and other products. 

Burt L. Hartwell, 

Approved. H. J. Patterson. 

REPORT OF THE SECRETARY-TREASURER. 

By W. W. Skinner (Bureau of Chemistry, Washington, D. C.). 

The work of the office of Secretary-Treasurer has proceeded satis¬ 
factorily because of it s effective and efficient handling by Miss Lapp. 

During the year E. M. Bailey was appointed to fill the vacancy on 
the Committee of Recommendations of Referees and also that on Sub¬ 
committee C CRUsed by the death of Mr. Doolittle. L. E. W^arren was 
appointed to fill the vacancy on Sub-committee B due to the transfer 
of Dr. Bailey. 
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It was necessary to make several reappointments in the list of referees 
and associate referees, but all vacancies were eventually filled except the 
refereeship on Starch Conversion Products under Sugars and Sugar 
Products. The field of those experienced in this line of work is so limited 
that the possibilities were soon exhausted. In this connection, however, 
it might be stated that it is encouraging to receive letters now and then 
from those who desire to collaborate on special work. 

L. H. McRoberts, Bismarck, N. Dak., was appointed as Referee on Ice 
Cream, to take the place of A. C. Dahlberg, and H. A. Lepper took the 
place of H. W. Redfield. Both of these resignations were caused by ill 
health. P. L. Gowen was succeeded as General Referee on Fruits and 
Fruit Products by II. J. Wichmann, and Raymond Hertwig by F. C. 
Blanck as General Referee on Cereal Foods. C. O. Swanson succeeded 
E. L. Tague of Manhattan, Kans., as Referee on the Diastatic Value of 
Flour; G. C. Spencer succeeded Armin Seidenberg as Referee on Chlorine 
in Bleached Flour; and L. E. Warren succeeded A. G. Murray as Referee 
on Apomorphine. 

The usual number of inquiries relating to different subjects and 
methods were received, the majority of which were referred to the 
proper referees. All correspondence tends to show a marked increase in 
interest in the work of the association and especially Methods of Analysis. 
The report of the Chairman of the Board of Editors has emphasized this 
point in showing the details of the sales of this book. 

Not all criticism, however, is favorable. One correspondent censures 
the committee for republishing the Chapter on Distilled Liquors sub¬ 
stantially as it was in the 1920 edition. The answer was l,o the effect 
that there was even some doubt about including this chapter and the 
chapters on beers and wines because of their small interest to agricul¬ 
tural chemists, but that before another edition they would be brought 
up to date or eliminated. 

At the meeting of the Executive Committee last evening, the Secretary- 
Treasurer reported cash on hand of $1,056.71 and suggested the advisa¬ 
bility of investing $1,000.00 of said funds in some interest-bearing 
security. The committee then authorized the treasurer to invest this 
amount in some easily convertible security. 

The Executive Committee approved the continued cooperation with 
the American Public Health Association in the preparation and publica¬ 
tion of the Standard Methods for Milk Analysis and appointed the 
Chairman of the Board of Editors'and the General Referee on Dairy 
Products a committee with power to act in this matter. 

The Executive Committee approved the following new associate 
refereeships: On methods for the determination of proteins in milk 
products, on methods of analysis of flourine compounds, on methods for 



1927] skinner: report of the secretary-treasurer 


85 


the determination of the less common metals in soils, on methods for the 
determination ()f ihe less common metals in plants, and on qiialitalive 
tests for dairy products. 

The passing of our worthy colleague and past president, R. E. Doolittle, 
has been commented upon by others, and proper resolutions will be pre¬ 
pared and presented to the association. A suitable biographical sketch 
will be published in The JoiirnaL The great work that he ac complished 
for the A. 0. A. C. cannot be over-emphasized. The association honored 
him and itself by elec'ting him president two years ago. 

Mr. Doolittle had a fine sense of the value of the leaven of play in 
daily work, and so he would have enjoyc^d this meeting, whic^h has beam 
unusual in that some sessions of levity have beem injected into the usual 
business proewdings. Mr, Chairman, it is suggested that this little 
group of friends of Mr. Doolittle rise and stand for a moment in silence 
in honor of his meunory (period of silence). 

The finaiu'ial statcTuent shows little change. Sixty-one institutions 
have paid dues (‘ornpared with (>9 last year, but this diflerence is ac¬ 
counted for by the fact that bills were not sent out until late in the year 
and several have paid their dues since the books were closed, October 
1, 1926. 

The detailed statement will be found on p. 53. 

It has bc'en recjuc'sled that the following invitation be preseiiled to the 
association: 

Dear Doctor Skinner: 

On behalf of the Organizing Committee of the International Congress of Soil Science 
an invitation is extended to the Association of Ollicial Agricultural C^hemLsts to partici¬ 
pate in the met^tings of the Congress to be held in Washington, D. C , on June 13 to 22, 
1927, and it is recRiested that the association appoint a committee to cooperate with 
the Organizing Committee in making the necessary arrangements and canning out the 
plans for the meetings of the Congress. 

Very truly yours, 

(Signed) Oswald Schrkiner, 

Chairmariy Washington Section. 

W, IT Macinlire: The Organization Committee requested me to say 
a word in connection with this invitation. This gathering of interna¬ 
tional soil scientists, to be held in Washington next June, has been 
designated as the First International Congress of Soil Science. Strictly 
speaking, it is the fifth, for we have had four meetings on somewhat 
similar lines in different cities in Europe. As an outgrowth of those 
meetings, the International Congress was formed, and it will convene 
annually. America received the honor of having the president through 
the selection of Dr. J. G. Lipman. 

This Congress has been accorded official recognition, and on that 
authority the Secretary of State has issued invitations to all the foreign 
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governments. Delegates are expected from all these countries, and their 
expenses will be paid and provided for by their respective governments. 
We propose to utilize this opportunity to show these representatives 
something of the life and the industries of America. We also propose 
to take 300 of the officials designated as representatives across the 
continent and to show them the wonders of California. We shall have 
a special train for which $160,000 will be raised. One-half of that 
amount has ah-eady been pledged. The meeting will be for a period of 
10 days. Invitation is extended to members of this association to join 
the transcontinental journey, which will first go to the southern part of 
the country and then up the Pacific coast. Of course, we are unable to 
care for the expenses of our own people; they must be borne individually 
or by the several organizations, but we have already enough people to 
fill two special trains. Unusual entertainment will be provided, and we 
believe that this is a splendid opportunity for the scientists of this 
country to meet with the scientists of other countries. On the request 
of this Committee on Organization, Mr. President, I move that such a 
committee as requested be appointed from this association. I presume 
it will be designated the Committee on Collaboration, and that its 
function will be to extend greetings to the Congress when it convenes 
here. 


It was moved, seconded, and carried that a committee of three be 
appointed, on which the incoming president will be an ex-officio member, 
to represent this association at the International Congress of Soil Science 
next June. 


ANNOUNCEMENT OF THE FIRST INTERNATIONAL CONGRESS 
OF SOIL SCIENCE. 

In accordance with the decision of the Fourth International Conference 
of Soil Science, which met in Rome in May, 1924, the first meeting of the 
International Congress of Soil Science, then organized, will convene on 
June 13, 1927, in Washington, D. C. The congress will be followed by 
a field excursion to visit the various important soil belts in the country. 
Opportunity will also be given to the delegates to acquaint themselves 
with various agricultural industries, some of the leading agricultural 
experiment stations, and in general with the agricultural resources of 
the United States. 
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The association is made up of six international commissions, which 
are given with the Ameri(‘aii representatives, as follows: 

I. Commission on Soii Physics C. Davis, Bureau of Soils, Washirifi^ton, D. C. 

II. Commission on Soil Chemistry. — Dr, M. M. MeCool, E. J^ansirif^, Mich. 

III. Commission on Sod Bacteriology — Dr S. A. Waksman, New Brunswick, N. J. 

IV. Commission on Soil Ferldily. — Prof D. B. lloagland, Berkeley, Calif. 

V. Commission on Nomrnclaturf\ CAa.^fsiJication, and Cartography ~ Dr. C. F. Mar- 
but, Bureau of Sf)ils, Washington, D. C. 

VI. Commission on the Application of Soil Science to Land Cultivation -Dr S. H. 
McCrory, Bun'au of Agricultural Engineering, Washington, D. C. 

Iilach commission is now^ working on th(‘ ]ire}jaration of its own pro¬ 
gram. Some of the sessions will be devoted to the congress as a whole 
or to combined meetings of more than one (‘ommission, while a number 
of sessions (5 to 8) will be devoted to llie special sessions of eath com¬ 
mission. 

Th(' program of eacli commission will consist of papers presented liy 
invitation by outstanding in\estigators in the respective fields, and of 
papers presented by various workers in the diffenuit branches of soil 
science, members or non-members. Titles of the papers to be presented 
and brit'f abstracts in English, French, and (ierman should be sent on 
or before December first to the respective chairman, to the American 
representati\e of the commission wdiere the paper is to be presented, or 
to the president of the association, who will have the paper forwarded 
to the chairman of tlie corresponding commission. 

This congress will bring tog(dhcr in this country, for the first time in 
its history, all those that are interested in the dilTerent probhuns of soil 
classification, soil analysis, fertilization, and treatment, as well as the 
relation of the soil to plant growth. Extensive exhibits of various soil 
types (monolithic columns, in respective horizons) from Europe and 
America, apparatus used in soil analyses, soil microllora and niicro- 
fauna, etc., will be held during the congress. 

Dr. J. G. Lipman of INew Brunswick, N. J., is president, and Dr. 
D. J. Hissink of Groningen, Holland, is secretary. 


REPORT OF COMMITTEE TO COOPERATE WITH OTHER 
COMMITTEES ON FOOD DEFINITIONS. 

This committee respectfully submits the following report covering the 
proceedings of the Joint Committee on Food and Drug Definitions and 
Standards during the past year: 

The committee held one meeting, the 30th since its organization, 
during the two weeks beginning January 18, 1926. Hearings were held 
on several important subjects, and final action was taken on schedules 
of definitions and standards that have been under consideration for 
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some time past. A conference was held with manufacturers of alimen¬ 
tary pastes, chiefly with reference to the character of raw material 
entering into the manufacture of macaroni and the use of added coloring. 
After considerable discussion on the part of the committee a further 
revision was made of the schedule that was adopted in tentative form 
during the meeting held early in 1925. Definitions were approved for 
the following terms: alimentary pastes, egg alimentary pastes, plain 
alimentary pastes, noodles, egg noodles, and water noodles. The mois¬ 
ture standard of 13 per cent applicable to all alimentary pastes was 
reaffirmed. 

An afternoon session was devoted to a conference with manufacturers 
and State food officials on the subject of so-called process cheese. Much 
valuable information was obtained relative to the moisture and fat con¬ 
tent of these products, the use of emulsifiers and other added substances, 
and methods of labeling. The committee decided after some discussion 
of these subjects to postpone further consideration until a later meeting. 
The flour milling industry was well represented at a hearing held during 
the second week’s session. The chief subject under discussion related to 
the proposed change in the standard for moisture. After a thorough 
examination of the results of investigations that have been conducted 
in recent years relative to the merits of various methods for determining 
moisture, the committee decided to recommend a revision of the present 
definition and standard for flour, in form as follows: 

Flour is the fine, clean, sound product made by bolting wheat meal. It contains 
not more than fifteen per cent (16%) of moistureS not less than one and twenty-five 
hundredths per cent (1.25%) of nitrogen, not more than one per cent (1%) of ash, and 
not more than one-half per cent (0.5%) of fiber. 

This definition and standard has been approved by the Department 
of Agriculture and promulgated in Food Inspection Decision 204, issued 
under date of August, 1926. 

The committee devoted considerable time to a continued discussion 
of the fruit products schedule that was adopted in tentative form during 
the last meeting held in the previous year. The schedule was thoroughly 
revised and finally adopted in form as follows: 

1. Fruit is the clean, sound, edible, fleshy fructification of a plant and is characterized 
by its sweet, acid, and/or ethereal flavor. 

2. Fresh fruit is fruit which has undergone no material change other than ripening 
since the time of gathering. 

3. Dried fruit is the clean, sound product resulting from the evaporation of the greater 
portion of the water from properly prepared fresh fruit. 


^ By **ixioi8ture” in meant the loss in weight resulting from diying in acccnrdance %«ith the vacoum metliod 
of the Association of Officiel Agricultural Chemists. The moisture limit of 15 per oent, thus determined, 
is regarded as equivalent to the former moisture limit of 13.5 per cent, as determined by the water>oven 
method. 

* Thu Journal 1926, 9; 39. 
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(o) The term “sundried” is commonly used to designate the product dried without 
the use of artificial heat. 

(6) The terms “evaporated” and “dehydrated” are commonly used to designate the 
product dried by the use of artificial heat. 

4. Cold-pack** fruit is the clean, sound product obtained by packing, in a suitable 
container, properly prepared fresh fruit, with or without the addition of sugar (sucrose), 
and maintaining it at a temperature sufficiently low to insure its preservation. 

5. Canned fruit is the clean, sound product made from properly prepared fresh fruit, 
'with or without water and/or sugar (sucrose), 

(a) By processing in a suitable, hermeticjilly sealed container, or 

(b) By heating and packing in a suitable container which is then hermetically sealed. 

6. Preservey fruit preservey jam, fruit jarUy is the clean, sound product made by f;(K>king 
to a suitable consistency properly prepared fresh fruit, “cold-pack” fruit, canned fruit, 
or a mixture of two or of all of these, with sugar (sin^rose) or with sugar and water. In 
its preparation not less than forty-five (45) pounds of fruit are used to each fifty-five 
(55) pounds of sugar (sucrose). 

A product in which the fruit is whole or in relatively large pieces is customarily 
designated a “preserve” rather than a “jam.” 

7. Glucose fruit preservCy corn sirup fruit preservcy glucose fruit jarriy corn sirup frud 
janiy is the clean, sound product made by ('ooking to a suitable consistency jiroperly 
prepared fresh fruit, “cold-pack” fruit, canned fruit, or a mixture of two or of all of 
these, with glucose or corn sirup. In its preparation not less than forty-five (45) jiounds 
of fruit are used to each fifty-five (55) pounds of glucose or corn sirup. 

8. Fruit butteP is the sound product made from fruit juice and clean, sound, properly 
matured and prepared fruit, evaporated to a semisolid mass of homogeneous con¬ 
sistence, with or without the addition of sugar and spices or vinegar, and conforms in 
name to the fruit used in its preparation. 

9. Glucose fruit buttery corn sirup fruit buttery is a fruit butter in whiidi glucose, or 
com sirup, is used in place of sugar (sucrose). 

10. Jelly, fruit jelly, is the clean, sound, semisolid, gelatinous product made by con¬ 
centrating to a suitable consistency the strained juice, or the strained water extract, 
from fresh fruit, from “cold-pack” fruit, from canned fruit, or from a mixture of two 
or of all of these, with sugar (sucrose). 

11. Glucose fruit jelly, corn sirup fruit jelly, is the clean, sound, semisolid, gelatinous 
product made by concentrating to a suitable consistency the strained juice, or the 
strained water extract, from fresh fruit, from “cold-pack” fruit, from canned fruit, or 
from a mixture of two or of all of these, with glucose or corn sirup. 

12. Citrus fruit marmalade is the clean, sound, jelly-like product made from the 
properly prepeured juice and peel, with or without the pulp, of fresh citrus fruit, of canned 
citrus fruit, or of a mixture of these, by cooking with water and sugar (sucrose). It 
contains, embedded in the mass, pieces of the fruit peel, with or without portions of 
the pulp of the fruit. 

These definitions and standards have been approved by the Depart¬ 
ment of Agriculture and promulgated in Food Inspection Decision 203, 
issued under date of August, 1926. 

Further attention was given to the subject of Dutch-process or “al¬ 
kalized” chocolate and cocoa, with the result that a definition was finally 
approved and recommended for adoption, as follows: 


^ This item has not been revised. 
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Dutch-process chocolate, ^'alkalized chocolate**, and Dutch-process cocoa, "^alkalized 
cocoa**, are modifications, respectively, of chocolate and cocoa, in that in their manu¬ 
facture an alkali carbonate, or other suitable alkaline substance, has been employed. 

In the preparation of these products not more than three (3) parts by weight of 
potassium carbonate, or the neutralizing equivalent thereof in other alkaline substances, 
are added to each one hundred (100) parts by weight of cacao nibs. The finished products 
conform to the standards for chocolate and cocoa, respectively, due allowance being 
made for the kind and amount of alkaline substance added. 

This definition and standard was promulgated by the Department of 
Agriculture in Food Inspection Decision 202. 

A joint conference was held with representatives of the spice trade 
and members of the Bureau of Chemistry, chiefly with reference to 
standards for Saigon cassia, marjoram, Pedang mace, American sage, 
and coriander seed. The ash standards of these various products were 
given consideration, but no final action was taken. After several years 
of continuous efforts, a final draft was made of the definitions for meat 
and meat products, and the schedule was recommended for adoption 
in the following form: 


a. MEATS. 

1. Flesh is any clean, sound, edible pari of the striated muscle of an animal. The 
term “animal,** as herein used, indicates a mammal, a fowl, a fish, a crustacean, a 
moUusk, or any other animal used as a source of food. 

2. Meat^ is the properly dressed flesh derived from cattle, from swine, from shee'p, 
or from goats, sufficiently mature and in good health at the time of slaughter, but is 
restricted to that part of the striated muscle which is skeletal or that which is found 
in the longue, in the diaphragm, in the heart, or in the esophagus, and does not include 
that found in the lips, in the snout, or in the ears; with or without the accompanying 
and overlying fat, and the portions of bone, skin, sinew, nerve, and blood vcvssels which 
normally accompany the flesh and which may not have been separated from it in the 
process of dressing it for sale. 

3. Fresh meat is meat which has undergone no substantial change in character since 
the time of slaughter. 

4. Beef is meat derived from cattle nearly one year of age, or older. 

5. Veal is meat derived from young cattle one year or less of agt‘^ 

6. Mutton is meat derived from sheep nearly one year of age, or older. 

7. Lamb is meat derived from young sheep one year or less of age*. 

8. Pork is meat derived from swine. 

9. Venison is flesh derived from deer. 

b. MEAT BY-PRODUCTS. 

1. Meal by-products are any clean, sound, and properly dressed edible parts, other 
than meat, which have been derived from one or more carcasses of cattle, of swine, of 
sheep, or of goats, sufficiently mature and in good health at the time of slaughter. 

1 The term “meat” when used in a qualified form, ns, for example, “horse meat”, “reindeer meat”, 
“crab meat”, etc., is then, and then oiJy, properly applied to the corresponding portions of animals other 
than cattle, swine, sheep, and goats. 

* Minimum limits governing the age or the weight or both of these have been fixed by certain States 
and municipalities in the case of calves and lambs to be slaughtered for meat. 
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c. PREPARED MEATS. 

1. Prepared meat is the clean, sound product obtained by subjecting meat to a j)roces8 
of comminuting, of drying, of curing, of smoking, of cooking, of seasoning, or of flavoring, 
or to any combination of such processes. 

2. Cured meat is the clean, sound product obtained by subjecting meat to a process 
of salting, by the employment of dry comnion salt or of brine, with or without the 
use of one or more of the following: Sodium nitrite, sodium nitrate, potassium nitrate, 
sugar, a sirup, honey, spice. 

3. Dry salt meat is the prepared meat which has been cured by the ap{)lication of 
dry common salt, with or without the use of one or more of the following: Sodium 
nitrite, sodium nitrate, potassium nitrate, sugar, a sirup, honey, spice; with or without 
the injection into it of a solution of common salt to which may have been added one 
or more of the following: Sodium nitrite, sodium nitrate, potassium nitrate, sugar, a 
sirup, honey. 

4. Corned meat is th(‘ pn'pared meat whicli has been cured by soaking in, with or 
without injecting into it, a solution of common salt, with or without one or more of 
the following, each in its proper proportion: Sodium nitrite, sodium nitrate, potassium 
nitrate, sugar, a sirup, honey, and with or without the use of spice. 

5. Sweet pickled meat is the prepared meat which has been cured by soaking in, with 
or without injecting into it, a solution of common salt with sugar, a sirup, and/or 
hoiU'y, together with one or more of the following, each in its proper proportion: Sodium 
nitrite, vsodium nitrate, potassium nitrate, and with or without the use of spice 

6. Dried meat is the (lean, sound produc't obtained by subjecting fresh meat or cured 
meat to a process of drying, with or without the aid of artiflcial heat, until a substantial 
portion of th(‘ water has be(‘n removed. 

7. Smoked meat is the clean, sound product obtained by subjecting fresh meat, dritnl 
meat, or cured meat to the dirt'ct action of the smoke either of l)urning wood or of 
similar burning material. 

8. Canned meat is fresh meat or prejmred meat, pa('ked in hermetically sealed con¬ 
tainers, with or without subsecpient h(‘ating for the purpose of sterilization. 

9. Hamburg steak, ''Hamburger steak'\ is comminuted fresh lieef, with or without the 
addition of suet and/or of seasoning. 

10. Potted meat, dniled meat, is the clean, sound product obtained by comminuting 
and cooking fresh meat and/or prepared meat, with or without spic e, and is usually 
packed in hermctii'ally stalled containers. 

11. Sausage meat is fresh meat or prepared meat, or a mixture of fresh meat and pre¬ 
pared meat, and is sometimc's comminuted The term “sausage meal" is sometiiiK's 
applied to bulk sausage containing no meat by-products. 

d. MEAT FOOD PRODUCTS. 

1. Meat food products are any articles of food or any articles that enter into the 
composition of food which arc not prepared meats but which are d(Tiv<'(i or prepari d, 
in whole or in part, by a process of manufacture from any portion of tin* ( arcasscs (»f 
cattle, swine, sheep, or goats, if such manufactured portion be all, or a considerable 
and definite portion, of the article, except such preparations as are for m(‘di< uial pur¬ 
poses only. 

2. Meat loaf is the product consisting of a mixture of comminuted meat wit h spice 
and/or with cereals, with or without milk and/or eggs, pressed into the form of a loaf 
and cooked. 

3. Pork sausage is chopp<?d or ground pork, with or without on(‘ or more of the fol- 
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lowing: Herbs, spice, common salt, sodium nitrite, sodium nitrate, potassium nitrate, 
sugar, a sirup, water, vinegar; and may be fresh, dried, smoked, or cooked^ 

4. Brawn is the product made from chopped or ground and cooked edible parts of 
swine, chiefly from the head, feet, and/or legs, with or without the chopped or ground 
tongue. 

6. Head cheese, mock brawn, differs from brawn in that other meat and/or meat by¬ 
products are substituted, in whole or in part, for corresponding parts derived from 
swine. 

6. Souse is the product consisting of meat and/or meat by-products; after cooking, 
the mixture is commonly packed into containers and covered with vinegar. 

7. Scrapple is the product consisting of meat and/or meat by-products mixed with 
meal or the flour of grain, and cooked with seasoning materials, after which it is poured 
into a mold. 

Following the customary procedure, these definitions and standards 
were approved by the Department of Agriculture and published in Food 
Inspection Decision 205. 

Some of the definitions were either revoked or revised and amended. 
Revisions and amendments were made in the definitions and standards 
for malt vinegar and wine vinegar in order to make them harmonize with 
the definition for cider vinegar that was adopted and published two 
years ago. The definition for glucose, mixing glucose, confectioner s glu¬ 
cose, was revised and simplified by omitting unnecessary stipulations, 
and in its present wording it is essentially a reaffirmation of the definition 
that has been in effect many years. 

The definitions for gluten flour, self-rising, ''diabetic'' food, and canned 
pea grades, were recommended for revocation. A change was made in 
the definition for sweetened condensed skimmed milk whereby the standard 
for milk solids was lowered from 28 per cent to 24 per cent, and a minor 
change was made in the definition for pasteurized milk. The definitions 
for blended milk and sterilized milk were revoked. These revised and 
amended definitions and standards were approved and published by the 
Department of Agriculture in Food Inspection Decisions 198, 199, 200, 
and 201. 

Julius Hortvet, E. M. Bailey. 

C. D. Howard, 

Committee to Cooperate with Other Corn- 

Approved. mittees on Food Definitions. 

REPORT OF COMMITTEE ON SAMPLING. 

In the 1925 report^, this committee agreed (1) to undertake the prepa¬ 
ration of complete bibliographies on and suggestions for the proper 
sampling of the various types of products, and (2) to undertake the 
preparation of an outline of work for consideration by the various 
referees. 

‘ The definition of other types of sauBages is postponed for further consideration. 

* Thi* Journal. 1926, 9; 107. See also This Journal, 1926, 8; 287. 
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Owing to the vast amount of work involved in the above recommenda¬ 
tion, it has not l>e(‘n possible for the committee to complete its assign¬ 
ment. However, substantial f)rogress has been made and there are ap¬ 
pended hereto five bibliographies covering the literature on sampling of 
soils and liming materials, tanning materials and leathers, s<accharine 
products, foods, and drugs. 

The committee believes that the work outlined at the 1925 meeting 
can be completed during the coming year and, therefore, recommends 
its continuation. 


Approved. 


F. C. Blanck, 

R. J\. Brackett, 
J. W. Kellogg, 
F. W. Zerban, 

A. J. Patten, 


A. G. McCall, 

R. W. Frey, 

J. W. Sale, 

A. E. Paul. 

('ommittee on Saniphng, 


MEMOR.\NDPM ON SAMPLING OF SOILS. 

By A. G. McCall and R. R. McKibbin (I^aboralory for Soil Investigations, Univer¬ 
sity of Maryland). 

It is apparent that even when a large sample of soil is ooll(.*cted in the field it is 
didicult to obtain one fully representative of the area under study, and unless great 
can* is taken in handling the sample in tht* laboratorv the results of analysis ma> ha\e 
little \ alue. 

If it were possible to have homogeneous soils over wide areas, with no gravel or 
organic matter of any size scattered through them, the didiculties of getting a repre¬ 
sentative sample would be minimized. As it is, however, soils vary widely in their 
content of sand and gravel and stones, and in the amount of undecomposed or semi- 
decomposed organic debris. 

No attempt is made to include the sticks and stones in the chemical analysis of a 
soil. However, the coarse particles are weighed separately, and the analytical results 
a^'e expressed in terms of the entire soil and not in terms of the fine earth separate only, 
although the latter is the only portion included in the chemical analysis. 

One of the early workers in the field, Johnston (10)b directs that the sample be oven- 
dried in its natural state at the temperature of boiling water and then that “an un¬ 
weighed portion of the soil in its natural state be introduced into five or six ounces of 
boiling distilled water in a tlask and kept at a boiling temperature with occasional 
shaking for a quarter of an hour“. Presumably this treatment was designed to get 
all the soil constituents into solution. 

About sixty years ago WoKT (19), a (jcrman worker, directed that the air-dried soil 
be freed from stones, passed through a 3 mm. mesh sieve, and kept in glass bottles bt^fore 
it was used for chemical analysis. 

The German worker Schonc^ defines “Feinerde” as the material passing th.rough a 
3 mm. mesh sieve, while Knops^ defines it as the soil passing through a one ({uarter 
millimeter mesh sieve. In 1875 the American, Rurchard (2), ga\e the following direc- 

‘ Numbers used in text refer to Inbliography 

2 liber Schluiimianulysc und einen neuon Schlnmmupparut, p. 01 Rerhn, 1S07 

• Die Bonitieruug der Ackorerde L«Mpi:iK. IS72. 
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tions as to the handling of a soil sample prior to chemical analysis: “A pound or two 
of the specimen is air-dried, carefully triturated in a porcelain mortar with a wooden 
pestle, and sifted through a screen, the meshes of which are 0.8 millimeter in diameter**. 
He took 15 to 20 grams of the fine earth, dried at the temperature of boiling water, for 
mechanical analysis. For chemical analysis, apparently, the air-dried sifted soil was 
used. 

In 1881 Laufer and Wahnschaffe^ defined “Feinerde** or “Feinboden**, that is material 
ready for chemical analysis, as soil that will pass through a 2 mm. mesh sieve. 

The father of the Association of Official Agricultural Chemists, Wiley (17), directs 
the removal of all stones, gravel, emd screening through a 1 or 2 mm. mesh sieve. He 
does not insist upon washing the coarse fractions. 

Grondeau (5) gi\es the following complete directions for the handling of the sample 
wh(‘n brought into the laboratory for analysis: “The contfiiner is examined to sec 
whether the soil is dry or moist. If too moist, air-dry it; if dr> in lumps, add a little 
distilled water, pulverize the lumps, and air-dry. The (ondition of the soil for spread¬ 
ing out to dry is Ix’st governed by the operator’s expcTienc'e 

“Take one kilogram of air-dry soil and screen it; it is only that soil passing through 
Screen No. 1, i. e., apertures of one square millimetre, that is ehemically analyzed. 
Calculations are always made to the weight of the unscreened sample.” 

Another French worker, Deh6rain (3), directs that 200 grams of soil be placed on a 
1 mm. mesh screen. The screen is shaken and thus most of the fine material runs 
through. The remaining part must be triturated gently in a mortar so as to make sure 
that all the concretions of fine soil are broken up and >i‘t none of llu' coarser fractions 
are brokem. Then the residue' on the screen is weighed. 

Yet another French worker, Guillin (6), gives the following directions: “2 kilograms 
of the soil should be placed on a brass plate and dried at 100°C. One kilogram of the 
dry soil is placed in a vessel with enough distilled water to coAcr it. After two hours 
the lumps and concretions have broken down and it is possible by screening to separate 
the finer soil from the coarser. The mixture of soil and water is now decanted on a wire 
screen having ten meshes to the centimeter, i. e., 1 mm. mesh, and 20 centimeters in 
diameter. With a wooden spatula the soil is moved about and a fine jet of distilled water 
played on it. 

“Thus all the finer material goes through the screen and all the coarser remains on it. 
Only 500 cc. of water should be necessary per kilogram of soil. 

“The fine and coarse separates are dried in porcelain evaporating dishes. Then the 
fine separate is triturated in a mortar and is used for clieraical analysis. Tlie coarse 
separate is weighed and the relative amounts of fine and coarse estimated. Express the 
analytical results in terms of the entire soil.’* 

English methods of sampling soils are represented by the Ilothamsted method. Hall 
(7) says: 

“When the samples reach the laboratory they arc spread out on shallow trays to 
dry, which process may be accelerated by a gentle warmth, not exceeding 40®C. In 
dealing with stiff soils it is advisable to crumble all the lumps by hand while the earth 
is still somewhat moist. 

“When the whole is sensibly dry the stones are si'parafed by a sieve having round 
holes 3 mrri. in diameter; the material that does not pass the sieve is gently worked up 
in a mortar with a wooden pestle, rare being taken not to break the stones, chalk, etc., 
but only to crush the lumps of earth. Finally, the material ui>on the sieve is roughly 
weighed and well washed in a stream of water till all the fine earth is gone, dried, picked 
over to free it from roots and stubble, and weighed us ‘stones*. To get the proportion 
borne by the stones to the soil, the fine earth is also weighed, an addition being made 
of the weight lost by the stones in washing.** 

^ fjntrrsuchungen Bodens dw* Umgegend von Berlin—Abhaiidltmgftn isur goologischen Specialkarte 
von Preuseen und den ThUnngischen St^oten. Berlin, 1881 Bd III 11. 2, p. 16. 
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The German investigator Mitscherlich (14) recommends passing the soil through a 
sieve with apertures 1.5 mm. square. 

METHODS OP PROCEDURE DISCUSSED. 

The following variations in procedure are noted: 

1. —Drying the soil. 

(a) Most workers air-dry the soil, presumably at room temperature. 

(h) Hall suggests the application of gentle heat, but not higher than 40°C. 

(c) Guillin suggests drying the soil prior to screening at 100°C. 

2. — Screening wel or dry. 

(a) The English and German custom seems to be to screen dry and then wash 
the coarse residue free of fine earth with water. 

(b) The French suggest washing the fine earth through the screen with water. 

(c) The A-inerican custom seems to be to screen dry and not wash the coarse 
residue. 

3. — Size of apertures in screens used. This is the most disputed point: The size 
of aperture recommended varies from 0.25 mm. (Knops) to 3 mm. 

(a) The German and English workers prefer larger apertures than 1 mm. 
Commonly 3 mm. mesh screens are recommended. 

(b) The French and American workers prefer 1 mm. mesh screens. 

4. —Estimation of composition of soil. 

The opinion of workers is unanimous that the fine eartli vseparate should be 
used for ('heiiiical analysis and that the results should be express(*d on the 
basis of the weight of the soil as a whole, that is, the weight of fine and 
coarse separates together. 

While it is true that surface is all inq)ortanl in any consideration of the soil particles, 
yet it is by no means certain that it is the best procedure to pass the fine earth for 
analysis through a 1 mm. mesh screen rather than a larger meshed screen Modern 
ideas as to the soil solution emphasize the importance of the dynamic nature of soil 
equilibria. In making the total analysis of soil c^)mposition it is possible that the fine 
and coarse separates should be triturated, plac^id together, and thoroughly mixed, and 
the analysis made on the iruxture. 

It is believed that the practically universal acceptance of air-dry soil is justified, and 
that it is unnecessary to apply artificial heat. 
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BIBLIOGRAPHY ON SAMPLING TANNING MATERIALS AND LEATHERS. 

By R. W. Freyl 

TANNING MATERIALS. 

Text Book of Tanning, H. R. Procter, 1885, p. 116. 

International Methods for the Sampling and Analysis of Tanning Materials, Soc. 
Chem. Ind., 1898, 17: 6; Chem. tech. Untersuchungsmelhoden, Lunge, 1900, p. 574. 
Die (Jerhstoffe, Dekker, 1913, p. 626. 

Methods of the I. A. L. T. C. adopted at the I.»eed8 Conference, 1902; Princij)leH of 
Leather Manufacture, H. R. Procter, 1903, p. 475. 

Provisional Method for Sampling Tanning Materials, J. Am, Leather Chem, Assoc,j 
1907,2:41; 1908,3:6; 1909,4:121. 

Rules for Sampling Tanning Extracts, R. I^epetit, Collegium, 1910, p. 382. 

The Necessity of Proper Sampling, T. A. Faust, J. Am, Ijcather Chem, Assoc., 1910, 
5: 508. 

Official Methods for Sampling Tanning Materials, J. Am. Leather Chem. Assoc., 1911, 
6:7: 1912,7:56; 1913,8:321; 1916,10:117; 1916,11:553; 1919,14:600; 1921, 
16: 120. 

Exact Method of Taking Samples for Analysis in Tanning, J. Paessler, Cuir, 1912, 5: 
Nos. 3, 4, 5, 6, 8, and 9. 

Discussion of Methods of Tanning Analysis,*/. Am. Leather Chem. Assoc., 1913, 8: 100. 
Sampling of Liquid Tanning Extracts for Analysis, A. Turnbull, Tanner’s Yearbook, 
1913, p. 112; ,7. Am. Uather Chem. Assoc., 1913, 8: 391. 

Report of the Committee on The Question of Sampling, C. W. Norris et al., J. Am. 
leather Chem. Assoc., 1913, 8: 491. 

Discussion of the Report on Sampling, J. Am. Leather Chem. Assoc., 1914, 9: 88. 
Tecdinical Methods of Chemical Analysis, Lunge and Keane, 1914, vol. 3, part 1, p. 464. 
wSampling jind Preparation of Fresh Tanning Materials, H. C. Reed, J. Am. ij^ather 
Chem. Assoc., 1921, 16* 620. 

Report of French Coininitlee on Quantitative Tanning Analysis, G. Hugonin, ,/. Soc. 
Uather Trades Chem , 1923, 7: 318. 

Official Method for Sampling Tanning Materials, ,7. Soc. Leather Trades* Chem., 1924, 
8: J30. 

Official M(thr)d for Sainyrling I’anning Materials, J. Int. Soc. Leather Trades* Chem., 
1926,10.39 

Note on Sampling Tanning Matf rials, Iveather, etc., for Analysis, H. G. Bennett, J. Int. 
Soc. Leather Trades* ('hem., 1926, 10 : ,57. 

Methods of the American Leather Chemists Association (published in loose-leaf book 
form). 

LEATHERS. 

Analysis of Leather, ,1. Pa(‘ss!cr, Suit synd. gen. de Jnd. (Jiiirs et Peaiix, 1900, p. 843. 

La Tanrierie, Meimier and Yaney, 1903, p. 392. 

Sampling of Hides and Skins, V. Nicolardol, BiiU. Soc. Chim., 1908, 3; 513. 


J W. D. Edingtoii gave asaistance in compiting the bibliography. 
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Leather Analysis, U. J. Thuau, Cuir, 1909, 2: No. 22, 507; No. 24, 555; 1910, 3: 
No. 2, 17. 

Analysis of Vegetable Tanned Leather, H. Sichling, Collegiurn, 1910, f). 327. 

Leather Rendi’ment and Examination, W. Appelius and L. Alansteften, Lederteehn. 
Rundschau, 1910, pp. 385, 393, 401; Collegium, 1911, pp. 133, 137, 145. 

Leather Rendement and Examination, L. Jablonski, Lederteciin. Rundschau, 1911, 
p. 41. 

The Composition of Leather from Different Parts of the Hide, and the Importance of 
a proper Sample for Analysis, C. R. Oberfeil, ,/. Am. leather Chem. Assoc.^ 1912, 
7: 27. 

Report of the International Commission on Leather Analysis, U. J. Thuau, Collegium, 
1912, p. 500. 

Technical Methods of Chemical Analysis, Lunge and Keane, 1914, vol. 3, part 1, 498. 

The Specific Gravity of L<‘ather and Its Commercial Application, O. Ri(‘lhof, ,/. Am. 
Leather Chem. Assoc., 1915, 10; 45(). 

Drawing of Samples of Leather in Tanyards, J Soc. leather Trades' Chem., 1918, 2: 87. 

Swedish Government Regulations, Proclamation No. 207, May 8, 1919. 

The Sampling and Preparation of Sole and Harness Leather for Analysis, F. II. Small, 
J. Am. Leather Chem. Ai’.soc., 1920, 15: 475. 

Sampling of Leather and Its Preparation for Amdvsir^—Commit tee Report of 1921, 
F. 11. Small et al., ./, Am. [.eather ('diem. Assoc., 1921, 16* 394. 

Leather Analysis, P. Charnbard, (hur, 1921, 10* 100. 

Notes on Leath<T A^nalysis, R. Sansone, Cnir, 1921, 10 396. 

Report of French Committee on Leather Analvsis, M. P. Charnbard, J. Soc J^eather 
Trades' (diem., 1921, 5: 313, (Juir, 1921, 10; 418. 

ProfK)sed Piovisional Method for Sampling Leather, J. Am. Leather Chem. Assoc., 
1922, 17- 150. 

Sampling of l.i'ather for Chemical Analysis, R. C. Rowker and E L. Walhuc, J. Am. 
leather ('hern. Assoc., 1922, 17* 217. 

Report of the (Committee on Leath<T Analysis, M. P. C-harnbard, ./ Nor Leather Trades' 
LV/rm , 1922, 6-358. 

ICxaiiiination of Leather, L Jablonski, (’(»llegium, 1922, pp. 53, 91) 

\(‘W' Sf)ecifi('ations for Leather for Army Shoe Manufacture, ('uir, 1923, 12 118. 

Sp(‘c5fications for L<‘ather for the French ArniN, Mav 18, 1923, p 29, (hiir. 1923, 12 36t). 

C.hrome Lt*ather^—(Commit te<' Ib'port foi 1921, A. C. Orthmann <9 al , J \m. Leather 
LVavn. 4.s,sor., 1924, 19. 191. 

L’nited States (ioNcrument Master SfMH‘if)( ation for Leather Belting, Fedciril St)c(‘ifica- 
tions Board, Bureau of Standards (’ircular No 1 IS. 

Enited Stales (lOvtTiuncnt Mast(‘r Spe( dication for Sole I^ealhtT, Fcd(‘ral Spcvifica- 
tions Roald, Bureau f)f Standards ('ircular No 198. 

Enilt'd States <iovermuent Master Specification for Upholstery Leather, Federal Speci¬ 
fications Board, Bureau of Standards (arcular No. 212. 

United Stales (lovcMunant Mast(*r Specification for Laec' Leather, Federal Specifica¬ 
tions Board, Buncni of Standards Cdrcular No. 213. 

Vi’gelable Sole Licither Anahsis, ,1. B Blockex, ,/. Soc. Leather Trades' (Jhem , 1925, 9; 
307. 

Provisional Methods of the ('./ccho-Slovakian Section for the Amdvsis and Testing of 
Vegetable Taunt'd Leather, ,/. Soc Leather Trades' (diem., 1925, 9 380 

Swt'dish Lt'gislation on the Diading of Ltcither and Methods of \nalvsis, Cuir Tech , 
1926,15:282. . 

Olliidal Methods for Analysis of Vt'getable Tanned Leather, (diir Tech., 192(), 15; 375. 

Alethods of the .American Leather CJiemists Association (published in loose-leaf book 
form). 


BIBLIOGRAPHY ON SAMPLING OF SACCHARINE PRODUCTS. 

By F. W. Zerban. 

Official instructions for the sampling of raw sugars, sirups, and molasses imported 
into the United States are found in Document No, 2470, U. S. Treasury Department, 
Division of Customs, Articles 3 to 22, reprinted in Circular 44 of the Bureau of Stand¬ 
ards (1914). Essentially the same methods are used by the sugar trade in the United 
States; cf. C. A. Browne, A Handbook of Sugar Analysis, Chapter I, pages 3-14, 
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Methods of sampling raw sugars in different countries are described by Wiechmann 
in Intern. Sugar J., 1917, 9: 18-28. 

Ofbcial methods of sampling prescribed in Germany are given in Frubling’s Anleitung, 
9th edition, by A. Hbssing,—for raw sugars on page 126, for molasses on page 189, and 
for l)eet8 on page 242. 

Sampling of the various saccharine materials produced in the manufacture of sugar 
from the beet and the cane is fully discussed in several books, such as 

G. L. Spencer — HandlKX)k for Cane-sugar Manufacturers and their Chemists. 

G. L. Spencer .—Handbook for Chemists of Beet-sugar Houses and Seed-culture 
Farms. 

Association of Hawaiian Sugar Technologists .—Chemical Control of Cane Sugar 
Factories. 

IJ. C. Prinsen Geerligs .—Chemical Control in Cane Sugar Factories. 

Comments: In the judgment of this writer, the association is interested in the 
sampling of those products which appear in the trade, such as sugars, sirups (including 
glucose and honey), and molasses, but not in the methods of sampling intermediary 
sugar factory products. Practices in the sampling of the former products are well 
established. Some improvement could probably be effected in the sampling of liquid 
products, especially when the latter are contained in large storage tanks. Whether 
methods of sampling sugar cane and sugar beet should be taken up by the association 
is a debatable question. 

BIBLIOGRAPHY ON SAMPLING FOODS. 

By F. C. Blanck. 

The trier compared with the wedge method of sampling tub butter. Ellenbcrg and 
Guthrie. J. Dairy Sci., 1925, 8: 80. 

German Commivssion for the (Teation of uniform methods of examination for the fat 
industry. Chem. Urnschau. Fetle, Dele, Wachse u. Ilarz.,, 1925, 32* i89. 

Methods of analysis for the trade in fats, oils, and oil seeds. The Netherlands Union 
for the Trade with Fats, Oils, and Oil-seeds at Rotterdam. Z. deuL OUFelGlnd 
1925, 45: 65. 

Standard methods of analysis for the oil and fat industry. International Committee. 
Z. deui. 6l-Fett-Ind., 1924, 44: 403, 431. 

Sampling Committee (A. O. C. S.) 1923 Report. Cotton Oil Press, 1923, 7, No. 2: 34. 
Report on eggs and egg products. This Journal, 1922, 6: 4. 

Des prel^vement.s; hnir technique en vue des examens bacteriologiques, cliirniques, 
parasitologiques et biologiques. Legeay and Liot. 

The examination of artificial and natural honeys, beet syrups, etc. Chem. Ztg. 1921 
45: 661, 681, 685, 711. 

The sampling of milk. J. Dairy Sci., 1921, 4: 350. 

Oil Sampling Committee (A. O. C. S.) Report. Cotton Oil Press, 1921, 5, No. 1: 54. 
Standard methods for the sampling and analysis of commercial fats and oils. Richard¬ 
son, et al. J. Ind. Eng. Chem., 1919, 11: 1161. 

The function of the chemical engineer in the biscuit and cracker baking industry 
Lippert. Chem. Met. Eng., 1920, 22: 893. 

Effect of methods of extraction on the composition of expressed apple juice, and a 
determination of the sampling error of such juices. Haynes and Judd. Biochem. J 
1919, 13: 272. 

Sampling Committee Report 1923-24. J. Oil and Fat Industries, 1924, 1: 46. 

SAMPLING APPARATUS. 

Triers for sampling flour. This Journal, 1925, 8: 424. 

New apparatus for investigating potatoes, grain, and their products. Chem. Add., 
1916, 3: 199. ^ 
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SAMPLING DRUGS. 

(Brief suininary of literature consulted.) 

By Arthur E. Paul. 

The available material to be presented this year has l>een grouped and arrangedjin 
accordance with the following outline: 

Crude drugs—balk 

Roots, leaves, herbs, barks. 

Seeds, berries. 

Dry^ resins, gums. 

Semi-solid resins, oleoresins. 

Crude drugs—packages 
Pharmaceuticals 

Liquids.—Bulk, bottles. 

P<jwders.—Bulk, packages. 

Semi-solids.— Extracts, masses, plasters, ointments. 

Pills ~Tal>lels. 

Ampoules. 

CRUDE DRUGS—BULK. 

The firsi thing to Im‘ decided in sampling this class of products would seem to be the 
number of units to Ik* s(*lected from a given lot. It has recently been proposed that, for 
certain classes of foods, the number of units should equal, approximateh, the square 
root of th(‘ nund)er available. This seems, in the majority of instances, to lx? a suitable 
system. More sf)ecilic suggestions are fiiade in par. 7 of a report dated 5/20/19, pre¬ 
pared for the Central District by A. E. Paul, B. G. Hartmann, and II. L. Schultz, and 
in the report by H. L. Schultz, 7; 19/17, Sampling of Import Foods. 

ROOTS, LEAVES, HERBS, BARKS. 

A luarkei^l step forward was taken by L. J. Schwartz in the development of methods 
for satisfactorily sampling this most perplexing group of substances. He presented 
his work during thi* Sf)ring meeting, 1925, of the American Drug Manufacturers Asso¬ 
ciation, New York. The important feature of his paper was a cut of a cylindrical trier, 
the end of which is provided with a cutting edge or with saw teeth. It may be equipped 
for either hand or electrical use. It removes a core 1 { inches in diameter. 

Certain limitations are mentioned by Schwartz, and it is pointed out that his device 
is not satisfactory for sampling heavy barks and roots, such as yohimbe, hydrangea, 
or gentian, nor for material baled under high pressure, such as Japanese insiict flowers. 
In tJiis connection, it is believed that in order to make the tool to meet the needs of 
various products, it should be provided witli an assortment of tips. It is suggested 
that at least some of these tips be made of tool steel and that there be at least one tip 
with saw teeth set in the manner of an ordinary saw. This style might l>e satisfactory 
for heavy barks and thick roots as well as for solidly packed materials. It is amsidered 
that attention, on the committee’s part, to this entire matter of sampling roots, barks, 
and herbs by means of this device, would be desirable. 

Schwartz makeis no suggestions in his paper relative to the number of cores to be 
taken from a single bale, but it would seem that the total sample should not be less 
than 500 grams. The number of cores from each bale would, therefore, vary with the 
number of bales to be sampled. This committee might profitably work out specific 
details for sampling lots consisting of varying numbers of units. 
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From this point, it would seem that the directions beginning on page 463 of the U. S. 
Pharmacopeia will apply. It is considered, however, that these directions, particularly I, 
are not clear and that they should be restated. Particular attention is called to the 
phrase “1 cm. or less in any dimension”. If interpreted literally, it will lead to an 
incorrect conclusion, although consideration of II will, undoubtedly, correct the difh- 
culty. Nevertheless, it is considered unfortunate that this vagueness exists. 

SEEDS, BEBRIES. 

Relative to the number of units to be sampled, the general square-root principle is 
suggested, and the general U. S. Pharmacopeia directions mentioned alx>ve are quite 
applicable. 

It seems to be the general opinion that these products are sampled most satisfactorily 
with a trier. Probably a series of triers should be employed in order to be generally 
usable. Useful suggestions are made in Central District’s report on sampling, May 
26, 1919, pages 15, 16, and 18. Thcvse may be applied preliminary to the U. S. Pharma¬ 
copeia details beginning on page 463. 

DRY RESms, GUMS. 

The directions given in Central District’s report on sampling. May 26, 1919, pages 
19 and 20, agree very well with those given in Schultz’s report of July 19, 1917, page 7, 
and it is believed that they may be considered sufficiently satisfactory to be used in 
connection with the U. S. Pharmacopeia directions. 

SEMI-SOLID RESINS AND OLEO RESINS. 

Attempts are made in both above mentioned reports, pages 14 and 7, respectively, 
to make useful suggestions. These appear to be the best available at this time, altliough 
in his report on crude drug sampling Schwartz indicates 1-hat promising work is in 
progress in connection with certain members of this group. 

CRUDE DRUGS IN SMALL PACKAGES. 

Crude drugs are frequently put up in compressed form in 1 pound packages. These 
packages may be the ultimate units, or they may consist of 16 one ounce packages. 
In any event, it would seem that the square-root rule should prevail, and that a repre¬ 
sentative portion of each be made up into a composite sample. This may then be 
treated according to the U. S. Pharmacopeia, beginning with page 463. 

PHARMACEU17CALS. 

LIQUIDS. 

Liquid drugs are not usually put up in large containers, and particular attention need 
hardly be devoted to this class of product. If large, the containers ordinarily may be 
shaken, and a desired quantity drawn off; if small, an appropriate number of units 
may be taken. In its final report, it may be desirable for the committee to prepare a 
statement relative to the quantity of sample desired for analysis, and the number of 
units to be secured or sampled—for different classes of compounds—sizes of units, and 
size of shipment. Some desirable suggestions are made on pages 9 and 10 of the Central 
District Committee’s report. 

POWDERS. 

Whether in bulk or in packages, no special difficulties present themselves. The 
Hquare-root principle, and the principles laid down in the U. S. Pharmacopeia, p. 463, 
will be quite applicable. 
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SEMI-SOLIDS. 

Substances falling into this group are probably the most difficult to deal with in 
connection with the question of sampling. If they are sufficiently soft, they may, of 
course, be mixed with a stick or [)addle until uniform, but if they are too thick and sticky 
for such mixing, they present a most perplexing problem. Asafoetida is an extreme 
example. Suggestions arc given by Schultz in liis report of July 19, 1917, page 7, b, and 
in Central District Report, May 26, 1919, page 39. But there is a doubt that these are 
at all sufficient, and it is suggested that this group be divided into very small groups or 
even individual items and details evolved by the committee to assist in properly sampling 
this group. 

PILLS—TABLETS. 

In connection with the sampling of these classes, and particularly of tablets, the fol¬ 
lowing suggestions were made by the writer on January 20th, 1925, under I. S. Nos. 
19555-56-V: 

1. — In rase of unils containing WOO or more tablets. In such instant'cs there is usuall\ 
secuied onl\ one unit. 

Open and cautionsl\ nii\ the (‘iitin' contents, being careful not to inutilat(‘ the tablets 
unn<*('essarilv, and di\i(Jc into two parts. One of thesf' should In* of such size «is to 
represent a liberal sub;>aint)le for the original analyst- I sually one-third will be satis¬ 
factory. Return th(* other portion to the original bottle and seal lor iis(* b\ chei k 
anaivst, or in any manmT whiih may subsequently appt'ar necessary Accuratt'ly 
woigli th(‘ anaKst’s subdi\ision and count the indi\idual tablets. Jdiis will gi\ e the 
exact a\eiage weight [ler labh'l (irind and mix the entire subsam])le and weigh out 
portions for analysis. 

2. --In case of units containing f(H)~500 tabtets. 

If mon* than one unit has l>een colleeted, weigh the entire (‘onli'iits of om* unit, count 
the tablets, grind to a line jiowder, and weigh out portions of the powder for analysis. 

If only one unit is availab!t‘, but there is suffi('H*nt matiTial to warrant subdi\iding, 
proce(‘d as directed under 1 If it is not con.sidered that there is sufliciiTit material to 
warrant subdividing, pr<Kt‘ed as directed above. 

3. — In case of small units, such as tubes of hypodermic tablets. 

In such instances a number of units are usually available. Choose such number of 
units as will constitute a satisfactory analvst's sample. Reserve the re^t of (la* tubes 
for ( beck analysis or sin h purpose as may subsequently appear necessarv. 

Weigh all the tablets in all the tubes of the analyst’s subdivLsion, and count the 
tablets. Cirind, and weigh out portions for analysis. 

4. — Tablets containing small dosages, as for example, 11JOO grain, of actire ingredient. 

In such instances, the number ()f tablets required for a single determinatiim may be 

so large as to render grinding unn<‘ces.sary. An entin^ bottleful, or one-half a bottleful, 
may be required. Under such circumstances, count the tabhds and use them directly 
for the determination. The weight may well Im' recorded also 

AMPOEl.ES. 

It would seem that ampoules should l>e considered in a class by themselves. Each 
unit is in effect a treatment, and (‘ach should be perfect in every way. It would hardly 
seem necessary to secure, in each case, as many units as would be desirable in the case 
of other preparations. It would rather seem that such number of units as would be 
needed for analysis, check analysis, and any other emergency, might be sufficient. 

Since practically no information is given in the literature relative to proper sampling, 
this subject should be given careful consideration by this committee when work on the 
drafting of final methods is undertaken. 
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REPORT OF COMMITTEE TO CONSIDER THE ADVISABILITY 
OF STUDYING METHODS FOR THE ANALYSIS OF PAINT. 


No formal report was prepared. The chairman of the committee made 
the following remarks: 

W. F. Hand: I have no report to make as the association did not 
have an opportunity to vote on the report of the committee last year. 
I was unable to be here but I sent the report to Dr. Skinner, and through 
some delay it was not delivered to him in time. However, the report and 
recommendations were published in The Journal with an explanatory 
note^ 

Your committee has done considerable work collecting information on 
paint, and it seems very evident that we have a field of usefulness here. 
There is no harmony of view, however, with reference to law and regu¬ 
lation, and it seems to us that it will be difficult to stimulate any enthu¬ 
siasm until more paint work is done by the various State departments. 
There are about 20 States having paint laws, and these Slates are 
represented here, but it is true that the laws are not being very fully 
enforced, and that there are few published data that refer to the work 
that has been done. It will be difficult to do any systematic work until 
we obtain better information with reference to what the law and regula¬ 
tions should be with regard to the inspection of these products, but we 
believe that finally this matter will develop until it will require a separate 
section of the association. 

However, the committee wishes to repeat the recommendations made 
last year, which are as follows: 

(1) The appointment of a permanent committee of five members interested in paint 
and oil control work. 

(2) That the Paint Committee be instructed to begin cooperative work with the 
State departments engaged in paint law enforcement with the view to developing a 
suitable law or laws; to bringing about the uniformity of laws; and to developing and 
unifying regulations, definitions, and standards where necessary. 


1 Thu Journal, 1926, 9 ; 107. 
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(3) That the cwiirnittee be asked to cooperate in the development of methods of 
paint (‘xarnination and anal^'sis, to seek (cooperation of paint chemists within this 
association’s membership and elsewhere; and to cooperate with the work of the Com¬ 
mittee on Protective C'tjatinps of the American Society for Testinji^ Materials with the 
view to developing suitable prot t dures for the evaluation of paints, oils, and paint 
produets. 

Appioved. 

REPORT OF COMMITTEE ON BIBLIOGRAPHY. 

It may be remembered that last year the Committee on Bibliography 
was continued as a permanent committee. The report for this year is 
one of progress. 

The committee was very fortunate in securing the following assistants: 
B. B. Ross to prepare the review on Potash, R. N. Brackett for the work 
on Phosphoric Acid, H. B. McDonnell for the work on Nitrogen, F. D. 
Fuller for the work on Cattle Feeds, W. H. Maclntire for the work on 
Soils, and C. C. McDonnell for the work on Insecticides. 

The plan that was being developed by Mr. Doolittle and the chairman 
was to have a review and bibliography for each of the chapters in Methods 
of Analysis. It. had xjroceeded to a point where a number of additional 
people had l)een selected, and certain correspondence had been had with 
them. It was interrupted by Mr. Doolittle’s untimely death, as the 
chairman was expecting him to work out the outline for the men on 
the remaining chapters. The very last letter received from him was 
about this matter of the bibliography. The work will go forward, it is 
expected, and will follow out the plan presented last year. It was not 
the thought, however, that the reports of the reviewers would be pre¬ 
sented before next year. It is planned to have all these reviews in shape 
by the time of publication of the next edition of Methods of Analysis. 

W. W. Skinner, H. D. Haskins, 

G. S. Fraps, W. W. Randall. 

F. P. Veitch, 

Committee on Bibliography. 

Approved, 


REPORT OF COMMITTEE ON CONSTITUTION AND BY-LAWS. 

B. B. Ross, the chairman of this committee, was obliged to leave the 
association before presenting any report. The following report was given 
by a member of the committee: 

F, P- Veitch: As Dr. Ross had to leave, he requested me to present 
the report. When the members of the committee got together to con- 
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sider the suggested changes in the by-laws, it seemed there were so many 
places where some change appeared, on the surface, to be necessary, and 
so many different interests to be considered, that it was felt that nothing 
final could be done at this time. Instead, the committee offers these 
recommendations: 

(1) That the membership of the committee be increased to five, with a view to secur¬ 
ing representation from the chief groups of ^workers interested in the activities of the 
association, and 

(2) That the report of this committee as to proposed amendments, or modifications 
of provisions of the constitution and by-laws be published in the last number of The 
Journal of this association issued in advance of the next meeting of the association. 

In this way the matter may receive the careful consideration of each 
individual member, and the committee will not be obliged to make any 
decisions without time for consideration. It is hoped that everyone will 
give this matter thorough consideration and that the association may 
take the proper action when this report comes up next year. 

Approved, 


REPORT OF AUDITING COMMITTEE. 

The Auditing Committee has examined the accounts of R. W. Balcom, 
Chairman of the Board of Editors, covering the period from October 15, 
1925, to October 1, 1926, and found the same to be correct as reported. 

The committee has also examined the accounts of W. W. Skinner, 
Secretary-Treasurer, covering^ the period from October 15, 1925, to 
October 1, 1926, and found the same to be correct as reported. 

H. B. McDonnell, 

J. B. Weems. 

Auditing Committee. 

Approved. 


REPORT OF NOMINATING COMMITTEE. 

The committee desires to present the following names: 

President: W. H. Macintire, Agricultural Experiment Station, Knox¬ 
ville, Tenn. 

Vice-President: Oswald Schreiner, Bureau of Plant Industry, Wash¬ 
ington, D. C. 

Secretary-Treasurer: W. W. Skinner, Bureau of Chemistry, Wash¬ 
ington, D. C. 
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Executive Committee: E. M. Bailey, Agricultural Experiment Station, 
New Haven, Conn.; L. D. Haigh, Missouri Agricultural Experiment 
Station, Columbia, Mo. 

Julius IIortvet, F. C. Blanck. 

A. J. Patten, 

Nominating Committee, 

It was moved, seconded, and carried that the secretary be directed to 
cast a unanimous ballot for the officers nominated. 


W, H. Macintire: Mr. President, and Members of the Associa¬ 
tion: One thing I noticed in our retiring president’s announcement. 
Usually he is exceedingly careful as to terminology, but he announced 
us as “candidates” rather than as “nominees”. I would, therefore, like 
to say that we were not candidates. He also failed to ask us whether 
or not we would accept; he seemed to be very sure that we would. 

Now, I have just enjoyed going through the proceedings of this asso¬ 
ciation for a number of years, because of an assignment in working up 
a certain bibliography. I find you have had forty-two presidents and 
forty-two acceptances. I think it is rather dangerous to create a prece¬ 
dent, and I do not feel that I should do so by declining this honor. I 
realize, however, my own limitations, and when I look over the past, I 
feel that the honor accorded me isn’t fully merited. 1 thank you for 
your good fellowship. I think your good fellowship is more generous 
than your judgment is dependable. Nevertheless, I shall try lo serve 
you. I should like, Mr, President, to have you continue to preside dur¬ 
ing the remainder of the meeting. 

REPORT OF COMMITTEE ON RESOLUTIONS. 

Mr. President and Members of the Association: 

The committee records with deepest sorrow the death of one of the 
most honored members of the association, Roscoe Edward Doolittle. 
He died at his home in Evanston, Ill., April 25, 1926, at the age of 51. 

Words are inadequate to express the sense of loss of this co-worker, who 
for 25 years has been an active member of this organization, serving wi(h 
distinction in every position of honor within its gift,^—as referee on vari¬ 
ous subjects, chairman of its most important committees, editor of its 
publications and, in 1924, as its prcwsident. 

Mr. Doolittle was born in Michigan and was graduated from the 
Agricultural College of that State. After special preparation in food 
analysis at Ann Arbor, he served as analyst for the Michigan Dairy and 
Food Commission for eight years, entering the Bureau of Chemistry in 
1904 in charge of the New York laboratory organized for the inspection 
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of imported food products. His judgment and experience proved of 
greatest value when the food and drugs act took effect. He remained 
in charge of the New York laboratory until 1911, when he became a 
member of the Board of Food and Drug Inspection and, in 1912, the 
acting chief of the Bureau of Chemistry. After the establishment of 
inspection districts he was successively in charge of the Eastern and 
Central Inspection Districts. 

In all of those varied positions he exercised rare ability, judgment, and 
tact, and his personality was such as to endear him to his associates. 

He was a member of the American Chemical Society, the American 
Association for the Advancement of Science, the American Pharma¬ 
ceutical Society, the American Public Health Association, and the Asso¬ 
ciation of Official Agricultural Chemists. He was a tireless and con¬ 
scientious worker with keen judgment and high ideals. 

He gave freely of his thought and energy to this association and the 
Book of Methods will remain a lasting monument to his memory. 

The committee recommends the adoption of the following resolutions; 

Resolved, That this association desires herewith to record its high 
estimate of the distinguished services rendered by Roscoe E. Doolittle, 
not only to this organization but for the promotion of the public welfare, 
and to express its profound sorrow at his death. 

Resolved, That the foregoing resolution be printed in the proceedings 
of this association and that a copy, including the preamble, be sent to 
the family of our deceased friend and associate. 


The committee also recommends the adoption of the following reso¬ 
lutions ; 

Resolved, That this association extend its felicitations to its honorary 
president, Harvey W. Wiley, on this occasion of the 20th anniversary of 
the adoption of the Food and Drugs Act, to proffer its congratulations 
upon his record for long and distinguished services to this association 
and as a public benefactor, and to express its thanks for the stimulating 
influence of his presence at this meeting. 


Resolved, That this association desires to express to its president, 
W. W. Randall, its sincere appreciation of the gracious and efficient 
manner with which he has conducted this anniversary meeting. 


Resolved, That this association tender its sincere thanks and apprecia¬ 
tion to W. W. Skinner, W. S. Frisbie, Miss Marian E. Lapp, and her 
charming assistants, whose joint labors have so largely contributed to 
the success of this meeting. 
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Resolved, That this association is greatly indebted to the chairman of 
the Board of Editors, R. W. Balcom, and to his associates for the progres¬ 
sive and efficient manner in which The Journal of this association has 
been conducted, and desires to congratulate them upon its success. 


Resolved, That the thanks of this association be and are hereby given 
to the management of the New Willard Hotel for the use of its halls as 
a place of meeting and for the many courtesies extended to its members. 


Approved. 


A. S. Mitchell, James W. Kellogg. 
F. D. Fuller, 

Commitiee on Resolutions. 


The Thursday morning session continued until 1 p. m., when all the 
reports had been presented. No afternoon session was held. At 2 p. m. 
members and visitors look a trip to Arlington and Mount Vernon. 

The proceedings for Monday, Tuesday, and Wednesday will be pub¬ 
lished in Nos. 2, and 4 of Volume X. 



CONTRIBUTED PAPERS. 

A RAPID METHOD FOR THE DETERMINATION OF STARCH. 

By 0. S. Bask (Department of Chemical Hygiene, School of Hygiene and 
Public Health, The Johns Hopkins University, Baltimore, Md.). 

PRELIMINARY EXPERIMENTS. 

A little preliminary work showed that cold and relatively concentrated 
hydrochloric acid is capable of dispersing starch into a clear or slightly 
opalescent but filterable solution, out of which the starch can be pre¬ 
cipitated or coagulated quantitatively by approximately two volumes of 
alcohol. These reactions have been used as the basis for a rapid and 
apparently accurate method for estimating starch directly instead of in¬ 
directly in the form of reducing sugars. 

Starch seems to undergo no deep seated changes in this process of 
acid dispersion, followed by alcoholic coagulation. It still gives the 
characteristic blue color with iodine, and it has no reducing action on 
Fehling’s solution. The only noticeable changes in the starch are that 
the original morphology or identity of the grains has been destroyed 
and that the starch itself has been rendered water-soluble. With cold 
water it forms an opalescent solution. If this opalescent solution is 
centrifuged a flocculate settles in the bottom of the tube, leaving a per¬ 
fectly water-clear supernatant solution which continues to give an intense 
or deep blue color with iodine, and which has no reducing action on 
Fehling’s solution. Apparently the flocculate is alpha amylose, which 
constitutes about 15 per cent of the starch grain and occurs mainly in 
the outside layer. The supernatant water-clear liquid can be nothing 
else than a solution of beta amylose, which represents the remaining 85 
per cent and interior of the starch grainL 

Very little consideration seems to have been given to the action of 
cold and relatively concentrated hydrochloric acid on starch, although 
Wiley (1914)2 mentions a method for estimating starch by its optical 

» ADOtber interesting property of this coagulated starch is that it will form a so-called “arlihcial milt,” 
or permanent suspension, when treated in the same manner that emulsions or suspensions of hydrophobic 
colloids are stabilized by hydrophilic colloids, which are then designated as protective An illustration 
is the familiar stabilization of oil in water emulsions by gums like gum acaciu In that case the oil is 
rubbed in a mortar with the gum and a small quantity of water until a distinctive and characteristic 
cracking sound is heard. The resulting product when diluted and stirred with water forms a fiermanent 
emulsion or so-called “artificial milk” due to the protective action of the hydrophylic gum on the hydro- 
phobic oil. When the above acid-dispersed and subsequently alcohohcalJy coogulated starch isnihhctd in 
a mortar with approximately its own weight of water a^similar crabking sound is beard within a few moments. 
If the starch is then stirred up in water an “artificial milk” results. This starch milk is such a permanent 
and stable dispersion that prolonged centrifuging has no apparent effect on it. A plausible explanation 
of its structure is that the hydrophobic alpha amylose has broii penpanenJly dispersed and suspended by 
the protective action of the hydrophylic beta amylose. Accordingly in this starch milk the positions of 
the ^pha and beta aroylosee with respect to one another are the reverse of what they are in nature. In 
the original and natur^ starch grains the alpha amylose coats the beta amylose. but in the above milk 
the beta amylose coats the ahpha amylose 

* Principles and I^ractice of Agricultural Analysis, 2nd ed., Vol. 3, p. 287. 
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activity when dissolved in concentrated hydrochloric acid. Such a 
solution of starch is water clear. When starch is treated with slightly 
dilut(‘d acids, opalescent solutions result. This opalescence grades into 
turbidity as more diluted acids are used. 

In all these solutions starch undergoes a gradual hydrolysis, which 
may be demonstrated by simple and well-known tests. The rate seems 
to vary rather dir(‘rtly with the concentration of the acid, and obviously 
also with the temperature. At room temperature (20° 22°C.) a solu¬ 
tion of starch in concentrated hydrochloric acid will re^ct positively 
with iodine for a period of 33-50 minutes, after which the test is nega¬ 
tive, indi(.‘ating a complete hydrolysis of the starch into more simple? 
carbohydrates. In three volumes of concentrated hydrochloric acid and 
one of water the blue starcdi iodide reac?tion is positive for 3 to 4 hours; 
in two volumes of concentrated hydrochloric acid and cvne of water the 
reaction is positive for 5 to 6 hours; and in equal volumes of concentrated 
hydrochloric acid and water the reaction is positive for 24 hours. 

tinder these ('onditions the negative iodine reaction marks the end 
rather than the b(‘ginning of a hydrolyzing proc^ess, which must be 
avoided in order to (coagulate the starch quantitatively by means of 
alc'ohol. It was necessary, therefore, to asc'ertain conditiems of acid 
dispersion which would not involve any hydrolysis of starch sufficient to 
prevent its complete coagulation by alcohol. Obviously in such acid 
dispersions the onset of starch hydrolysis is a matter of time, tempera¬ 
ture, and acid concentration. The higher the temperature or acid con¬ 
centration the shorter will be the time within which hydrolysis begins 
to set in. No attempt was made to determine any large number of 
combinations of these three factors, namely, time, temperature, and acid 
concentration, under which starch could be recovered completely from 
a hydrochloric acid solution by means of alcoholic coagulation. Con¬ 
sideration was confined to those combinations which showed promise of 
making the simplest and the most rapid technique for estimating starch 
with reasonable accuracy. For this reason time and acid concentration 
were standardized on room temperature (20°-25°C.), which preliminary 
experiments had shown to be satisfactory for this purpose. 

Acid concentration was first considered. Obviously the optimal con¬ 
centration would be the lowest concentration capable of dispersing starch 
grains into filterable solutions at room temperatures, since this concen¬ 
tration would have the slowest hydrolizing action on starch. Further¬ 
more, this lowest possible concentration would also have the least, action 
on celluloses and hemicelluloses. In order to determine this concentra¬ 
tion the following experiments were performed: About 0.1 gram of corn 
starch was placed in each of a series of test tubes. Just enough water 
(3 or 4 drops) was added to each tube to moisten the starch, for in the 
dry condition starch cakes or lumps when brought into couUk t with 
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acid sufficiently concentrated to disperse it. To the first tube was added 
15 ml. of a solution of hydrochloric acid containing 22 grams of hydrogen 
chloride per 100 ml. solution; to the second tube was added 15 ml. of a 
solution of hydrochloric acid containing 20 grams of hydrogen chloride 
per 100 ml. solution; to the third tube was added 15 ml. of a solution of 
hydrochloric acid containing 19 grams of hydrogen chloride per 100 ml. 
solution; and to the fourth tube was added 15 ml. of a solution of hydro¬ 
chloric acid containing 18 grams of hydrogen chloride per 100 ml. solu¬ 
tion. In the case of each tube the contents were stirred immediately 
after the acid was added. The starch in the first and second tubes 
dispersed into clear though slightly opalescent solutions almost as soon 
as the stirring was started. The starch in the third tube dispersed with 
the same completeness after a few moments’ stirring. The starch in the 
fourth tube reacted rather indefinitely; even after prolonged stirring 
some of it appeared unaffected, although a large part of it had un¬ 
doubtedly been dispersed. These tests were next repeated on two dif¬ 
ferent wheat starches and then on a potato starch. The reactions of 
the wheat starches were essentially the same as those of the corn starch. 
However, the potato starch dispersed in more dilute solutions. A hydro¬ 
chloric acid solution containing 18 grams of hydrogen per 100 ml. solu¬ 
tion sufficed to produce an almost water-clear dispersion of this starch, 
and a hydrochloric acid solution containing 16 grams of hydrogen chloride 
per 100 ml. solution produced of this particular potato starch a dispersion 
which was clearer, or at least less opalescent, than the dispersions of the 
other starches in solutions containing 18 grams of hydrogen chloride 
per 100 ml. 

These rather simple tests indicated that the ability of cold hydro¬ 
chloric acid to disperse starch depends upon a rather critical concen¬ 
tration. In case of the starches examined, this concentration is approxi¬ 
mately 19 grams of hydrogen chloride per 100 ml. solution when applied 
to starch previously moistened with a volume of water, which represents 
about 1 per cent of the volume of the acid added. It may be mentioned 
at this point that in these preceding experiments care was taken to add 
a volume of acid of which the starch-moistening water represented about 
1 per cent. This was done in anticipation of a similar dilution of the 
dispersing acid by the residual wash water contained in the analytical 
sample to which the dispersing acid would be applied. In other words, 
the concentration of the dispersing acid was standardized on the basis 
of a subsequent 1 per cent dilution by residual wash water contained 
in the analytical sample to which the dispersing acid would be applied. 

In order to ascertain whether dispersions of starches in acids contain¬ 
ing 20-21 grams of hydrochloric acid per 100 ml. solution were filterable, 
particularly whether a Gooch asbestos filter would retain or filter out 
any of the apparently dispersed starch, the following test was made in 
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duplicate: A one gram portion of wheat starch was moistened with 1 ml. 
of water and then dispersed in 99 ml. of hydrochloric acid containing 
20 grams of hydrogen chloride per 100 ml. The dispersion was then 
allowed to stand for about 10 minutes, after which it was filtered through 
a previously oven-dried and weighed Gooch asbestos filter. This 10 
minute interval was allowed since it was apparent that in the proposed 
method for estimating starch at least 10 minutes would elapse from the 
time the acid comes in contact with the starch until filtration is started. 
The Gooch filter, after the starch dispersion had passed through it, was 
washed twice with fresh portions of the same acid solution, then twice 
with water, and finally once with alcohol and once with ether. It was 
then dried in the drying oven, cooled, and weighed. The resulting data 
are as follows: 

No. 1 No 2 

grams grams 

Weight of crucible after filtration. 13.9913 13 9904 

Weight of crucible before filtration. 13 9873 13 9868 

Residue . .0040 .0036 

The residues in the crucibles, it will be notic^ed, represent 0.4 per cent, 
or less, of the original starch. However, this residue failed to give a blue 
color with iodine so that it probably consisted of non-starch material 
pres('nt in the sample. This non-starch material may have been the same 
as refinery mud which has Ix'en described by Nelson and Taylor^ In 
that case it may be concluded that starches dispersed in the above 
manner are filterable. In all subsequent work there was no evidence 
that acids of the above concentrations failed to disperse previously 
moistened starches into filterable solutions under the above (‘onditions, 
although acid solutions containing as low as 20 grams of hydrogen 
chloride per 100 ml. solution produce starch dispersions which filter more 
slowly than do dispersions in acids containing 21 grams of hydrochloric 
acid per 100 ml. of solution. The former dispersions seem to be somewhat 
more viscous than the latter. For this reason it was decided to specify 
arbitrarily 20.5-21,0 grams of hydrogen chloride per 100 ml. as the limits 
of variability in the hydrochloric acid to be used for dispersing starch 
in the proposed technique. In order to allow an extra quota of hydrogen 
chloride to satisfy any acid-binding capacity of proteins in the sample, 
it is probably advisable to use hydrochloric acid solutions whose con¬ 
centrations border on high limit, that is, 21 grams of hydrogen c hloride 
per 100 ml. of solution. 

It is interesting to note, at this point, that hydrochloric acids of the 
above concentrations have no significant action on celluloses and hemi- 
celluloses at ordinary room temperatures. Evidenc^e to that effec t can 


» J. Am. Chem. Sae., 1920, 42 : 1726. 
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be produced conveniently by the use of starch-free wheat bran prepared 
from ordinary commercial bran by washing out the greater part of the 
starch and removing the rest by heat gelatinization and diastatic action 
followed by water extraction. Such bran, although it contains 10-12 
per cent of crude fiber and 20-30 per cent of pentosans, yields with the 
above hydrochloric acid solutions an extract from which nothing pre¬ 
cipitates when it is poured into two volumes of alcohol. This extract 
also gives a very doubtful or negative Molisch test. 

The next point to be investigated was the time limit within which 
starch could remain dispersed in hydrochloric acid under the above 
conditions without undergoing hydrolysis sufficient to prevent its com¬ 
plete coagulation by alcohol. One-half gram portions of wheat starch 
previously moistened with 0.5 ml. of water were dispersed in 50 ml. 
portions of hydrochloric acid solutions containing 21 grams of hydrogen 
chloride per 100 ml. of solution. These solutions were maintained at 
different temperatures ranging from 20°-25°C. and for varying time 
periods up to one hour. The solutions were then poured into a little 
more than two volumes of alcohol. The resulting mixture was stirred 
until flocculation of the starch seemed complete. After the flocculate 
had settled out a portion of the supernatant solution was decanted 
through a Gooch filter and tested for carbohydrates by the Molisch 
reagent. It was impossible to distinguish sharply between a negative 
and a positive Molisch reaction. However, it appeared that filtrates 
from those coagulated starches that had previously remained dispersed 
in the acid for 45 minutes at 25°C. gave a faintly positive reaction for 
carbohydrates. On the other hand, a distinctly negative reaction was 
given by the filtrates from starches that had been coagulated after 
being dispersed in the acid either for a shorter period or at a lower 
temperature. No differences could be detected in the reactions of wheat, 
corn, and potato starches to these tests. Therefore, in all probability, 
starches dispersed in hydrochloric acid solutions containing 21 grams of 
hydrogen chloride per 100 ml. solution at 25°C. for a period less than 
45 minutes or at a temperature lower than 25°C. for 45 minutes may be 
coagulated quantitatively by means of alcohol. 

In developing this method other problems and considerations of rela¬ 
tively minor importance arose. They are indicated and explained 
adequately in the following text of the method and the appended notes. 

THE METHOD. 

Transfer 1-4 grarns (1) of the material, which must be finely ground, to a funnel 
fitted with a 7-9 cm. filler paper, and extract successively with washed ethyl ether, 
10 per cent alcohol (2), and water, using the solvents in the order named and filling 
the filter four or five times with each solvent. After the wash water has drained out, 
transfer the material, together with the filter paper (3), to a 60 ml. beaJter. Add 10 
or 11 drops of cold (4) hydrochloric acid containing 20.6-21.0 grams of hydrogen 
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chloride per 100 ml. solution. Then tarnp the material by means of a heavy stirring rod 
with a flattened end 15 mm. in diameter. Continue this tamping until the contents 
of the beaker have been converted into a paste entirely free from lumps. Then add 
20-25 ml. of the same cold hydrocliloric acid and stir until a smooth and uniform sus¬ 
pension results. Transfer this suspension to a 100 ml. volumetric flask tliat has pre¬ 
viously been recalibrated so as to allow for tlie volume occupied by the Alter paper. 
Rinse the beaker with fresh portions of the same hydrochloric acid solution and add 
the rinsings to the 100 ml. flask; finally fill the flask to tlie mark with the same acid 
solution and mix the contents thoroughly by shEddng. Filter the contents with the aid 
of suction through a Gooch crucible fitted with a dry asbestos mat, and two-thirds 
full of dry and fluffy asbestos, and receive the filtrate in a small dry suction flask (6). 
Transfer by means of a calibrated pipet, 50 ml. of the filtrate into a 200 ml. beaker 
containing 110-115 ml. of 96 per cent alcohol (7). (This step must be completed within 
35 minutes of the initial contact of the acid with the starch, in order to avoid any appre¬ 
ciable hydrolysis of starch (8).) Immediately after tlie 50 ml. pipet has drained com¬ 
pletely, but not until then, stir the resulting mixture continuously for about 1 minute, 
or until the precipitate has flocculated rather completely. Set the beaker aside imtil 
the precipitate has settled, then decant (9) the supernatant liquid through a Ciooch 
crucible previously fitted with an asbestos mat and brought to a constant weight. In 
this decantation hold tlie prexupitate back in the beaker as completely as possi})l<5 in 
order to avoid a slow filtration (10), and then wash it fin the beaker) with two or three 
successive If) ml. portions of 70 per cent fby \oliime) al(‘ohol, then once w ilh per cent 
alcohol (11), decanting each portion through the Gooch crucible. In this washing 
tamp and disintegrate the flocculated starch by means of a heav y stirring rod flattened 
on the end in order to remove occluded impurities, particularly hydrochloric acid, 
which, if not washed out, will cause a charring of the starch in the subsequent drying 
at 100® or 130°C. After washing with the 96 per cent alcohol, transfer the precipitate 
to the Gooch by means of 96 per cx*nt alcohol from the wash bottle, and finally wash 
the precipitate once with 20-25 ml. of ethyl ether, preferably anhydrous. Dry the 
crucible with contents for one hour at 130°C,, at 100°C. in vacuo, or at 105®C. atmos¬ 
pheric prCvSHurc to a constant weight Cool 20-30 minutes in a desiccator provided with 
phosphoric anhydride or freshly ignited calcium oxide, and weigh as stiirch. Because 
of the great hygroscopicity of the starch the crucible must be ('overed when weighed, 
but it is not necessary to provide each crucible with a separate cover; the same cover 
con be kejit in the balance ciise and used for all weighings. 

Until familiarity has been acquired with tJiis technique, it will be advisable to test 
the acid-alcoholic filtrate for starch by means of iodine, and for carlvohydrates in 
general by Molisch’s reagent. Both tests sliould be negative. Qualitative tests for 
proteins, such as the Biuret test, Millon’s reaction, and Uie Ninhydrin test, may be 
applied to the precipitated starch after it has been weighed. These tests should also 
be negative. 

ROTES. 

1. It is desirable to start with a sample tJiat represents 0.5-1.0 gram of starch. The 
quantity of starch finally weighed will then vary from 0.25-0.5 gram. 

2. If the material is wheat flour, it may be advantageous to destroy some of its 
gluten-forming properties by two or three extractions with 70 per cent (by volume) 
alcohol, after extracting with 10 per cent alcohol and before extracting with water, or 
70 per cent alcohol may be used in place of the 10 per cent alcx)hol, thereby omitting 
the 10 per cent alcohol entirely. Be certain that the water has removed all the alcohol 
before the material is treated with hydrochloric acid. 

3. The bulk introduced by the filter paper may be reduced somewhat by tearing 
away the folded portion that has not been in contact with the material. 
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4. The temperature of the acid must not exceed 22°C. during any part of the deter¬ 
mination. Lower temperatures are not objectionable. A convenient way of keeping 
the temperature of the acid below the required limit is to keep the bottle in the ice box. 
It will then have a temperature around 10°C. From such a temperature the acid will 
ordinarily not rise above 20® or 22°C. within 36 minutes, even on a warm summer day. 

5. These values denote concentrations of gaseous hydrogen chloride. They should 
be checked by titration and must not exceed the specified limits; 0.6 ml. of this acid 
should be equivalent to 28 1~28 8 ml. of 0.1 iV acid. 

6. The loose and fluffy asbestos prevents a clogging of the mat by proteins and other 
gummy substances. 

7. If the alcohol is added to the acid starch solution a large portion of the precipitated 
starch will stick tenaciously to the walls of the beaker. This difficulty is avoided en¬ 
tirely by adding the acid starch solution to the alcohol. 

8. Cold hydrochloric acid containing 20-21 grams of hydrogen chloride per 100 ml. 
hydrolyzes starch slowly, but the extent of hydrolysis during the first 30-45 minutes 
of contact does not seem to be appreciable, as indicated by tests for sugars in the acid- 
alcohol filtrate. 

9. The coagulated starch will occasionally rise to the top of the acid-alcohol solution 
if allowed to stand for any length of time. Decantation and, consequently, filtration 
also will then be very slow and difficult. In order to avoid such a situation the de¬ 
cantation should be started immediately after the coagulated starch has settled to the 
bottom of the beaker. 

10. Precipitated starch in contact with 70 per cent alcohol is mucilaginous or gummy 
in its consistency and in this form will clog a Gooch filter, but the same starch whtm 
treated with 95 per cent alcohol becomes granular. In this fonn it has no appreciable 
retarding effect on filtration. 

11. In order to get a more complete effect of the dehydrating action of strong alcohol, 
the starch is washed once in the beaker with 96 per cent alcohol before being transferred 
to the Gooch crucible. 

APPLICATION TO PURIFIED STARCHES. 

This method was first applied to raw or iingelatinized starches of 
wheat, corn, and Irish potato. These starches had been prepared, puri¬ 
fied, and desiccated by methods which have been described by Hermano 
and Rask (1926)^ In applying the method to these starches the pre¬ 
liminary washings or extractions with ether, dilute alcohol, and water 
were omitted, as these had been included in the final purification of the 
starches. One gram samples, therefore, were transferred directly to the 
50 ml. beaker, after which sufficient water (1.0-1.5 ml.) was stirred into 
the sample to moisten it or to make a stiff raw paste. This paste was 
then stirred into 25-30 ml. of the cold hydrochloric acid containing 20.5- 
21.0 grams of hydrogen chloride per 100 ml. of solution, and the resulting 
dispersion was transferred to the 100 ml. volumetric flask, the transfer 
being made quantitatively by means of additional portions of the hydro¬ 
chloric acid solution. From this point the method, as given previously, 
was followed, except for the following additional procedure: Weighed 
Gooch crucibles were used in the filtration of the acid-starch dispersion 
as well as in the subsequent filtration of the alcoholic coagulated starch. 


1 Cereal Chem ,, 1926, 3: 361. 
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After the 100 ml. acid-starch dispersions had passed through these cruci¬ 
bles they were washed with a fresh portion of the same hydrochloric acid 
solution, then with water, 95 per cent alcohol, and absolute ether, and 
finally dried in the oven, cooled, and weighed. This additional step was 
introduced in order to ascertain whelher the acid-starch dispersion was 
completely filterable or whether any of the starch would be filtered out by 
an asbestos mat of this type. No other changes were made in the method 
in applying it to these starches, which were afterward analyzed for their 
non-starch constituents by official methods of the Association of Official 
Agricultural Chemistsb except in the case of combined fat, which was 
assumed to be 0.5 per cent. The results are given in Table 1, 

Table 1. 

Besulis on purified starches, 

WWKAT Pf>TATO CORN 

BTARCH BTARriI HrAlUH 




per cent 

per cent 

per cent 

Starch . 


93 18 

93 26 

96 00 



93 50 

93.70 

90 14 

A.vorago . . . . 


93 37 

93 48 

90 07 

Moisture . 


4 62 

4 19 

2 35 

Protein . 


0 23 

0 34 

0 40 

Ash. 


0 06 



Combined fat (assumed) . 


0 5 

0 5 

0 5 

Total . 


98 78 

98 51 

99 32 


Perhaps the most conspicuous values in Table 1 are the totals. These 
show recoveries which are probably as complete as can be expected from 
materials of this kind. The slight discrepancies betw^eim the totals and 
100 per cent may be due in part to possible errors in delermining moisture. 
It is possible that the official method of drying at lo0°C. for one hour 
does not expel the last traces of moisture from starch. These discrepancies 
may also be due in part to combined fat, w^hich has been assumed to be 
0.5 per cent. This value was assumed because Nelson and Taylor (1920) 
showed that starches contain at least this amount of fat that cannot, be 
removed by ordinary ether extractions. However, the data of these 
investigators do not show that the amount of such fat is not greater, as 
may have been the case in the above starches. 

There are other and more direct evidences of the efficiency of this 
method in recovering starch than those contained in Table 1. Some of 
these evidences were supplied by the weighed Gooch asbestos filters 
through which the acid-starch dispersions were filtered. These filters 
gained 0.0020 to 0.0040 gram as a result of this step. These weights 


» Methodt id Analysis, A. 0. A. C., 1925. 










116 ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS [VoL X, No. 1 

represent 0.2 to 0.4 per cent of the original samples. These percentage 
values are insignificant since they no doubt come within the limits of 
probable accuracy of the method. More significant is the fact that this 
material in the Gooch asbestos mat and represented by these gains in 
weight failed to give a blue color with iodine. It was, therefore, not 
starch, but more probably “refinery mud“ which has been discussed by 
Nelson and Taylor. Accordingly, no starch can be regarded as lost or 
removed in the filtration of the acid dispersion. 

Other evidences of a complete recovery of starch by this technique 
were the uniformly negative tests on the acid-alcoholic filtrates for starch 
by iodine, for reducing sugars by Fehling’s solution, and for carbohydrates 
in general by the Molisch reagent. These negative reactions preclude a 
partial hydrolysis of starch into products not coagulable by alcohol, an 
incomplete coagulation of starch itself by alcohol, a partial solubility of 
the coagulated starch in the washing solutions, viz., 70 per cent and 95 
per cent alcohol and absolute ether, and any inability of the asbestos 
mat to retain the coagulated starch. As no other possibilities of starch 
losses are conceivable, the recovery of starch by this technique may be 
regarded as complete and quantitative. 

SPECIFICITY OF THIS METHOD FOR STARCH. 

Three different procedures were used for determining the extent to 
which this method is specific for starch. The first consicted of applying 
the method to biological products that are known to be free from starch. 
In this case specificity is indicated by the absence of any coagulum such 
as is formed by starch. The second involved application of the method 
to a synthetic mixture containing a known quantity of starch. Spec¬ 
ificity is then indicated by a yield of starch equal to the quantity of 
starch known to be present in the mixture. The third procedure con¬ 
sisted of testing the purity of coagulated starches obtained by means of 
the method from products of relatively complex composition. In that 
case specificity is indicated by the extent to which non-starch substances 
are absent. 

The starch-free substances to which the method was applied for the 
purpose of ascertaining its specificity for starch according to the first 
procedure were starch-free bran, of which mention has already been 
made, cottonseed meal, and a mixture of approximately equal parts of 
cottonseed meal and powdered water-soluble egg albumin. None of 
these products gave the slightest coagulum when subjected to the pro¬ 
posed method for estimating starch. Both the cottonseed meal by itself, 
and the mixture of it and the water-soluble egg albumin failed to give 
any coagulum even when their preliminary extractions with ether, dilute 
alcohol, and water were omitted. Obviously these experiments demon- 
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strate that the method possesses a very high specificity for starch. They 
show that none of the numerous and complex constituents of the above 
products are coagulated by the method. 

Even though the non-starch constituents are not coagulated directly 
by this method it seemed possible that some non-starch constituents 
might be occluded or adsorbed to an appreciable extent by starch in the 
process of its coagulation by alcohol. In order to test this possibility the 
second procedure of ascertaining specificity was employed, in which the 
following experiment was carried out in duplicate. One gram of the 
corn starch listed in Table 1 was transferred to a funnel fitted with a 
7 cm. filter paper. Over this 1 gram of starch was placed 0.6 gram of the 
cottonseed meal mentioned previously. The contents of the funnel were 
then subjected to the method, including the preliminary extractions with 
ether, dilute alcohol, and water. The results were 96.02 per cent and 
96.18 per cent of starc-h. By reference to Table 1, it will be noticed that 
these percentages are practically identical with those given by the starch 
itself in the absence of cottonseed meal. It seems very probable, thiTC- 
fore, that the adsorbing or occluding capacities of starch coagulated by 
this method are negligible, at least for all ordinary analytical purposes. 

The third procedure of testing the specificity of the method for starch 
consisted of determining the nitrogen and ash contents of coagulated 
starches which had accumulated as a result of a rather general use of 
the method for determining starch in whole wheat, wheat germ, and 
wheat flour in the laboratory. Nitrogen was determined in duplicates, 
each consisting of 2 grams of the coagulated starch. The official Kjel- 
dahl method, in which mercuric oxide is the catalyst, was used. The 
results were 0.053 per cent and 0.040 per cent of nitrogen. These are 
equivalent to less than 0.3 per cent of protein, a quantity which can be 
regarded as insignificant, because it does not affect analytical results 
beyond the limits of accuracy of the method. 

Ash was determined by a direct incineration of the coagulated starch 
in the original Gooch crucibles, into which the starch had been filtered. 
Each of the^e crucibles had been ignited previously in order that ash 
might be determined in this manner. In no instance was a weighable 
ash obtained. 

These few and simple tests warrant the conclusion that celluloses, 
hemicelluloses, proteins, and mineral matter are not likely to be present 
in starch as coagulated by this method. It must be realized, how^ever, 
that there are such wide natural variations among such non-starch sub¬ 
stances that no final or sweeping conclusions can be drawn regarding 
their general non-interference without further tests on a larger variety 
or selection of material. 

Possibilities of contamination of the coagulated starch by fats are very 
remote or almost inconceivable from the general nature of the method. 
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In the initial treatment of the original material fats are almost completely 
removed by ether extraction. Any remaining fat is probably filtered out 
in the first filtration along with celluloses, hemicelluloses, and some of 
the proteins. Any of the fat which may find its way into the filtrate of 
the first filtration will probably do likewise in the second filtration, in 
which 95 per cent alcohol and absolute ether are the final washing media. 
Therefore, the quantity of fat remaining in the alcohol and ether-washed 
coagulated starch will, in all probability, be insignificant, at least for all 
ordinary analytical purposes. 

Possibilities of contamination of the coagulated starch by the simpler 
carbohydrates are equally remote. Any of these that may be present 
in the original material are washed out very largely, if not entirely, in 
the preliminary extractions with dilute alcohol and water. Furthermore, 
these carbohydrates are soluble in the 68-70 per cent alcohol in which 
the starch is coagulated and by which it is subsequently washed. How¬ 
ever, this cannot be said of certain polysaccharides—like pectins and 
dextrin—which are insoluble in 65-70 per cent alcohol. The^se poly¬ 
saccharides, if present in small quantities, would probably be removed 
with sufficient completeness in the preliminary extractions of the ma¬ 
terial with dilute alcohol and wat^r, but large quantities would no doubt 
give trouble. Accordingly, the method in its present form cannot be 
regarded as applicable to exceptional products like linseed meal that con¬ 
tain more than a trace of polysaccharides, such as dextrins and pectins. 

Another phase of specificity is the completeness with which the method 
recovers starch. Evidence on this phase was obtained in a rather inci¬ 
dental manner in preparing the starch-free bran which has already been 
mentioned. An attempt was first made to prepare such bran from 
ordinary commercial bran by washing out the greater part of the starch 
and removing the rest by diastatic action according to the official 
diastase method for determining starch\ That is, the washed bran was 
suspended in water, which was then heated up to about 95®C. on the 
steam bath, then cooled to 55°C., and treated with malt diastase at this 
temperature for 30 minutes. The suspension was then heated on the 
steam bath a second time to 95°C., cooled to 55°C., and treated at this 
temperature with a second and fresh portion of malt diastase until the 
digesting mixture failed to give a positive test for starch by iodine. The 
bran was then filtered off on a Buchner funnel, and washed with water, 
alcohol, and ether. This supposedly starch-free product yielded an 
extract with the cold hydrochloric acid (containing 21 grams of hydrogen 
chloride per 100 ml. of solution) which showed a very pronounced test 
for starch by iodine and produced a typical starch coagulum when 
poured into two volumes of alcohol. The obvious conclusion is that this 

^Method* of Analy$i$, A. 0. A. C.. 1926,119. 
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new method recovers starch which escapes the official diastase method. 
Evidently this is starch which is so deeply imbedded in the bran coats 
that the treatment prescribed in the official diastase method does not dis¬ 
lodge it. Accordingly, specificity of this method for starch seems to be 
such that it recovers or determines all the starch as well as nothing but 
the starch. (This bran was finally rendered starch free, as judged by 
its failure to yield a starch containing extract with the hydrochloric 
acid, by being subjected to the diastase method a second time, so that 
it was exposed to a total of four treatments with malt diastase at 55°C., 
each of these treatments being preceded by gelatinization on the steam 
bath.) 


APPLICATION TO CEREAL PRODUCTS IN GENERM. 

The method has been applied to several cereal products, including 
wheat, wheat germ, patent Hour, and oatmeal. Judged by the tests and 
criteria discussed in the preceding sections of this paper, all results have 
been satisfactory. In two instances the method was applied to products, 
viz., oatmeal and patent flour, whose starch contents had previously 
been determined by the official diastase method. The results by both 
methods are given in Table 2. 


Table 2. 

Besulis obtained by the official diastase method and the new method. 


DIASTASE NEW 

METHOD METHOD 

per cent per cent 

Oatmeal. 58 75 GO 34 

58 00 60 06 

Patent Flour. 62 84* 71 10 

64 31 70 58 

65 00 70.92 


* Results of diastase method on patent flour are by C. E. Goodrich, Bureau of Chemistry, W^ashingtou, 
D. C. 

Possible impurities in the starches coagulated by the new method 
cannot account entirely for the above differences in the results of the 
two methods. A more plausible explanation is that the results by the 
diastase method are low. One reason for suspecting these low results 
is that some of the starch may escape action by the diastase, as was 
shown to be the case of starch in bran. Another reason is that the hot 
hydrochloric acid used in the diastase method in the subsequent acid 
hydrolysis of the maltose into dextrose may destroy some carbohydrate 
material. In order to test this possibility starch was determined in the 
wheat starch listed in Table 1, the official direct acid hydrolysis method 
being used. The resulting duplicates were 97.2 and 97.3 per cent of 
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dextrose. Multiplying the higher of these values, 97.3 per cent, by 0.9, 
the official factor for converting dextrose into its equivalent starch, 87.6 
is obtained as the percentage of starch in the product. Or, multiplying 
the percentage of dextrose by the factor 0.93, which is sometimes recom¬ 
mended and used, the percentage of starch will be 90.6, as compared 
with 93.37, the result obtained by the new method and listed in Table 1. 
Noyes^ (1904) and others have reported similar low results by the official 
methods for determining starch. It appears, therefore, that the results 
obtained by the new method represent more nearly true starch contents 
than do results obtained by the present official methods. 

It is a pleasure for the writer to express here his thanks to Dr. E. V. 
McCollum for helpful suggestions in developing the method reported in 
this paper. 


THE ESTIMATION OF CUPROUS OXIDE PRODUCED IN 
SUGAR ANALYSIS. 

By Charles S. Bisson and J. Gordon Sewell^ (Division of Chemistry, 
Branch of the College of Agriculture, University of Cali¬ 
fornia, Davis, Calif.). 

The volumetric method here presented for the determination of 
cuprous oxide, involving the use of standard solutions of potassium 
permanganate and ferrous sulfate, has been found to give concordant 
results. In this method the cuprous oxide is completely oxidized in acid 
solution with an excess of a standard solution of potassium permanga¬ 
nate. A measured excess of a standard solution of ferrous sulfate is then 
added to reduce the permanganate and any manganese dioxide that may 
have resulted from the interaction of potassium permanganate until the 
end point is reached. 

The use of potassium permanganate to oxidize cuprous oxide has been 
studied by Caven and Hill^ and made the basis of a method for the deter¬ 
mination of cuprous oxide in sugar analysis. According to their proced¬ 
ure, the cuprous oxide obtained from the reduction of copper in Fehling’s 
solution is partly filtered off on filter paper or asbestos and washed, and 
the remainder of the precipitate in the beaker is washed by decantation. 
The cuprous oxide on the filter and in the beaker is then dissolved in a 
measured excess of an acidified standard solution of potassium permanga¬ 
nate. After the cuprous oxide has dissolved, boiling water is added to 
raise the temperature to between 45® and 50®C., and the excess of 

»J Am, Chem. Soe^ 1904,36; 266. —__ 

> Valuable aadigfanoe was given by H. W. Allinger, analyst in the Division at Chemistry, who obtained 
some of the data preeented. 

• J, Soc. Cham, Ind., 1897, 16: 981; 1898, 17: 124. 
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potassium permanganate is determined by titration with a standard 
solution of oxalic acid. The method used by the writers avoids the 
difficulties mentioned by Caven and Hill, and, furthermore, it does not 
require that the titration be carried on in a hot solution. 

THE PERMANGANATE-FERROUS SULFATE METHOD. 

SOLUTIONS. 

The solutions used in this procedure are as follows: (1) A steuidard solution of 
potassium permanganate containing 3.16 grains of potassium permanganate per liter 
of solution, standardized with sodium oxalate; (2) a solution of ferrous sulfate con¬ 
taining 28 grams of ferrous sulfate (FeS 04 71120) and 10 cc. of 96 per cent sulfuric 
acid, sp. gr. 1.84, per liter of solution. Since this solution readily undergoes oxidation, 
its volumetric ratio with the permanganate solution should be determined for each 
series of analyses. 

PREPARATION OF FILTER. 

The filters used in this method consist of an asbestos filter pad formed on a perforated 
porcelain filter disc supported in a glass funnel. A bevel-edged perforated disc 25 mm. 
in diameter, supported in a 2.5 inch 60° short-stern funnel meikes a convenient arrange¬ 
ment. 

PREPARATION OF ASBESTOS FIBER. 

The asbestos fiber used in the filters should be free from lumps or clots and should 
form a uniform suspension wheji shaken up with water. A liber having the proper 
texture was prepared by floating ordinary long-fiber asbestos, such as is used for quan¬ 
titative work, in a cylindrical glass percolator. By regulating the upward flow of the 
water through the percolator, a suitable form of asbestos was separated from the 
unshredded, lumpy material and collected in a large suction filter placed beneath the 
percolator. By further treating the asbestos prepared in this manner according to the 
procedure of the Association of Official Agricultural Chemistsh a large quantity of fiber 
suitable for the process was readily prepared. The fiber thus prepared may be used 
repeatedly. 

PROCEDURE. 

After heating and boiling the Fehling solution with the sugar solution filter the mix¬ 
ture by means of suction through the filter prepared as described previously. Wash 
the cuprous oxide and beaker well with warm water (60°C.) to remove soluble substances. 
(It is not necessary to transfer all the cuprous oxide to the filter, as it may be washed 
by decantation in the beaker in which it was precipitated.) Remove tlie funnel from 
the suction flask, invert over the original beaker, shake out the pad and plate, and 
wash all cuprous oxide adhering to the funnel into the l>eaker with about 10 cc. of distilled 
water. Thoroughly disintegrate the pad by stirring with a gla.ss rod. Add from a 
buret a quantity of the permeuiganate solution, in excess of that required to oxidize 
completely all the cuprous oxide; then add 10 cc. of 18 sulfuric' acid, sp. gr. 1 495, 
and stir the mixture until the precipitate is dissolved. (The quantity of permanganate 
solution added should be sufficient to impart a deep purple color to the solution.) 
While stirring the mixture, add from another buret 5 to 10 cc. of the ferrous sulfate 
solution in excess of that required to destroy the pink color of the permanganate. (At 
this point in the procedure no particles of unchanged cuprous oxide should rcmiain in 
the mixture nor should any manganese dioxide adhere to the asbestos.) Add distilled 
water to increase the volume of the solution to 250 cc., and titrate this solution with 
the permanganate solution to the appearance of the usual end point. (If the quantity 

* Methods of Analysis, A.O. A. C , 1925, 190. 
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of copper is sufficient to impart a blue color to the solution after adding the ferrous 
sulfate, the color change at the end point will be from blue to lavender. The end point 
can be detected easily and the color does not fade any more rapidly than in the deter¬ 
mination of iron with potassium permanganate.) Calculate the weight of cuprous 
oxide in grams from the following equations; 

(Volume of KMn 04 — Volume of KMn 04 equivalent to total volume of ferrous 

__ . Normal factor of KMnO4 143.1 i 

sulfate) X -r-rr- X « Weight of cuprous oxide. 

lUUU <6 

If the weight of copper represented by the titration is desired, the atomic weight of 
copper (63.67) should be substituted for the constant in the above equation. If 
the standard solution of potassium permanganate is 0.1000 AT, one cc. of it will ‘be 
equivalent to 0.00715 gram of cuprous oxide or to 0.006357 gram of copper. Reference 
to the Munson and Walker tables* will give the weight of the sugar equivalent to either 
cuprous oxide or copper. 

RESULTS OF TITRATION EXPERIMENTS. 

The procedure has been tested on sugar solutions prepared from pure 
dextrose and on those obtained from alcoholic extracts of plant material. 
The potassium permanganate solution was standardized with the U. S. 
Bureau of Standards sodium oxalate after heating according to their 
specifications. 

The results of a series of analyses are given in Table 1. The cuprous 
oxide was produced by the action of pure dextrose on Fehling’s solution 
when heated to boiling in 4 minutes and boiled 2 minutes. The pre¬ 
cipitate, after being separated, was washed with water at 60°C., then 
with alcohol and finally with ether, and then dried at 100°C. for 30 
minutes. The values given in Column 1 are those obtained for the 
weights of copper by calculation from the weights of cuprous oxide. In 
this series, varying quantities of the dextrose solution were used. Column 
2 contains the values of the weight of copper for each analysis as calcu¬ 
lated from the volume of the potassium permanganate used to oxidize 

Table 1. 

Results of gravimetric, volumetric, and eleclrometric procedures. 


TRIAl. 

COLUMN 1 

COLUMN 2 

COLUMN 3 

Weight of Cu gravi- 
motxically as CutO 

Weight of Gu by 
titratiou 

Weight of Cu by 
electrolysis 


gram 

gram 

gram 

1 

0.1730 

0.1734 

0.1740 

2 

0.1678 

0.167S 

0.1682 

3 

0.1724 

0 1736 

0.1736 

4 

0.1662 

0.1655 

0.1660 

5 

0.1476 

0.1475 

0.1483 

6 

0.1461 

0.1437 

0.1447 

7 

0.1382 

0.1380 

0.1386 

8 

0.1454 

0.1461 

0.1468 

9 

0.3589 

0.3597 

0.3579 

10 

0.3694 

0.3693 

0,3680 


1 Method* of Analyeie, A.O.A. C., 1926, 434. 
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the cuprous copper according to the method outlined. Column 3 con¬ 
tains the weight of copper obtained by the electrolytic determination of 
the copper in the solutions resulting after titration. These solutions, 
after being filtered to remove asbestos, were gassed with hydrogen 
sulfide. The copper sulfide was removed by filtration and dissolved in 
nitric acid. The resulting solutions were electrolyzed according to the 
usual procedure. 

The results given in Table 2 are from some experiments in which the 
method was applied to the determination of sugars in plant materials. 
In this series of experiments the cuprous oxide was not dried and weighed 
but was titrated directly according to the volumetric procedure. After 
titration, these solutions were treated as indicated in the other series of 
analyses and then (electrolyzed to obtain the weight of copper. The 
values in Table 2 for the weight of invert sugar, equivalent to the weight 
of copper for each analysis, were obtained from the Munson and Walker 
tables. 


Tablk 2 

Results obtained on extracts of plant maienal. 


TRIAL 

WEIClItT OF ClI BY 
TITHAIION 

WriGIlT (»F INVERT 
HVOMX ICgLIVALENT | 
lO EIGHT OF COP¬ 
PER BY IITRAIION 

B EIGHT OF COPPER | 
ELI'.CTROL'IMS 

R FlOH r OF IWERT 
Sl'OAM 1 QtTVMFNT 
TO R LIGHT OF COP¬ 
PER LLKClROL’iJSIS 


gram 

gram 

gram 

gram 

1 

(10279 

0 0141 

0 02S2 

j 0 0U2 

2 

0.029() 

0.0149 

0.0295 

‘ 0 01 IS 

3 

0 02S(’) 

1 0.0141 

0.0285 

0 0143 

4 

0 029t) 

0.0149 

0 0292 

0 0147 

5 

0 0531 

0.0209 

■ 0.0533 

0 0208 

6 

0 0559 

0 0‘2S1 

i 0.0551 

0.0277 

7 

o.o5(;o , 

0.02S2 

i 0 0558 

1 0.0281 

8 

0.0502 j 

0.()2S7 

0.0558 

: 0.0281 

9 

0 0511 

0.0257 

0 0500 i 

i 0 0255 

10 

1 0.0513 

! 

0 0258 

0 0509 

0 0250 


NOTES ON THE PROCEDURE. 

In the titration the sulfuric acid should not be added until the potas¬ 
sium permanganate solution has been added to the suspension of cuprous 
oxide, because sulfuric acid, as well as other oxygen acids, decomposes 
cuprous oxide into cupric oxide and copper. The cupric oxide dissolves 
readily]!in the acid, but, according to Proust^ and Ehrenfeld^ the copj>er 
isVeted upon slowly by the potassium permanganate, and tlKuefore the 
time required for the titration is greatly increased; moreover, as cu})rous 
oxide in acid is readily oxidized by oxygen of the air to cupric salts, the 
resultsiwould be low. 

f Anyfunchanged cuprous oxide remaining after the addition of excess 
ferrous^sulfate solution would be an indication that sufficient lime was 


^J.phyt., 1800, 51: 182. 

> Z, anorg. Chrm , 1908, 60* 208. 
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not allowed for dissolving the precipitate in the acid solution of potas¬ 
sium permanganate, and the presence of manganese dioxide might 
result from too low hydrogen-ion concentration or from failure to use 
sufficient excess of ferrous sulfate solution in decolorizing the perman¬ 
ganate solution. 

Although this method involves three steps in the titration process, 
namely, the oxidation of cuprous oxide with potassium permanganate, 
the reduction of the excess potassium permanganate with excess ferrous 
sulfate, and the final titration of the excess ferrous sulfate with potas¬ 
sium permanganate, it has the following advantages: (1) The oxidation 
of the cuprous oxide in the acid solution is rapid and complete; (2) the 
end point of the titration is easily detected and permanent; and (3) in 
case the end point in an analysis is over run, it can be easily determined 
by adding more ferrous sulfate solution and then titrating with potas¬ 
sium permanganate solution. 

In determinations in which the weight of cuprous oxide is within the 
limits of the Munson and Walker tables, it is possible to prepare the 
filter, filter off and wash the cuprous oxide, and complete the titration 
according to this procedure within the 6 minute heating interval required 
in the method of Munson and Walker^ for the determination of sugars. 
The procedure is applicable in all cases in which it is permissible to 
weigh the cuprous oxide. 

CONCLUSION. 

Cuprous oxide produced in the determination of sugars can be rapidly 
and accurately determined by this method. 

The procedure does not require the use of expensive reagents, and 
large numbers of determinations may be made at comparatively small 
cost. 

A STUDY OF METHODS PROPOSED FOR THE DETERMINA¬ 
TION OF THE UNSULFONATED RESIDUE IN 
PETROLEUM SPRAY OILS^. 

By J. J. T. Graham (Insecticide and Fungicide Laboratory, Bureau of 
Chemistry, Washington, D. C.). 

Petroleum oils constitute an important class of insecticides, and their 
use is increasing. However, there is one serious objection to them— 
namely, that they may cause injury to foliage if applied in the growing 
season. An opinion has been expressed by workers in this field that this 
injury increases with the proportion of unsaturated hydrocarbons con- 

I Methods of Analysis, A. O. A. C., 1925, 190. 

* Read at the 42nd Annual Convention of the Aasooiation of Official Agricultural Ghemista, Waidiing* 
ton, D. C., October 18, 1926. 
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tained in the oil. In the absence of a practical rapid method for the 
determination of unsaturated hydrocarbons the percentage of the oil 
which sulfonates with strong sulfuric acid has been used as an index of 
I heir proportion. However, the sulfonation of an oil is an empirical 
procedure, and therefore it is important that a reliable method be 
adopted and used by all chemists. A number of variations in the pro¬ 
cedure for sulfonation have been proposed. 

Gray and de Ong^ recommend a procedure that is a modification of 
the method for the examination of coal tar creosotes adulterated with 
petroleum oils described by Bateman'-^. They use 37 N sulfuric acid and 
sulfonate for 1 hour at 95°-l00°C., shaking at 10 minute intervals. 

The Association of OfTicial Agricultural Chemists has tentatively 
adopted a method re(iuiring 38 iV acid and five or six shakings during a 
sulfonation period of 10 minutes^. 

A modification of the (iray-de Ong method, differing chiefly in the 
temperature during the sulfonation, has been suggested by J. B. Terry 
of the Standard Oil Company of California^. In a later communication 
Terry suggested that in his method the temperature during the sul¬ 
fonation be changed to 100®C., claiming that with this modification 
more concordant results are obtained. With this change the essential 
differences between his method and the Gray-de Ong procedure are the 
following: weighing of the (barge of oil to be sulfonated, adding the 
acid in four portions, and n^porting the results as percentage of unsul- 
fonated residue rather than as percentage of sulfonated oils. 

As Beferee on Insecticides and Fungicides for the Association of 
Official Agricultural (^diemists, the waiter conducted collaborative tests 
of thf’ise methods, during the ('ourse of which he undertook additional 
investigation of certain points of the methods that appeared desirable. 

EFFECT OF VARIATION OF THE TIME OF HEATING. 

In the methods using 37 JS acid the mixture of oil and acid is heat(^d 
for 1 hour and sliaken at 10 minute intervals. After each shaking the 
acid and oil quickly separate into two layers. In view of this fact it 
seemed probable that the reaction proceeds rapidly during the shaking, 
and stops when the two layers are well formed. To test this point sul- 
fonations were carried out, samples of three different oils I)eing used. 
The sulfuric acid was 37 N, and the bottles were maintained at a tem¬ 
perature of 65*^0. The sulfonations were continued for periods of 60, 
30, 24, 18, and 12 minutes, and the bottles were shaken for periods of 
20 seconds at intervals of 10, 5, 4, 3, and 2 minutes, respectively. The 
mixtures in each case, therefore, were shaken to the same (wUmt; the 

» Ind Eng Chem . 1926, 18 175 

•li S. Dept. Agr. Forest Sorvui* Ciro 191 (1911) 

» Thu Journal, 1926. 9. 136 
* Personal communiration to th<* writrr 
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only difference in the procedure was a shortening of the intervals between 
the shakings. The results of these sulfonations are given in Table 1. 


Table 1. 

Effect of variation of time of heating. 
37 N acid. 


TIME OF 

INTERVAL BETWEEN 

SAMPLE D 

SAMPLE R 

SAMPLE F 

HEATINQ 

SHAKINGS 

tJNSULPONATBD 

UN8ULFONATED 

UNSULFONATKD 

minutes 

minutes 

per cent 

per cent 

per cent 

60 

10 

66.0 

66.8 

68.8 

1 


65.6 

66.4 

68.8 

30 

5 

65.2 

66.4 

68.8 



66.0 

66.4 

68.8 

24 

4 

66.0 

66.8 

08.8 



65.6 

66.4 

68 8 

18 

3 1 

65,6 

66.8 

68.8 



65.6 

67.2 

69.2 

12 

2 

66.8 

66.4 

69.6 



67.2 

66.4 

68.4 


Similar sulfonations were made with six oils, 38 N sulfuric acid at the 
same temperature being used. These sulfonations were continued for 
periods of 10, 20, 40, and 60 minutes and the shakings for 20 seconds at 
intervals of 2, 4, 8, and 12 minutes, respectively. In this, as in the 
previous experiment, every bottle received the same amount of shaking, 
only the interval between shakings being varied. The results of these 
sulfonations are given in Table 2. 


Table 2 . 

Effect of variation of time of heating. 
38 N acid 


TIME OF 
HEATING 

INTERVAL 

BETWEEN 

SHAKINGS 

SAMPLE 

A 

UNStlL- 
! FONATED 

; SAMPLE 

B 

UNSUL- 

FONATED 

SAMPLE 

C 

UNSUL¬ 

FONATKD 

SAMPLE 

D 

' UNSUL- 
PONATED 

SAMPLE 

E 

UNSUL- 

FONATED 

SAMPLE 

F 

UNSUL¬ 

FONATKD 

minutes 

10 

minutes 

2 

per cent 
66.0 
66.0 

per cent 
68.0 

1 67.6 

per cent 

64.4 

64.8 

per cent 

58.0 

58.0 

per cent 

57.6 

57.6 

per cent 
60.0 

20 

4 

66.0 

66.0 

68.0 
68.0 1 

64.0 

64.4 

57.6 

58,0 

57.2 

57.6 

60.0 

59.2 

40 

8 

66.4 

66.0 

68.0 

68.0 

64.4 

64.0 

57.6 
57.6 ! 

57.6 

57.6 

60.0 

60.0 

60 

12 

65.6 

65.2 

68.0 

68.0 

64.4 

64.4 

58.0 

58.0 

58.0 

58.4 

58.8 

60.8 

60.8 

59.6 
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The physical characteristics of the oils used in the preceding experi¬ 
ments are given in Table 3. 


TABLE 3. 


Physical characteristics of the oils used. 


SAUPl.K 

BAbE 

DENSI lY 120"C 

FLVbH POIINI 

FIRE POINT 

j 

V TY 

lUO^F 

SA YBOM 

A 

Para nine 

ossa 

360 

400 

110 

H 

Paratfine 

()8H6 

3S5 

445 

153 

C 

Par a (line 

0.890 

1 :i35 

390 

113 

i 

N ajilithene 

0.924 

34.5 

380 

29S 

K ! 

Naphtheiui 

0.919 

335 

365 

200 


Napiitfieiui 

0.912 

305 

335 

105 


The results in Tables 1 and 2 show conclusively that there is no ad¬ 
vantage in long continued standing between shakings, and they indicate 
a lack of reaction after the separation into layers. The variations in the 
percentage of unsulfonated residue are well within the limits of repro- 


Table 4. 

Effect of variation in the amount of shaking. 

3H N a< id, period of heating, 30 minutes 


prrion 

oe' 

8H sk:m. 

INII.RVAL 

HAMPI K A 

IJNHIJI.- 

FONATED 

SAMPLE B 

UNSUL- 

FONATLD 

SAMPLE C 

UNWIJL- 

FONATED 

SAMPLE l> 
ITNSI/L- 

FONATED 

HAMPI.I' E 
ITNSUL- 

FONATED 

SAMPLE F 
IJNSLL- 

FONATRD 

sfcundi 

5 

1 

minutes 

1 

per cent 

60 4 
66.4 

per cent 

1 67.6 

68.0 

per cent 

64.4 

64.8 

per cent 

58.8 

57.6 

per cent 

58 8 
58.8 

per cent 
60.0 

60 0 

1 

5 

2 

66.0 

66.4 

69.2 

68.8 

65.6 

66.0 

59.2 

69.2 

59.6 

59.2 

61.6 

61.2 

5 

5 

67.2 

67.2 

69.2 

68.8 

65.6 

65.2 

60.8 

60.0 

1 60.0 

1 60.0 

62.0 

62.0 

10 

1 

65.6 

65.2 

68.0 

68.0 

64.0 

64.0 

58.8 

58.8 

57.6 

57.6 

59.2 

59.2 

10 

2 

66.4 

66.0 

68.4 

68.4 

64.0 

64.0 

58.4 

58.4 

58.4 

58.4 

60.8 

60.8 

10 

5 

67.2 

67.2 

69.2 

69.2 

64.4 ‘ 

65.2 

60.0 

60.0 

58.8 

59.6 

61.2 

61.2 

20 

1 

66.0 

66.4 

68.8 

68.4 

64.8 

64.8 

57.0 

57.0 

57.2 

57.2 

59.0 

59.0 

20 

1 

1 

2 

66.0 

66.0 

68.0 

67.6 

64.4 

64.8 

58.0 

58.0 

57 6 
57.6 

60.0 

20 

5 

67.2 

67.2 

68.4 

68.8 

65.2 

65.6 

58.0 

58.0 

58 0 

58 0 

60.0 

60.0 
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ducibilily, and intervals of more than 2 minutes between shakings are 
therefore unnecessary. The methods requiring long total periods of 
sulfonation can be shortened without loss of accuracy. 

EFFECT OF VARIATION IN THE AMOUNT OF SHAKING. 

Sulfonations were made with 38 N acid and a constant heating period 
of 10 minutes. Shaking was continued for periods of 5, 10, and 20 sec¬ 
onds at intervals of 1, 2, and 5 minutes. The results are given in Table 4. 

The results in Table 4 indicate that the percentage of unsulfonated 
residue is slightly greater in the case of the shorter total shaking periods. 
A constant amount of shaking, therefore, should be specified for any 
sulfonation method. The determination is empirical because no definite 
end point is reached. 

These oils, after severe treatment with fuming sulfuric acid, will still 
show partial sulfonation when again treated with the 38 N acid. As an 
example, a sample of kerosene was heated on the steam bath with an 
excess of fuming sulfuric acid (84.1 per cent sulfur trioxide). The oil 
and acid were kept thoroughly mixed with a motor stirrer, and the heat¬ 
ing was continued for 2 hours, ^fter this exhaustive treatment the oil 
was separated and, when further treated, sulfouated to the extent of 2 
per cent by the action of 38 N acid at 65°C. for 10 minutes. 

CLARIFYING THE OIL COLUMN TO FACILITATE ITS MEASUREMENT. 

Aft(T sulfonating and centrifugalizing some of the heavy oils the 
column of oil is so black that no line of demarcation between the oil 
and the acid is visible. 

This condition usually occurs only with paralline base oils of high 
viscosity. Gray and de Ong attribute this effect to carbonization caused 
by acid of too great a concentration and suggest that acids of greater 
concentration than 37 N are troublesome on this account. In the course 
of this work it was found that 37 N acid gave as much trouble as the 
38 N acid, and indeed in some cases the 38 N acid gave a clearer oil. 

The length of the heating period affects this blackening. The writer 
has made comparative sulfonations with a sample of oil that was espe¬ 
cially prone to blacken, heating for 1 hour at 65®C. and 100®C., and for 
18 minutes at 65°C. using 37 N acid, and for 10 minutes at 65®C., using 
38 N acid. The sulfonations heated for 1 hour could not be read, while 
those heated for 10 and 18 minutes were sufficiently clear to give a satis¬ 
factory reading. 

When excessive blackening occurs during the sulfonation there is no 
accurate method of determining the volume of the unsulfonated oil. A 
reading can be made by adding a few drops of water and allowing the 
bottle to stand a few minutes. The oil column will then rise above the 
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water, and its volume may be read. Readings made in this way, how¬ 
ever, are too high, possibly because of suspended colloidal material. 

Dilution with hot sulfuric acid, and centrifuging while hot, was tried 
as a means of obtaining a clear oil column, but the results were negative. 

The best method of sulfonation of oils likely to blacken is, as suggested 
by Gray and de Ong, to mix an oil of a known sulfonation value with the 
troublesome oil and to sulfonate the mixture. The writer modified this 
procedure somewhat by using kerosene that had been treated with an 
excess of fuming sulfuric acid for 2 hours. Five cubic centimeters of the 
troublesome oil was measured into an 18 gram 50 per cent cream bottle, 
and 5 cc. of the special kerosene was added; the mixture was then sul- 
fonated with 20 cc. of 38 N acid for 10 minutes and shaken for 20 sec¬ 
onds at 2 minute intervals. This procedure gave a much clearer oil 
column than was obtained in straight sulfonations, and, in most cases, 
one that could be easily read with the assistance of a strong light. 

The special kerosene used in the method described was slightly sul- 
fonated, and the reading of this sulfonation was deducted from the total 
reading. Determinations made by this method on oils of known sul¬ 
fonations checked the values obtained without the use of the diluent. 

By the use of an inert oil, such as the special kerosene, the full strength 
of the acid is allowed to react with the unknown oil, and a more correct 
value is obtained than would be the case if both oils were being sul- 
fonated simultaneously. 


A PROPOSED METHOD OF SULFONATION. 


The following improved procedure is proposed for the determination 
of the unsulfonated residue in petroleum spray oils: 

With a pipet, measure 5 cc. of the oil into a Babcock cream bottle. (After preliminary 
draining, in the case of heavy oils, to reduce the viscosity warm the pipet by drawing 
it several times through the flame of a Bunsen bunier and then drain thoroughly). In 
lieu of this procedure, determine the density of the oil and weigh the equivalent of 6 cc. 
Use a bottle about 15 cm. long—either the 9 gram 60 per cent or the 18 gram 30 per 
cent cream bottle. Add slowly 20 cc. of the 38 N fuming sulfuric acid, gently shaking 
or rotating the bottle, taking ('are that the teniperature does not rise above GO^C . and 
cooling in ice water if necessary. When the mixture no longer develops heat on shaking, 
agitate thoroughly, place the bottle in a water bath, and heat at 60®-65®C. for 10 
minutes, keeping the contents of the bottle thoroughly mixed by shaking vigorously 
for a period of 20 seconds at 2 minute intervals. Remove from the bath and fill the 
bottle with concientrated sulfuric acid until the oil rises into the graduated neck. Centri- 
fugalize for 6 minutes (or longer if necessary to obtain a constant volume of the oil) at 
1200-1500 revolutions per minute. Read the volume of unsulfonated residue from the 
graduations on the neck of the bottle, and from this reading calculate the percentage' 
by volume of the unsulfonated oil. 
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SUMMARY. 

In a study of methods for the determination of unsulfonated residue 
in mineral oils it is shown that the reaction takes place almost entirely 
during the periods of shaking and that an interval of more than 2 minutes 
between shakings is unnecessary. 

The quantity of unsulfonated residues is shown to be slightly greater 
in the case of short total shaking time. 

An improved method is proposed to facilitate reading of the volume 
of the oil column in the sulfonation of oils that give a black residue 
when sulfonated. 

A method is proposed for the determination of unsulfonated residue 
in which the time of shaking and the length of the interval between 
shakings, as well as the length of the reaction period, are definitely 
stated. 

ERRORS IN ANALYSIS OF ALKALOIDS CAUSED BY PRES¬ 
ENCE OF FATTY ACID OR SOAF. 

By H. R. Watkins and S. Palkin (Drug Control Laboratory, Bureau 
of Chemistry, U. S. Department of Agriculture). 

The determination of alkaloids in low-grainage compressed tablets is 
often difficult. One of the most troublesome features is that when the 
quantity of excipient is very large and fatty acid is present the ordinary 
procedure of suspending the tablet material in aqueous alkaline medium 
for extraction with an immiscible solvent results in the formation of 
difficult emulsions, making complete extraction tedious and often 
doubtful. 

Aside from the incomplete extraction caused by such emulsions, ap¬ 
preciable errors of an entirely different character may result from the 
soap itself and give rise to alkaloidal values erroneously high. Soaps of 
magnesium and calcium dissolve to some extent in chloroform, are car¬ 
ried along with the alkaloid, and ultimately enter into the titration as 
that much additional base. Therefore, if an excipient in which soap or 
fatty acid has been used contains, in addition, some magnesia or calcium 
carbonate (possibly from impure talc), calcium or magnesium soap is 
formed during analysis and dissolves to some extent in the chloroform 
during the alkaloidal extraction, as indicated. This does not occur with 
potassium or sodium soap. It might be supposed that simultaneous ex¬ 
traction of fatty acid with alkaloid would result in partial neutraliza¬ 
tion and a low assay, but such was not found to be the case. Extraction 
of the alkaloid from an ammoniacal solution results in the simultaneous 

^ Presented before the section of Chemistry of Medicinal Products at the Philadelphia meetin|| of the 
American Chemical Society, September, 1026, and published here by courtesy of InduttrUd and Engineering 
Chemistry. 
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extraction, not of an ammonium soap (such as ammonium stearate), but 
of the fatty acid itself, evidently as a result of the hydrolysis of the soap. 
This acid, in the normal process of alkaloidal titration (methyl red indi¬ 
cator), exists merely as an insoluble pasty mass on the sides of the vessel 
and does not affect the titration. This deposit does not occur in the case 
of sodium soaps, at least when small quantities of such soaps accompany 
the alkaloidal solution. 

EXPERIMENTAL. 

A typical case in which this problem presented itself was in the analysis 
of 1/200 grain tablets of atropine sulfate. On examination of the ex¬ 
cipient this was found to contain stearic acid and compounds of mag¬ 
nesium and calcium. 

Table 1 gives the results of analysis in which the method used was the 
direct extraction with chloroform of a suspension of 200 tablets in water 
made alkaline with ammonia. The acid solutions of the atropine sulfate 
obtained from the chloroformic extracts for titration were found to con¬ 
tain a deposit of soapy or waxy muterial on the walls of the titrating 
vessel. As will be observed the results thus obtained were exceedingly 
variable. 


Table 1. 

Analysis' of 11200 grain atropine sulfate tablets, 

(200 tablets used in each determination—A. O. A. C. Metluxl )• 


ANALYST ^ 

ATROPINE SULFATE FOUNDf 

PROPORTION OF DECLAREU AMOUNT 


mg. 

per cent 

1 

74.32 

115.1 


75.23 

116.1 


72.71 

114.7 

2 

65.49 

101.0 


67.57 

104.3 

3 

1 56.63 

87.4 


55.86 

86.2 


* Methods of Analysis, A 0. A C , 1925, 390. 
t Calculated from titration of extracted base. 


As further difficulties may arise in the case of atropine because of 
instability under certain conditions, precautions were taken to insure 
against hydrolysis of the atropine as described in a previous publication 
on “The stability of atropine and hyoscyamine”L As pointed out in 
that paper, it is possible by using care to keep these alkaloids intact and 
to handle them safely throughout an analytical procedure. To prevent 
the free alkaloid from being in neutral or alkaline water solution or even 


1 J. Am. Pharm, Assoc., 1927, 16 : 21. 
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in contact with water, especially at elevated temperature, is of primary 
importance. 

In order to obviate the diflBculty caused by the formation of emulsions, 
experiments were made in which the alkaloid was removed from the bulk 
of the excipient and subsequently extracted and determined as described 
as a means of obtaining a clear oil column, but the results were negative, 
under Method A. Results thus obtained by four analysts (Table 2) 
are variable and, with one exception, well above the declared amount. 
Soapy deposits accompanied the titrated solution, as in the previous 
experiments. 

Extraction of these titrated alkaloidal solutions with chloroform (after 
the addition of excess acid) yielded fat-free alkaloidal solutions. When 
made alkaline with ammonia and again extracted with chloroform with 
subsequent evaporation of the solvent, these solutions gave alkaloidal 
titrations considerably lower than before but the results obtained by 
the different analysts were uniform. As shown in Table 2, the atropine 
sulfate content was found to be consistently below the amount declared 
on the label. 

That this decrease in alkaloid titrated is not due to losses incident to 
the process of analysis is evidenced by the results as shown in Table 2. 
Repeated reextraction and retitration of the alkaloid in exactly the 
same manner as for an original determination gave identical results. 

The reasons for this apparently paradoxical behavior of stearic acid 
in causing high instead of low alkaloidal titrations are brought out in 
the following series of experiments (Table 3). 

Soaps were prepared from stearic acid (also from the original fat ob¬ 
tained from the tablets), (a) ammonia, (b) sodium hydroxide, or (c) 
potassium hydroxide being used as a base; 83.5 mg. of atropine (repre¬ 
senting approximately 100 mg. of atropine sulfate) was dissolved in a 
slight excess of acid, small quantities of the prepared soaps were added, 
and the whole was made alkaline with ammonia. The alkaloid was 
extracted with chloroform and determined in the usual way. In all 
cases the atropine was completely recovered. No soap or fatty acid was 
present in the titrated solution of (b), but fatly acid was present in (a), 
showing that the ammonium soap was easily hydrolyzed and fatty acid 
extracted along with the atropine. This condition, however, had no 
effect on the accuracy of the alkaloid determination. 

With potassium stearate such difficult emulsions were obtained that 
complete extraction of the alkaloid was impossible, and the emulsions 
did not yield to the centrifuge. Removal of fatty acid before alkaloid 
extraction was therefore essential. 

When calcium and magnesium soaps (prepared as already described) 
were incorporated with weighed quantities of atropine (83.5 mg.) and 
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extraction was made as described, very high results were obtained. After 
removal of the fatty acid, accurate recovery of the atropine was effected. 

Table 3. 

Experiments with ammonium, sodium, potassium, calcium, and magnesium stearates, 
(83.5 mg. of atropine used in each^experiment.) 


BXTRACTED BA.SB CALCULATED AS ATROPINE 


BOAP U8BD 

In presence 
of soap 

Reoovwry 

After removal of 
stearic acid from 
titrated solution 

Recovery 

Ammonium stearate 

mg. 

83.03 

84.07 

per cent 

99.44 

100.6 

mg. 

83.49 

per cent 

99.99 

Sodium stearate 

83.49 

84.07 

99.99 

100.6 

83.49 

99.99 

Potassium stearate 

72.8* 

82.33* 

87.2* 

98.61* 

81.87 

83.78 

83.49 

98.07 

100.33 

99.99 

Calcium stearate 

85,52 

86.96 

107,6 

102.44 

104.14 

128.8 

83.49 

84.07 

99.99 

100.6 

Magnesium stearate 

86.96 

86.67 

122.26 

107.04 

104.14 

103.8 

1 146.4 

128.2 

i 

1 83.61 

83.6 

! 100.1 

100.1 


* Potassium soap caused more difficult emulsions than other soaps and made complete extraction of 
atropine impoesible. 


In a series of variable results from determinations in which emulsions 
give trouble, it is ordinarily assumed that incomplete extraction will 
follow and that the higher results are therefore more nearly accurate. 
As shown in the experimental data both on the original tablets and on 
synthetic mixtures, a real source of error exists even where emulsions 
are eliminated and full precautions to preserve the alkaloid are taken. 
Such errors may give results far above the true content of alkaloid. 

The following procedure is suggested for alkaloidal tablets of low 
grainage where unworkable emulsions are produced or when soap or 
stearic acid is present. 

Method A, 

A convenient number of the tablets (a quantity representing about 65 mg. of alkaloidal 
sulfate), either in the form of a finely ground powder or in the form of the tablets as 
such, are moistened with a little water in a small mortar (preferably glass), 1 cc. of 
normal sulfuric acid is added, and the whole is triturated to form a fine, creamy mass. 
This mass is diluted further and completely transferred to a beaker, care being taken 
to keep the whole aqueous volume from being much over 40 or 50 cc. An equal volume 
of alcohol is added with stirring, and the mixture is filtered by suction, a bell-jar 
arrangement with a funnel and plate being preferred, and the filtrate is collected in a 
200 oc. Erlenmeyer flask. The residue is washed with a little 50 per cent alcohol. The 
filtrate is evaporated on the steam bath to a small volume by using an air blast. The 
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insoluble excipient is completely transferred to the original beaker, and the process of 
extraction with water-alcohol mixture, filtering, and washing is repeated. This second 
filtrate is added to the original water-alcohol solution, and the whole is evaporated on 
the steam bath to about 25 or 30 cc. The cooled concentrate is then completely 
transferred to a separatory funnel, 2 cc. of 5 N ammonia is added, and the solution is 
immediately extracted with chloroform in the usual way, about four extractions being 
made, the first, with an approximately equal volume of chloroform. The chloroformic 
extracts are washed successively with a little water, and the combined chloroformic 
solutions are evaporated on the steam bath to 5 or 10 cc. (not to dryness). A quantity 
of 0.02 N acid (in slight excess) is added, and the whole is heated on the steam bath 
to remove the remainder of chloroform, an air blast being used preferably. The back 
titration is then carried out in the usual way. 

Method B. 

If a soapy deposit is present in the titrated solution, removal of the fatty acid and 
subsequent reextraction of the alkaloid are carried out as follows: To the titrated solu¬ 
tion, a few cc. of 0.1 TV acid is added. The whole is completely transferred to a 200 cc. 
separator and, to remove fatty acid, extracted twice with chloroform (20 cc. and 15 cc. 
portions). Before being discarded, the chloroformic solutions are washed once with 
about 10 cc. of slightly acidulated water, and the wash water is added to the main 
alkaloidal solution. The alkaloidal solution is then made ammoniacal and extracted 
with chloroform, the necessary precautions being taken against hydrolysis in the case 
of atropine or hyoscyamine, as already described. 

CONCLUSIONS. 

When alkaloid is extracted frora aqueous solution in the presence of 
soap, titration of the extracted residue (methyl red indicator) may not 
represent the true alkaloidal content. In the presence of calcium and 
magnesium soaps present originally or formed in the process of analysis 
a considerable quantity of the soap may follow along with the alkaloid 
and enter into the titration as that much additional base. In the presence 
of ammonium and sodium soaps while some fatty acids may be carried 
along with the alkaloid as a result of soap hydrolysis these fatty acids 
do not affect the titration. Removal of the fatty acid from the acidified 
solution containing the alkaloid, therefore, is essential for quantitative 
alkaloid determination, not because the fatty acid will cause low results, 
but for the reason that soaps of calcium or magnesium may form and 
render the results high. 

THE SIGNIFICANCE OF THE SOLUBILITY AND “ACTIVITY’’ 
OF THE NITROGEN IN COCOA (CACAO) BY-PRODUCTS^ 

By G. P. Walton and R. F. Gardiner (Bureau of Soils, Department 
of Agriculture, Washington, D. C.). 

In the interpretation of results obtained in the chemical examination 
of fertilizer material the principal criterion of the availability or fer- 

1 Read before the Fertiliser Section, American Chemical Society, at Philadelphia, Sept. 7, 1026. Ao 
abstract was presented at the meeting of the Association of Official Agricultural Chemists, Oot. 18, 1926. 
Published through the courtesy of Induairial and Engineering Chemigtry. 
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tilizer value of the nitrogen, phosphoric acid, or potash is the relative 
solubility in water of the constituent, or the relative ease with which 
it may be converted into a water-soluble form. Solubility tests of 
availability are applied to the nitrogen of organic residues as well as to 
fertilizer nitrogen of mineral origin, on the well-founded assumption that 
the nitrogen must eventually be brought into solution before it can be 
converted into a form that can be utilized by growing plants. 

Conversely, the water-soluble nitrogen of recognized fertilizer ma¬ 
terials, including the soluble nitrogen of seed residues and other organic 
ammoniates, has been generally accepted as being available plant food^ 

C. S. Robinson has pointed out comparatively recently, however, that 
the availability of the water-soluble nitrogen of organic materials has 
not been proved by experimental investigation^. Data reported in this 
paper, obtained in an investigation of the solubility and nature of the 
nitrogen of cocoa by-products used as fertilizer materials, illustrate the 
force of Robinson’s observation. In view of the large quantities of the 
cocoa by-products that have been available and used in fertilizer, it is 
thought that these data may be of more than mere theoretical interest. 

COCOA BY-PRODUCTS EXAMINED. 

The investigation of cocoa by-products, of which the chemical work 
on the nitrogen formed a part, was undertaken by the writers following 
the production in this country of large quantities of by-product cocoa 
press-cake and solvent-defatted cocoa, and their appearance in the 
market for fertilizer materials. 

Both of these residues are by-products of the preparation of cacao 
butter. The press-cake results from the hydraulic pressing of cacao 
beans, following roasting, decortication, and grinding. The defatted 
cocoa is the residue remaining after subjecting the by-product press- 
cake to extraction with benzene for the recovery of additional cacao fat. 

Details regarding the processes of manufacture and the different 
types of by-product are contained in a recent bulletin of the Department 
of Agriculture, entitled “Cocoa by-products and their utilization as 
fertilizer materials”.^ The conditions in the cocoa and chocolate indus¬ 
try in this country, particularly the change in the market for cacao 
butter that has made it profitable to press cacao beans for the butter 
alone and has given rise to the production of by-product press-cake and 
extracted cocoa are also discussed in the same bulletin. 

PRODUCTION OF COCOA BY-PRODUCTS. 

On the basis of the production for 1924 the annual production of by¬ 
product cocoa cake is estimated at 25,000 tons. The two main types of 

» Cf. Jone«, C. H. J Ind Eng. Chem., 1912, 4: 439. 

* This Journal, 1924, 7: 376 

3 IJ. S Drpt Agr Dept. Bull 1413 
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cake made are the more common with higher fat content and the dry- 
pressed cake containing a decidedly lower percentage of fat, which is 
turned out by powerful presses. The production data for solvent- 
extracted cocoa cannot be given, but the quantity has recently been 
sufficiently large to account for the disposal of an important part of the 
higher-fat press-cake. In addition to these cocoa by-products about 
20,000 tons of the shells are annually produced in the United States, 
and this by-product has long been a regular article of commerce in the 
form of cocoa-shell meal. Large quantities are used as conditioning 
material in the preparation of mixed fertilizers. Quantities of the by¬ 
product press-cake, also, have eventually been consumed in fertilizers, 
but mainly in the form of the defatted residue after solvent extraction. 

LABORATORY INVESTIGATION. 

Representative samples of the by-product cake—both ordinary and 
dry-pressed—of the solvent-extracted cocoa, and of commercial cocoa 
shells were analyzed and also examined as to the solubility and quality 
of their nitrogen. The average analytical results, showing the data 
pertaining to the fertilizer value of the material for each type of cocoa 
by-product, are given in Table 1. 


Tabu: 1 

Average proximate analyses of cocoa by-products. 


COMMKHCIAL MATERIAL 
REPRESENTED 

MOIS¬ 

TURE 

ETHER 

EXTRACT 

(crude 

eat) 

1 

ASH 

AM¬ 

MONIA 

NIIj 

PHOS¬ 

PHORIC 

ACID 

P2O5 

POTASH 

KaO 

rilEOBRO- 
MINE AND 

CAEPEINK 

ALKA¬ 

LOIDS 

By-product 1 Ordinary* 
press-cakcjDry-pressod J 

per cent 

3.4 

3.2 

per cent 

19.9 

12.5 

per cent 

5.4 

6.4 

per cent 

4.7 

5.0 

per cent 

1 3 

1.7 

per cent 

1.9 

2.0 

per cent 

2.81 

3.2§ 

Solvent-extracted cocoa, 
dried** 

0.2 

2.6 

90 

i 5.4 

1 8 

2.2 

3.25 

Cocoa-shell mealf 

4.1 

9.2 

8.2 

3.5 

1.2 

2.4 

1 8 


* Average for 6 samples, 
t Average for 2 samples 
t Average for 4 samples 

4 For 1 sample 

Average for 3 samples 

By-product cocoa press-cake may contain from as little as 9 per cent 
of fat (in cake pressed very dry) to over 20 per cent. The average nitro¬ 
gen content is 4 per cent, although 4.5 per cent of nitrogen was found 
in one dry-pressed cake. Calculated to a moisture-free, fat-free basis, 
the percentage content of nitrogen in the press-cakes and solvent- 
extracted cocoas was found to be fairly uniform, averaging just under 
5 per cent. 
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It will be seen that the by-product cocoa cake is not unlike poorly 
pressed castor pomace in proximate composition, except that for cor¬ 
responding fat contents the percentage of nitrogen in the cocoa by-product 
runs about 1 per cent under that in castor pomace. 

The content of theobromine and caffeine alkaloids^ ranging from 2.7 
to 3.2 per cent for the press-cakes and extracted cocoa and 1.6 to 2 per 
cent for the shells, is sufficiently high to be a factor in the disposal of 
the by-products. For example, it has to be considered in the utilization 
of the shells or cake in the feeding of live stock. In the light of past 
investigations it appears that the alkaloid content should also be con¬ 
sidered in relation to the fertilizer value of these materials. 

Results of European experiments reported by Schreiner and Skinner^ 
showed theobromine to be harmful to radishes in water cultures and 
caffeine to be injurious to a number of plants, including onions, celery, 
and corn in water or sand cultures. In view of these findings and in 
the absence of experimental evidence as to the behavior of the alkaloids 
in the soil, the fertilizer value of the nitrogen represented by the alkaloids 
in the cocoa materials is open to question. 

SOLUBILITY OF THE ALKALOIDS. 

The solubility of the alkaloids in samples of press-cake and dried ex¬ 
tracted cocoa was tested mainly for the purpose of determining whether 
or not the alkaloid nitrogen is included with the water-soluble nitrogen, 
and hence ordinarily credited with being available. Five grams of the 
sample was leached with 625 cc. of distilled water at room temperature, 
and the content of total alkaloid in the undissolved residue was deter¬ 
mined. It was found that from 94 to 99 per cent of the total alkaloid 
dissolved, and it may be assumed, therefore, that practically all the 
alkaloid nitrogen is included with the water-soluble nitrogen as deter¬ 
mined by the official method. 

The theoretical nitrogen content of the alkaloids occurring in the 
cocoa by-products is 31 per cent, since previous work has shown that 
theobromine constitutes about 95 per cent and caffeine only 5 per cent 
of the total alkaloids. According to Wadsworth®, however, not all of this 
nitrogen appears in results obtained by the Kjeldahl type of method 
for the determination of nitrogen. In no case did he obtain more than 
94.8 per cent of the theoretical nitrogen content of theobromine. In 
this paper, therefore, the values reported for alkaloid nitrogen content 
have been placed at 94.8 per cent of the theoretical. 

1 The determinations of tfaeobromiae plus caffeine were made in the Drug Control and Pharmacognosy 
laboratories of the Bureau of Chemistry by a carefully tested method involving BU 8 penai 9 n of the materiid 
in weakly acidified water, extraction of the alkaloids with chloroform, and fizud purification of the alkaloids 
by sublimation. 

> U. S. Dept. Agr. Bur. Soils Bull. 87, pp. 72, 78. 

• AnalyiU 1921, 46: 32. 
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Lverage f€»- 4 saxnides. 
■'or 1 sample. Hl- 




140 ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS [VoL X, No, 1 

SOLUBILITY AND QUALITY OF COCOA NITROGEN. 

The average results obtained in the chemical investigation of the 
nitrogen of each of the three cocoa by-products are shown in Table 2. 

A little more than one-third of the total nitrogen of each of the cocoa 
by-products is water-soluble, as determined by the official method. This 
is a relatively large share of soluble nitrogen for organic ammoniates, 
and the absolute amount of soluble nitrogen, ranging from 0.8 per cent 
in one of the shell samples to over 1.8 per cent in an extracted cocoa 
also is comparatively high. 

Between 50 and 58 per cent of the water-soluble nitrogen must be 
alkaloid nitrogen, however, since practically all the theobromine and 
caffeine were found to be soluble, and it is questionable whether this 
alkaloid nitrogen has any plant-food value. On the contrary, even in 
the soil the soluble alkaloids represented by this nitrogen may be harmful 
to growing plants. 

“ACTIVITY*’ OF THE WATER-INSOLUBLE NITROGEN. 

The water-insoluble nitrogen of the cocoa by-products must be classed 
as of inferior quality on the basis of the average “activity” values ob¬ 
tained by either the neutral or alkaline permanganate method. Although 
no limit has been officially fixed for either permanganate method for 
defining acceptable activity for the water-insoluble nitrogen of crude or 
unmixed organic fertilizer materials, it is commonly considered that the 
passing marks for the insoluble nitrogen in such materials should be 
about the same as the limits that have been officially adopted for the 
interpretation of results on mixed fertilizers^ The minimum acceptable 
activity for the insoluble nitrogen of mixed fertilizers has been fixed at 
80 per cent for the neutral and 50 per cent for the alkaline permanga¬ 
nate method. 

It is apparent that the neutral permanganate method assigns a higher 
activity to the insoluble nitrogen of the cocoa products relative to the 
respective passing percentages than the alkaline method does. As a 
matter of fact, a recent examination of two samples of dry-pressed by¬ 
product cocoa cake showed “activities” of the water-insoluble nitrogen 
above 80 per cent by the neutral method, which classed the materials as 
satisfactory sources of nitrogen, whereas the alkaline method gave 
activity values of less than one-half of the acceptable limit of 50 per 
cent. It is not uncommon to encounter fertilizers with insoluble organic 
nitrogen exhibiting satisfactory activity according to one method and 
failing to show acceptable activity by the other, but some of the cocoa 
by-products showed greater discrepancies between the values obtained 


1 Thi$ Journal^ 1925» 8: 250. Compare also Robinson, loc. eit 
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by the two permanganate methods than have been observed in the 
literature for any material. (See results obtained by Hartwell and 
Pember^) 

NECESSITY FOR STRICT ADHERENCE TO OFFICIAL METHODS. 

Because of unexplained variation in some previous analytical results, 
the two samples of dry-pressed cake were examined further and used for 
a brief investigation of the effects of slight deviations from the neutral 
permanganate method as officially defined. 

Both samples were carefully prepared. They were ground to pass a 
40-mesh sieve and thoroughly and uniformly mixed. Repeated deter¬ 
minations showed that they contained 4.4G and 4.40 per cent of total 
nitrogen, and 3.01 and 2.79 per cent of water-insoluble nitrogen, respec¬ 
tively. The results obtained from different sets of determinations were 
highly consistent. 

The water-insoluble nitrogen insoluble in neutral permanganate was 
found to average 0.31 and 0.49 per cent,, respectively, when the official 
instructions were followed to the letter. (In determining the residual- 
nitrogen by the Kjeldahl method, after the permanganate digestion, it 
has been found advisable to add an extra 100 cc. of distilled water before 
starting the final distillation. Otherwise, the presence of large quantities 
of manganese in the flasks causes severe bumping before the distillation 
of ammonia is complete.) Two sets were run, at different times, and 
the maximum variation between individual determinations was 0.05 and 
0.09 per cent for the samples. The average activity by the strictly 
“ofliciar’ method was 89.7 and 82.4 per cent, respectively. 

The official procedure was then varied by dissolving the 1 gram of 
sodium carbonate in the 100 cc. of 2 per cent permanganate solution and 
adding the combined reagents to the water-insoluble residue and 25 cc. 
of tepid water, instead of first adding the sodium carbonate in the dry 
form. It was supposed that this innovation, which would facilitate the 
procedure by avoiding separate weighings of carbonate for each indi¬ 
vidual charge, would yield lower activity values. This proved to be the 
case, but the difference was hardly great enough to be significant. 

The regular procedure was then changed merely to the extent of drying 
the insoluble residues from the water extraction overnight at 70°C. If 
this innovation were permissible, larger sets could be run, because the 
preparation of the water-insoluble, permanganate-insoluble residue could 
be spread over two days. It was found that this drying seriously affected 
the solubility of the water-insoluble nitrogen in the permanganate solu¬ 
tion. The results obtained on the two samples averaged 0.70 and 0.73 
per cent of permanganate-insoluble nitrogen, respectively, with extreme 


» This Journal, 1923, 7. 55. 
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variation between individual determinations of 0.09 and 0.10 per cent. 
Hence, this preliminary drying of the water-insoluble residues decreased 
the “activity”, as measured by the neutral permanganate method, from 
89.7 to 76.7 per cent for the first sample, and from 82.4 to 73.8 per cent 
for the second. In other words, these two siunples of by-product cocoa 
passed the test when the official instructions were exactly followed, but 
they failed to pass when the method was altered to the slight extent of 
drying the water-insoluble residue at 70®C. prior to the permanganate 
digestion. 

CONCLUSIONS. 

Not all water-soluble, organic nitrogen in fertilizers can be freely 
accepted as being available plant food. More than one-third of the 
nitrogen of cocoa by-products is soluble in water, but over one-half of 
this soluble nitrogen occurs as a constituent of the alkaloids theobromine 
and caffeine, and these alkaloids may be not only without plant-food 
value, but they may even be injurious to growing plants. 

The water-insoluble nitrogen of cocoa by-products may exhibit accepta¬ 
ble “activity” by the neutral permanganate test, while its activity 
measured by the alkaline method may be less than one-half of the “pass¬ 
ing” value. 

The “activity” of insoluble organic nitrogen, as measured by either 
permanganate method, is an empiric value; correct or significant results 
can be obtained only by the strictest adherence to the spirit as well as to 
the letter of the official instructions for conducting these deteiminations. 

Certain portions of the official instructions, such as the temperature of 
the bath for the neutral permanganate digestion and the volume of 
water to be added prior to the final Kjeldahl distillation of the residual 
ammonia, should be stated more explicitly. 



FIRST DAY. 


MONDAY—MORNING SESSION. 

REPORT ON WATERS, BRINE, AND SALT. 

By C. H. Badger (Bureau of Chemistry, Washington, D. C.), 

Referee, 

It is recommended^— 

(1) That the following corrections be made: 

(а) In the official method for the determination of manganese by 
the bismuthate method, Methods of Analysis, A. 0. A, C., 1925, 
Chapter VIII, Section 75, lines 8 and 17, change the word “bisul¬ 
fate” to “bisulfite”. 

(б) In Method I for the determination of iodine in the presence 
of chlorine and bromine, Methods of Analysis, A, 0, A, C., 1925, 
Chapter VIII, Section 106, change the last two sentgaces to read 
as follows: “Since one-sixth of the iodine titrated j^resents the 
quantity originally present, one cc. of the 0.05 N sodium thiosulfate 
solution used is equivalent to 1.058 mg. of iodine”. 

(2) That the referee study methods for the analysis of salt with par¬ 
ticular reference to the determination of ingredients added to prevent 
caking. 


REPORT ON TANNING MATERIALS AND LEATHERS. 

By T. D. Jarrell (Leather and Paper Laboratory, Bureau of Chemistry, 
Washington, D. C.), Referee, 

The work undertaken this year was a collaborative study of the deter¬ 
mination of moisture in leather. This report includes results both by 
members of this association and of the American Leather Chemists; 
Association. All the work was done on the same set of samples andj 
according to the same outline. The results by the members of the 
A. L. C. A. were reported at the last annual meeting of that association 
in June, 1926^. They are quoted here to show all the work that has be^| 
done under these directions. 

The following chemists cooperated in the work: 

* For report of Sub-committee A and action of the association, see This Journal, 1927, 10: 60. 

2 J. Am. Leather Chem. Assoc , 1926, 21: 436 
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A. 0, A. C, Members, 

L. E. BopBt, University of Maryland, College Park, Md. 

M. P. Etherege, Mississippi Agricultural and Mechanical College, Miss. 

O. B. Winter, Agricultural Experiment Station, East Lansing, Mich. 

J. H. Mitchell, Agricultural Experiment Station, Clerason College, S. C. 

W. D. Edington, Bureau of Chemistry, Washington, D. C. 

T. D. Jarrell. 

American Leather Chemists Association Members. 

L. A. Cuthbert, Elk Tanning Co., Ridgway, Pa. 

V. J. Mlejnek and K. H. Knight, The Graton & Knight Mfg. Co., Worcester, Mass. 

A. C. Or^mann and C. C. Kaplan, Pfister & Vogel Leather Co., Milwaukee, Wis. 

R. N, Porter, Ashland Leather Co., Ashland, Ky. 

F. F. Marshall, Kistler Leather Co., Lock Haven, Pa. 

W. D. Edington and T. D. Jarrell also participated in the A. L. C. A. collaborative 
work. 

The work included a study of three methods for determining moisture 
in leather: (1) drying in an electric air oven at 100°C. for five successive 
5-hour periods, using a regular ground-glass stoppered weighing bottle; 
(2) dryiaip^ in a current of dry air in the same oven and at the same time 
as (1) for fee successive 5-hour periods, using a special ground-glass 
stoppered |||||hing bottle devised by Veitch and Jarrell^; and (3) by 
the Bidwell-Sterling^ modification of the toluene distillation method. 

Before sending out instructions and samples to collaborators prelimi¬ 
nary work was done by the referee on the toluene distillation method 
with the idea of standardizing the details of the procedure. 

The following directions, together with the two samples of leather 
mentioned therein, were sent to those collaborating: 

DIRECTIONS TO COLLABORATORS ON METHODS FOR THE DETER- 
MINATION OF MOISTURE IN LEATHER, A. O. A. C., 1926. 

Sample No. i,—Vegetable Tanned Sole Leather. 

Sample No. 2.—Black Greased Harness Leather. 

Do not open the samples until ready to weigh out and keep bottles closely sealed 
between weighings. It is important to weigh all charges for each method at the same 
^tting, because when the containers are once opened the leather may change oonsider- 
H^ly in moisture content. 

W If possible follow closely the procedure outlined, indicating any deviation from it in 
i^our report. 

il All the data and comments upon the different methods should be reported to the 
|»9ree not later than July 31, 1926. 

H||k WEIGHING CHANGES. 

rap^ly and accurately four 5 gram portions of Sample No. 1 and place into 
ipHllliltly and weighed ground-glass stoppered weighing bottles—Charges 1 and 
2 m ti^lar bottles measuring 45 mm. wide and 65 mm. high, and Charges 3 and 4 in 
special weighing bottles measuring 45 mm. wide and 85 mm. high and which have tops 

Am. Leather Chem. Ateoc.^ 1925, 20: 334. 

> Thie Journal, 1925, 8: 296. 
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like the one shown in Fig. 1 of the Report on the Determination of Moisture in LeatluT 
in 1925*. Place all these bottles into a desiccator that contains no desiccating agent 
in order to eliminate as nearly as possible a change in weight. Determine moisture 
in these charges by the oven-drying method included in these directions. 

At the same sitting also weigh rapidly and carefully two 20 gram portions of the same 
sample (No. 1) and transfer them to 500 cc. Erlenmeyer flasks. Immediately co\er 
with dry toluene (about 200 c.c.) and connect to the Bidwell and Stirling moisture 
tube as sliown in their method'^. Determine moisture at om'c by tlie loluene distilla¬ 
tion method imduded in these directions. Number these charges 5 and (i 

OVEN DRYING METHOD. 

(Charges 1 to 4 inclusive.) 

On the same day that the charges are weighed out or as soon thereafter as possible 
place Charges 1, 2, 3, and 4 in an electric air oven maintained at exactly 100°C. and 
dry ff)r live successive 5 hour periods (25 hours) at this temperature. Remove the tops 
of the regular weighing bottles (1 and 2) during tht‘ drying periods. Immediately and 
as rapidly as possible connect the outlet tubes of the special weighing bottles (3 and 4) 
to the vacuum line and also (xmnec.t each 8ef)arately as sliown in the Veitch-Jarrell 
diagram, to which reference has been made, to a train of two gas wash bottles contain¬ 
ing fresh concentrated sulfuric acid and during the entire i)eriods of drying allow a 
current of dry air to be slowly drawn (1 bubble per second) through the bottles con¬ 
taining the sample. (Some types of ovens have a ventilating hole on either side. The 
tubes connectipg the bottles with the vacuum and sulfuric acid may be led to the out¬ 
side through these openings.) 

\t the end of each 5 hour drying period and before removing the bottles from the 
oven, place the covers on the regular weighing bottles immediately upon opening the 
door of the oven. Then cut off the current of air from the special bottles and discon¬ 
nect them from the vacuum line and the sulfurijp acifl, and at the same ti^ne place the 
ground-glass caps on the outlets of the cover. Remove all bottles containing the dried 
samples to tight desiccators containing fresh sulfuric acid, allow to cool for exactly 30 
minutes, and weigh immediately. Calculate the percentage loss in weight as moisture 
after each 5 hour drying period. 

After the drying of Sample No. 1 has been complettnl, weigh out the charges and 
determine moisture in the same way in Sample No. 2. 

TOLUENE DISTILLATION METHOD. 

(Charges 5 and G.) 

Immediately after connecting the flasks containing Charges 5 and 6 fill the receiving 
tube with toluene by pouring it through the top of the condenser. Carefully bring to 
a boil and distil at a rate of about 4 drops per second for exactly 2 hours, A t the end 
of 1, IJ, li, IJ, and 2 hours’ distillation, wash down the condenser by pouring tolueni 
in at the top and at the same time brush thoroughly with a good quality tube hrui|| 
attached to a stout copper wire and that has previously been boiled in toluene. Dii|j 
connect the receiving tube and dislodge any drops of water adhorbag to the sides 
rubbing vigorously with a thi^i copper wire twisted at one end into a loop. Alloi^yilih 
tube to come to room temperature emd read the volume of water collected veg|kd Mp 
fully to within 0.01 of a cc. Calculate the percentage of water in the sample. 
to apply any necessary correction when calculating the results.) 

When all work by both methods on Sample No. 1 has boon completed, weigh Out 
the charges and determine moisture in the same way in Sample No. 2, 


1 J. Am. Leather Chem. As$oc , 1925, 20: 336. 
s This Journal, 1926, 8 : 296. 



146 ASSOCIATION OF OFFICIAL AGMCULTUBAt CHEMISTS [Vol.X,No.2 


NOTES AND PRECAUTIONS. 

Oven drying method. —^The temperature witJiin the oven must be frequently watched 
and carefully maintained at exactly 100®C. It must be read from a standardized 
thermometer located at such a position that the end of the mercury bulb rests very 
close to the bottles containing? the sample. If this cannot be done carefully with all 
four bottles in the oven at the same time, complete the drying of Charges 1 and 3 only, 
and then dry Charges 2 and 4, and place them on the immediate left and right of the 
bulb of the thermometer. 

Sfiecial care should be taken not to allow outsM^ sir of the drying and weighing rooms 
to come in contact with the contents of the bottles, which should be kept in the desic¬ 
cators at all times between the periods of drying. The tops should always be kept on 
the bottles when out of the oven. All weighings should be done as rapidly as possible. 

Toluene distillation, method. —Carefully calibrate the tube before starting the work 
by adding, from an accurate Mohr’s pipet, 2 cc. of water to 200 cc. of toluene in a 
500 cc. Erlenmeyer flask and distil in the same manner as described previously. Read 
the receiving tube accurately within 0.01 of a cc. and mark the necessary correction 
on the tube. This correction, which must be applied to all regular determinations 
made by this method, not only applies to any incorrect graduations of the tube but 
it takes into account any error of manipulation. It is advisable to make several blank 
detenninations on each tube in this way, using a definite quantity of water in the toluene 
before starting the work on the samples in order to familiarize yourself with the work¬ 
ing details and aU|0 to make sure the correction is accurate (the usual correction ranges 
from -f 0.03 to H-0.06 cc.). The condenser and receiving tube must be clean to prevent, 
so far as possible, water adhering to the sides of the glass. Before starting the work 
allow the tubes and condensers to remain in chromic-sulfuric acid overnight, rinse with 
distilled water and finally with alcohol, and dry either in an oven or by passing a cur¬ 
rent of air through them. This is usually necessary before each distillation. 

Special care must be taken to see that any water that may stick to the sides of the 
condenser and tube during distillation has been washed and brushed down to the top 
of the water column in the tube. 

The toluene must boil between 110°C. and 112°C. at 760 mm. pressure. 

Always read the bottom of the meniscus when standardizing the tubes and also when 
making detenninations. 

COMMENTS BY COLLABORATORS. 


L. A. Cuthbert: The moisture determinations specifying the regular weighing bottles 
were made in a new Weber electric drying oven. The temperature was controlled to 
within one-half a degree of 100°C. for practically the entire 5 hour period. There was 
steady loss of weight during the 25 hours* drying by this method. The weather 
ged considerably during the five 6-hour periods, ranging from a bright clear day 
very rainy day. 

he size of the weighing bottle does not appear to affect this method appreciably, 
ile running Sample No. 2, I used one weighing bottle 45 mm. wide by 80 mm. high 
5.0 grains of leather, and another bottle 30 mm. wide by 50 mm. high, with 2.5 
of leather. 

^terminations made by the toluene distillation method offered no difficulties, 
t essential to have the equipment absolutely clean. Even with thorough 
however, some small particles of water adhered to the sides of the tube just 
the surface of the toluene and could not be removed with a copper wire. If 
these tubes are used, I would suggest putting a straight glass stopcock on the lower end 
of the calibrated part of the tube. The tube could be accurately graduated to 3 or 4 cc. 
and before starting a determination the lower part could be filled with water to the 
zero graduation. 
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V. J. Mlejnek and K. If Knight: The regular weighing bottles used were 50 mm. 
wide, 105 mm. high. Combined evaporator and dryer was used with maximum plate 
temperature of 98°C. As the house vacuum line was inconvenient, the vacuum was 
supplied by water displacement; therefore accurate control of a bubble per second was 
not possible. During the first week, with Sample No. 1 and using the special weighing 
bottles, the duplicates were connected in scries with one set of two wash bottles. The 
order was reversed for each 5-hour drying period, and it was noted that for each period 
the leather that received the dry air gave the greater percentage of moisture. With 
Sample No. 2 each bottle had its own series of wash bottles, and uniform results were 
obtained. 

Our regular method was tried (5 grams dried for 16 hours in open tannin dishes): 
Sample No. 1, 10.32 per cent; No. 2, 7.84 per cent. 

The greatest difficulty with the distillation method is to get the Bidwell and Sterling 
tubes clean; thorough cleaning with soap and water and then 3 days’ contact with 
chromic-sulfuric acid gave only fairly satisfactory readings of menisci. The method 
is quick in a(‘tual execution, but requires considerable attention and results are possibly 
only accurate to 0.05 per cent. 

A. C. Orlhmann .—I believe the toluene dLstillation method for the determination of 
moisture in leather to be very practical emd efficient. This method measures the water 
directly and I obtained better checks by using this method than by oven drying. 

Our electric oven showed considerable variation in temperature, as much as 5° above 
and below 100°C. 

/f. E, Porter ,—We did not have an electric or other oven with thermostat control so 
we u.sed a small air, gas-heated oven which we found was extremely difficult to control 
owing to variations in gas pressure, etc. 

The toluene distillation method worked nicely, although the last 0.05 cc. is hard to 
get out. This is very important in accurate work. The toluene used boiled at 112°C. 

J, H, Mitchell .—I found it somewhat difficult to check the toluene distillation method. 

DISCUSSION BY REFEREE. 

Oven drying method ,—Ten collaborators reported results on Sample 
No. 1 and eleven reported on Sample No. 2. The first six collaborators 
listed in the table under Sample No. 1 and the first seven listed under 
Sample No. 2 reported using electric air ovens maintained at exactly 
100°C. Collaborators 8, 9, 10, and 11 reported using various kinds of 
ovens with temperatures varying from 95° to 105°C. By comparing the 
results obtained in electric air ovens at 100°C. with the regular weighing 
bottle, the extreme variation is about 0.65 per cent on Sample No. ly 
and about 0.90 per cent on Sample No. 2. The extreme variation 
results by Collaborators 8, 9, 10, and 11 using the same kind of weighing 
bottle but working at a temperature range of 95° to 105°C. is over 
per cent on Sample No. 1 and over 1.00 per cent on Sample No. 2, 

When the special weighing bottle with a current of dry air |i|||^g 
through the sample during drying was used in the electric oven at lOd^^C., 
the extreme variation was about 0.45 per cent on Sample No. 1 (omitting 
Collaborator 5 for the first 5-hour period), and over 1.00 per cent on 
Sample No. 2. When the temperature, however, ranged from 95° to 
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105°C., as with Collaborators 8, 9, and 10, the extreme variation was 
about 1.50 per cent on both samples. 

The variations in results are quite typical of those generally obtained 
in collaborative work on the determination of moisture in organic ma¬ 
terials by the usual oven-drying procedures. It is believed by the 
referee that the great variations reported are largely due to faults in the 
method and also to the failure of some collaborators to follow the direc¬ 
tions exactly. 

It has been brought to the attention of this association by a former 
referee^ that when leather is dried in an air oven, an ordinary open 
weighing bottle or dish being used, an appreciable variation in results 
will be obtained because of differences in the relative humidity of the 
air inside the oven during the drying period. But when leather is dried 
in the same kind of oven and at the same temperature, a special weighing 
bottle being used^, and dry air is passed through the sample during dry¬ 
ing, the relative humidity of the surrounding atmosphere will not affect 
the results. This method in the hands of the referee always gave higher 
moisture results than when an open container was used. This, however, 
is not always true in the collaborative results here reported since several 
collaborators obtained lower results with the special bottle. The reason 
for this was not determined. A slight leakage of moist air into the weigh¬ 
ing bottle during drying or the lack of free dry air passing through the 
sample might be offered as an explanation. 

Toluene distillation method. All collaborators reported re.:ults by the 
toluene distillation method, and all are in good agreement except those 
of Collaborators 8 and 10 for Sample No. 1. If these two results, which 
are apparently low, are omitted, the maximum result on Sample No. 1 
is 11.70 per cent and the minimum is 11.23 per cent, a difference of 
0.47 per cent. The maximum result on Sample No. 2 is 8.36 per cent 
and the minimum is 7.81 per cent, a difference of 0.55 per cent. The 
results by the toluene distillation method show, on a whole, a belter 
agreement among the different analysts than those obtained by oven 

Much work done by the referee on the toluene distillation method 
Hdicates that it gives results that agree very well with those obtained 
^y heating for five hours in an electric air oven at 100°C. while passing 


air through the sample. They also agree fairly well with the results 
when the regular weighing bottle is used and the sample is 
IHHHl^or from 15 to 25 hours at lOCf C., provided the relative humidity 
jljpiPP^rying room is practically constant at about 30 per cent. If, how- 
^ever, the relative humidity in the drying room is much higher than 30 


per cent, the results are lower when the legular bottle is used. 


1 This Journals 1921, 5 32, 389, 1923, 6 309 
Am Leather Chern Assoc, 1926,20 335 



Results of collaborative A. O. A. C. work on the determination of moisture in leather. 
(Results exprcMed in percentage.) 


1927 ] JABBEIX 


BEPOBT ON TANNING MATEBIALS AND LEATHEBS 149 


th 

iC»OOOCOC^p»OOt^(N 
j CO (N CS C<J CO ^ «0 t>; CO to 

2 ^ ^ fH »-H »H o l-J c5 

11.70 

10.37 

1.33 

1 

ii 

w-o 
$ 
® i 

‘5 

>> 

Q 

Hours of drying 

25 

11.83 

11.57 

11.80 

11.47 

11.48 
11.85 
10.92 

11.85 

10.92 

0.93 

20 

11.67 
11.51 

11.80 

11.43 

11.68 

11 61 
10.42 

11.80 

10.42 

1.38 

15 

11.58 

11.45 

11 61 
11.12 

11.68 

11.48 

9.93 

11.68 

9.93 

1.75 

10 

LEATHER 

11.40 

11.37 

11 36 

10 87 

11 84 

11 40 

9.72 

11.84 

9.72 

2.12 

5 

''JED SOLE 

11.20 

11 09 

11.22 

9.43 

11.06 

10.93 

9 51 

11.22 

9.43 

1.79 

1 

2 

? 

1 

H 

ft 

e 

:3 

0 

g 

bC 

a 

1 

'o 

t 

? 

s 

< 'MOCOCOMOiCOt’^tOlN 
ic H i-H CO t'- F-J c4' »q CO to 

W MFHr-5,-HC^6oii-'d6 

(S 

12.53 

10.46 

2.07 

20 

1—VEGETX 

11.25 
11.12 
11.29 
10.67 
11.13 
10.83 
12.72 

11.26 
10.48 
10.60 

12.72 

10.48 

2.24 

15 

IPLE NO. 
11.28 
11.06 
11.17 
10.54 
11.05 
10,77 
12.50 
11.17 
9.75 
10.12 

12.50 

9.75 

2.75 

^ ■ i 

•< 

c« 00h- F-t CO 

Q qo5cqcqo50cqr-ji-p 

^ rHO^HoddeirHoid 

T— < fH tH fH t-H »—H rH r—t rH 

12.34 

9.71 

2.63 

wi-tooiC'^GOcoF-iq 

t>.«:)cD^cqcqcDCjqq 

11.68 

9.61 

2.07 

COLXJ^BORATOR 

1 

2 

3 

4 

5 

7 

8 

9 

10 

11 

Highest 

Lowest 

Difference 


OpeOOOiH:DOpO<NO 

qpiHrHcqcqcqOcoooco 

ooo6o6o6no6o6o6cx5no6 

8.36 

7.81 

0.55 

8.34 

8.41 

8.48 

8.02 

9.16 

8.14 

8.28 

7 73 

9.16 

7.73 

1.43 

8.27 
8.29 

8.40 

7.93 

9.09 

8.16 

8.28 
7.45 

9,09 

7.45 

1.64 

8.24 

8.27 

8.36 

7.50 

8.94 

8-02 

8.16 

6.67 

8.94 

6.67 

2.27 

CO O ^ ^ ^ 

01 rH cq o 

OC 00 GC 00 00 d 

8.61 

6.11 

2.50 

8.08 

8.07 

*8.08 

7..36 

8 55 

7.77 

8.06 

5.61 

8.55 

5.61 

2.94 

eooocccctoiooi'^CQh- 
«-< rH rH q N q rH cq Ci N c 

00 00 d N d 00 d i> N 

9.24 j 9.29 

7.71 ! 7.72 

1.53 ■ 1 57 

^00C0O-tO00^FHC<lO 

q q q t>. q q cq q c 

OOOOOONt^OOQOdNNN 

00(NCO'^OCiOOCC'ft^O 
qq'-jqtqtqqqosFfcs 
GC* 00 00 h*’ 001> 00 N t>^ 

8.90 

7.44 

1.46 

8.02 

7.83 

8.01 

7.74 

8.11 

7.94 

8.43 

7.85 

7.41 

7.80 

CC Cl 

Tj^Tfnq 
OOt^ fh’ 

7.80 

7 77 
7.98 
7.61 
7.49 
7.96 

7.81 
8.18 
7.98 
7.38 
7.20 

OOO 00 

oot^^o 

1 1 
2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

Highest 

Lowest 

Difference 


•i 

M 












150 ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS [Vol X, No. 2 


All collaborative work on the determination of moisture in leather has 
shown that drying in an oven around 100®C, cannot be depended upon 
to give consistent results in the hands of different analysts. Probably 
the variations in atmospheric humidity in the oven during the period of 
drying are chiefly responsible for the discordant results, but there are 
also variations in temperature. Some ovens cannot be automatically 
controlled within close temperature ranges, and some are not uniformly 
heated in different parts. The toluene distillation method, however, 
gives more consistent moisture results in the hands of different analysts 
than does the usual oven drying method, probably because the tempera¬ 
ture is definitely and automatically controlled during the entire period 
of distillation, and also because the relative humidity of the surrounding 
atmosphere during the distillation will affect the results but little, if any. 

RECOMMENDATIONS*. 

It is recommended— 

(1) That the tentative method for the determination of moisture in 
vegetable tanned leather^ be dropped. 

(2) That the toluene distillation method for the determination of 
moisture in vegetable tanned leather be adopted as tentative. This 
method has been published^. 


REPORT ON INSECTICIDES AND FUNGICIDES. 

By J. J. T. Graham (Insecticide and Fungicide Laboratory, Bureau of 
Chemistry, Washington, D. C.), Referee. 

The work done this year on insecticides and fungicides related to the 
following subjects: 

1. Methods for the determination of cyanogen and chlorine in sodium and potassium 
cyanides. 

2. Methods for the determination of cyanogen and chlorine in calcium cyanide. 

3. Methods for the detennination of water in soap. 

4. Methods for the complete analysis of miperal oil-soap emulsions. 

5. Methods for the determination of imsulfonated residue in petroleum spray oils. 

DETERMINATION OF CYANOGEN AND CHLORINE IN SODIUM 
AND POTASSIUM CYANIDES. 

Following the suggestions of the referee in last year’s report, prelimi¬ 
nary experiments were made relating to the determination of cyanogen 
and chlorine in sodium and potassium cyanides, the official method of 
analysis being used. As the method for chlorine was found to be un- 

1 For report of Sub-oomniittee A and action of the association, see Thu Journal^ 1927, 10: 60. 

* Meihodt of AnaWtit. A. 0. A. C., 1926, 79. 

• ThiM Journal, 1926, 8: 296; 1927, 10: 31. 
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satisfactory, particularly in the presence of sulfides, it was decided to 
utilize for collaborative work the methods embodying the suggestions of 
firms handling these materials. 

One sample submitted was sodium cyanide containing a small quantity 
of sulfides, and the other was potassium cyanide with which was mixed 
about 10 per cent of sodium chloride. 

The methods follow: 

CYANOGEN. 

REAGENTS. 

(a) 0.1 N silver nitrate solution. —Standardize against pure sodium chloride by titra¬ 
tion, using chromate indicator; or gravinietrically, weighing the chloride. 

(b) Lead carbonate. 

(C) 10 per cent sodium hydroxide solution. 

(d) Potassium iodide. —Crystals or a saturated solution. 

DETERMINATION. 

Method I. Official Method. 

Proceed as directed in par. 103^ 

Method n. 

Break the sample into small lumps in a mortar (do not grind), quickly weigh al)out 
5jgrams in a weighing bottle, and wash it into a 500 cc. volumetric flask containing 
about 200 cc. of water. Add a little lead carbonate as a precaution to precipitate any 
sulfide sulfur that may be present. Make to volume with water, filter, and transfer a 
50 cc. aliquot to a 400 cc. beaker. Add 200 cc. of water, 5 cc. of the sodium hydroxide 
solution, 10 drops of the potassium iodide solution (or a few crystals), and titrate to a 
faint opalescence with the 0.1 silver nitrate solution. In making this titration it is 
advantageous to have the beaker over a dark background. From the number of cc. of 
0.1 TV silver nitrate used calculate the percentage of cyanogen in the sample, using the 
following equation: 

2 NaCN 4- AgNOa = NaCN AgCN -f NaNOa. 

Method III. 

Proceed as in Method II except to replace the 5 cc. of 10 per cent sodium hydroxide 
solutaon with 1 cc. of strong ammonia. 

CHLORINE. 

REAGENTS. 

(a) 0.1 N silver nitrate solution. —Standardize against pure sodium chloride by 
titration, using chromate indicator; or gravimetrically, weighing the chloride. 

(b) 0.1 N ammonium or potassium thiocyanate solution. 

(C) Formaldehyde solution. —A 40 per cent solution free from chlorides. 

(d) Ferric indicator. —A saturated solution of ferric ammonium alum. 

DETERMINATION. 

Method I. 

Transfer a 50 cc. aliquot of the solution prepared for the determination of cyanogen 
to a beaker and dilute with an equal quantity of water, add 1 to 2 cc. of a 40 per cent 


» Mtihods of Analysis, A. O. A. C , 1926. 66. 




Collaborative results—sodium and polasshim cyanides. 
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* Chlorine titration made by the Mohr method. 
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solution of formaldehyde, stir well, and allow to stand 15 minutes. Acidify with nitric 
acid (5 cc. of 1 + 1 is usually enough) and 0.1 AT silver nitrate in excess, stir well, filter, 
wash, and titrate the excess silver with 0.1 iV thiocyanate solution, using ferric indicator. 
Prom the number of cc. of 0.1 silver nitrate solution used, less the number of cc. of 
0.1 iV thiocyanate solution, calculate the percentage of chlorine in the sample. 

Method IL 

Transfer a 50 cc. aliquot of the solution prepared for the determination of cyanogen 
to a distilling flask, dilute to 100-150 cc., acidify with a slight excess of acetic acid and 
distil, passing the vapors through a condenser whose delivery end dips into a solution 
of sodium hydroxide to absorb the hydrocyanic acid. After all the hydrocyanic acid 
is driven off, which should occur in the first 50 cc. of the distillate, wash the liquid from 
the distillfiig flask into a beaker, add 5 cc. of dilute nitric acid (1 -f- 1) and an excess 
of 0.1 TV silver nitrate solution, stir well, filter, wash, and titrate the excess silver in the 
filtrate with 0.1 TV tliiocyanate solution, using ferric indicator. From the number of 
cc. of 0.1 TV silver nitrate solution used, less the number of cc. of 0.1 TV thiocyanate 
solution, (‘.alculate the percentage of chlorine in the sample. 

The collaborative results are given in Table 1. 

DISCUSSION OF RESULTS (TABLE 1). 

Although in the official method for cyanogem there is no provision for 
the removal of sulfides, which are occasionally present in i‘yani(Ic sam¬ 
ples, the results by this method agree well with those obtained by 
Methods II and III. The end point, however, is somewhat vague in 
the presence of sulfides. In Methods II and III, in addition to the 
removal of sulfides with lead carbonate, the end point is made more 
distinct by the addition of potassium iodide. Under adverse conditions 
Method II will give better results than the present official method, of 
which it is a modification, and it is recommended, therefore, that this 
method be adopted in place of .the present official method. 

In the official method for chlorine any error in the end point of the 
cyanogen titration causes a corresponding error in the chlorine deter¬ 
mination. In the case of a sample with a small chlorine content the 
relative error may be large. The use of potassium iodide as an indicator 
for the cyanogen determination as previously recommended would also 
interfere in the determination of chlorine by the official method. The 
referee recommends that both Method I and Method II be adopted as 
official methods for the determination of chlorine in place of the present 
official method. 

DETERMINATION OF CYANOGEN AND CHLORINE IN 
CALCIUM CYANIDE. 

One sample of commercial crude calcium cyanide was sent to the 
collaborators with the following directions: 
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CALCIUM CYANIDE. 

CTANOOBN. 

REAGENTS. 

(a) OJN silver nitrate solution. —Standardize against pure sodium chloride by titra>- 
tion, using chromate indicator; or graviroetrically, weighing the chloride. 1 cc. of this 
solution is equivalent to 0.005202 gram of cyanogen. Factor CN to Ca(CN )2 “ 1.7702. 

(b) Soda^lead reagent. —Dissolve 20 grams of lead acetate in I liter of water and add 
200 grams of sodium carbonate, free from chlorides. 

(C) Sodium hydroxide solution. —Dissolve 100 grams of sodium hydroxide in 1 liter 
of water. 

(d) Pottissium iodide. —Crystals, or a saturated solution. 

DETERMINATION. 

Method L 

Put about 200 cc. of water in a 600 cc. volumetric flask and carefully dry the neck. 
Weigh about 5 grams of the sample in a weighing bottle and transfer it to the flask with 
the least possible exposure to the air. Wash the sample down into the flask and mix 
by whirling imtil solution is complete and the small quantity of calcium carbide has 
been decomposed. Then add 26 cc. of the soda-lead reagent or suflicient to remove 
sulfides, close the flask with a rubber stopper, and shake thoroughly, preferably for 
one-half hour. Make to volume, mix, and filter through a dry filter. Transfer a 50 cc. 
aliquot to a 400 cc. beaker and add 200 cc. of water, 6 cc. of the 10 per cent sodium 
hydroxide solution, and 10 drops of the potassium iodide solution (or a few crystals). 
Titrate with the silver nitrate solution to a faint permanent opalescence. In making 
this titration it is advantageous to have the beaker over a dark background. 

From the number of cc. of standard silver nitrate solution used, calculate the per¬ 
centage of cyanogen in the scunple, using the following equation: 

2 NaCN + AgNOa * NaCN.AgCN + NaNO,. 

CHLORIITE. 

REAGENTS. 

(a) 0.1 N. silver nitrate solution. —Standardize against pure sodium chloride by titra¬ 
tion, using chromate indicator; or gravimetrically, weighing the chloride. 

(b) 0.1 N ammonium or potassium thiocyanate solution. 

(C) Formaldehyde solution. —A 40 per cent solution free from chlorides. 

(d) Ferric indiceUor. —A saturated solutipn of ferric ammonium alum. 

DETERMINATION. 

Method I. 

Transfer a 50 cc. aliquot of the solution prepared for the determination of cyanogen 
to a beaker and dilute with an equal quantity of water, add 1 to 2 cc. of a 40 per cent 
solution of formaldehyde, stir well, and allow to stand 15 minutes. Acidify with nitric 
acid (5 cc. of 1 4- 1 is usually enough), add 0.1 AT silver nitrate in excess, stir well, 
filter, wash, and titrate the excess silver with 0.1 TV thiocyanate solution, using ferric 
indicator. From the number of cc. of 0.1 AT silver nitrate solution used, less the number 
of cc. of 0.1 TV thiocyanate solution, calculate the percentage of chlorine in the sample. 

Method 11. 

Transfer a 50 cc. aliquot of the solution prepared for the determination of cyanogen 
to a distilling flask, dilute to 100-150 cc., acidify with a slight excess of acetic acid. 
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and distil, passing the vapors through a condenser whose delivery end dips into a solu¬ 
tion of sodium hydroxide to absorb the hydrocyanic acid. After all lht.‘ hydrocyanic 
acid is driven off, which should occur in the first 50 cc. of the distillate, wash the liquid 
from the distilling flask into a beaker, add 5 cc. of dilute nitric ac id (1 -f- 1) and an 
excess of 0.1 N silver nitrate solution, stir well, filter, wash, and titrate^ the, excess silver 
in the filtrate with 0.1 N thiocyanate solution, using ferric indicator. From the number 
of cc. of 0.1 N silver nitrate soluti^m used, less the number of cc. of 0.1 TV ihioc^yanate 
solution, calculate the percentage of chlorine in the sample. 

The collaborative results are given in Table 2. 


Table 2. 

Collaborative resulls —calcuini cyanide. 


ANALYST 

CYANOGEN 

CllLOKINE 

Method I 

Method II 


per cent 

per cent 

per cent 

R. S. Gifford 

25.44 

25.45 

10.54* 

19.49^ 


Average 

26.45 

19.52 


J. J. T. Graham 

25.53 

19.30 

19.30 


25.52 

19.30 

19.20 

Average 

25.53 

19.30 

19.28 

C. E. Swift 

25.4 

18.8 

19.0 

General Average 

25.47 

19.29 

19.19 

Average deviation from the mean 

0.05 

0.19 

0.12 


* Chlorine titration made by the Mohr method. 


The results for cyanogen and chlorine in the sample of calcium cyanide 
are so satisfactory that the referee considers these methods to be worthy 
of adoption as official methods. 

DETERMINATION OF WATER IN SOAP. 

Samples of fish oil soap similar to those described in the 1925 report^ 
were prepared. Samples 1 and 2 were potash and soda soaps, respec¬ 
tively. These were packed in glass jars and sent to the collaborators 
with the following methods: 

Xylene Distillation Method. 

Weigh about 20 grams of the sample into a 300-500 cc. flask; add 50 cc. of xylene; 
and, in order to prevent foaming, add about 10 grams of lump rosip. Do not use 
powdered rosin because it usually contains an appreciable quantity of moisture. Distil 
into a Dean and Stark type distilling tube receiver*, and continue the distillation until 
no more water collects in the receiver. Allow the contents of the tube to cool to room 
temperature, read the volume of water under the xylene in the tube, and from this 
volume cedculatei the percentage of water in the sample. 


J This Journal, 1926, 9: 134. 

» J. Ind. Eng. Chem., 1920, 12: 480. 
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Official Method, 

Proceed as described in par. 105 >, or par. 61 *. 

The collaborative results are given in Table 3. 


Table 3. 

Collaborative results—tvater in soaps. 



SAMPLE X 

SAMPLE II 

ANALYST 

Official 

Method 

. 

Xylene 

Distillation 

Method 

Official 

Method 

Xylene 

Distillation 

Method 


per cent 

per cent 

per cent 

per cent 

W. A. De Long 

Macdonald Collage, Canada 

22.3 

23.7 

20.6 

22.1 

22.8 

24.0 

20.8 

22.5 

Average 

22.5 

23.9 

20.7 

22.3 

J. W. Elmore 

23.3 

23.5 

20.9 

22.5 

Department of Agriculture 
Sacramento, Calif. 

23.2 

23.5 

21.0 

22.5 

— 

— 

— 

— 

Average 

23.3 

23.5 

21.0 

22.5 

H. J. Fisher 

23.4 

23.4 

20.7 

22.7 

Agricultural Experiment Station 

22.7 

23.7 

20.5 

23.5 

New Haven, Conn. 

— 

— 

— 

— 

Average 

23.0 

23.5 

20.6 

23.1 

J. J. T. Graham 

22.5 

24.0 

22.5 

22.2 


22.7 

23.8 

21.8 

22.3 


— 

— 

— 

— 

Average 

22.6 

23.9 

22.1 

22.3 

General average 

22.9 

23.7 

21.1 

22.5 

Average deviation from the 





mean 

! 0.3 

0.2 

0.5 

0.3 


DISCUSSION OF RESULTS (TABLE 3). 

The results by the xylene distillation method are quite uniform. A 
greater variation exists among the results obtained by the official drying 
method than among those by the xylene distillation method, and the 
results by the latter method are about 1 per cent higher. This is probably 
due to the fact that when the official method was used, the partial oxida¬ 
tion of the fatty acids of the soap during the drying caused the results 
for moisture to be correspondingly low. 

One of the collaborators comments on this method as follows: “In 
determining water in Sample 2 by the official method the minimum 
weight stage was found to be of brief duration, the decrease due to loss 
of water being closely followed by a rapid rise, presumably due to 
oxidation. Thus in one determination the sample lost 1*16 per cent of 

* Methodt of Analytu, A 0. A. C., 1926, 65. 

1920» 64. 
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its weight in a 30 minute heating period and gained 1.73 per cent during 
the next period (in terms of percentage of the minimum weight recorded). 
Accordingly, for soaps of this type, the estimation of moisture content 
from loss of weight under the conditions of the method can be but a 
rough approximation at best”. 

ANALYSIS OF MINERAL OII^SOAP EMULSIONS. 

Samples of kerosene and engine oil emulsions were prepan^d as de¬ 
scribed in last year’s reports potash fish oil soap being used as the 
emulsifier. The emulsions were of good quality and showed no tendency 
toward separation of oil. They were sent to the collaborating chemists 
with the following directions: 


WATER. 

Weigh about 25 grams of the sample into a 300-500 cc. flask and add 50 cc. of xylene; 
if necessary to prevent foaming, add a small piece of rosin. Distil into a Dean and 
Stark type distilling lube receiver* and continue the distillation until no more water 
collects in the receiver. Allow the contents of the tube to cool to room temperature, 
read the volume of water under the xylene in the tul>e, and from this volume calculate 
the percentage of water in the sample. 

TOTAL OIL. 

(Modification of method for the determination of kerosene in kerosene emulsions*). 

Weigh about 10 greuns of the sample into a Babcock cream bottle. Dilute with al>out 
10 cc. of hot water and add 5-10 cc. of dilute sulfuric acid (1 + 1). 

Set the lx>ttle in a hot water bath for about 6 minutes to hasten the separation of the 
oil, add sufficient saturated sodium chloride solution to bring the oil layer within the 
graduations on the neck of the bottle, whirl at a rate of 1200 revolutions per minute 
for about 2 minutes, and allow to cool. Read the volume of the oily layer, determine 
its density, and from these values calculate its weight and percentage. To obtain the 
percentage of oil ip the sample, deduct from this percentage value the percentage of 
fatty acids (and phenols if present), determined separately. 

SOAP. 

Method /. 

Evaporate about 10 grams of the sample in a platinum dish, ignite and leach the 
charred mass with water, and filter. Ignite the residue, take up with water, filter, add 
the filtrate to the leachings, and titrate with 0.1 hydrochloric acid, using methyl 
orange as indicator. From the number of cc. of hydrochloric acid used, calculate the 
percentage of sodium or potassium oleate or rosin soap, according to which is present 
in the sample. 

Method 11. 


Weigh 20 grams of the sample into a separatory funnel, add 60 cc. of petroleum 
ether, and extract the mixture once with 20 cc. and four times with 10 cc. of 50 per cent 
alcohol. Break the emulsion if necessary with 1 or 2 cc. of a strong solution of sodium 
hydroxide, allowing the solution to run down the side of the separatory funnel, which 


» Thi$ Journal, 1926, 9; 128. 

• J. Jnd. Eng. Chem., 1920, 12: 486. 

• U. 8. Dept. A^i. Bar. Chem. Bull 


105, p. 165. 
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is then gently twirled and allowed to stand for a few minutes. Draw off the alcoholic 
layers and wash them successively through petroleum ether contained in two other 
separatory funnels. Combine the alcoholic extracts in a beaker euid evaporate on a 
steam bath to remove alcohol. Dissolve the residue in about 100 cc. of water made 
alkaline with sodiiun hydroxide. Transfer to a separatory funnel, acidify with hydro¬ 
chloric or sulfuric acid, extract three times with ether, and successively wash the ether 
extracts twice with water. Combine the ether extracts, evaporate in a weighed beaker 
on a steam bath, and weigh as fatty acids. From the weight of fatty acids calculate 
the percentage of soap in the sample as sodium or potassium oleate. 

UNSULFONATBD RESIDUE. 

Method /. 

REAGENT. 

38 N Sulfuric Acid, —Prepare as directed under turpentine’. 

DETERMINATION. 

Place 20 cc. of the 38 TV sulfuric acid in a Babcock cream bottle. Add slowly from 
a p.ipet 5 cc. of the recovered oil, gently shaking or rotating the bottle and being careful 
that the temperature does not rise above 60°C. (After preliminary draining, in the 
case of heavy oils, warm the pipet by drawing it several times through the flame of a 
Bunsen burner and then drain thoroughly.) When the mixture no longer develops heat 
on shaking, agitate thoroughly by vigorously shaking for about one-half minute. Place 
the bottle in a water bath and heat at 60°-65°C. for 10 minutes, keeping the contents 
of the bottle thoroughly mixed by shaking vigorously for 20 seconds at 2 minute inter¬ 
vals during the heating period. Fill the bottle with strong sulfuric acid until the oil 
rises into the graduated neck. Centrifugalize for 5 minutes (or longer if necessary to 
obtain a constant volume of the oil) at 1200-1600 revolutions per minute. Read the 
volume of unsulfonated residue from the graduations on the neck of the bottle, and 
from this value calculate the percentage by volume of the unsulfonated oil. 

Method IP, 

Determine the specific gravity of the oil at 25°C. and weigh the equivalent of 5 cc. 
into a Babcock cream bottle. Add slowly 20 cc. of exactly 37 TV sulfuric acid in four 
equal portions, shaking after each addition and taking care that the temperature of the 
mixture does not rise above d0°C., cooling in ice water if necessary. When the mixture 
no longer warms on shaking, agitate thoroughly, immerse the bottle in a water bath 
at 60®“65°C. and hold at this temperature for 1 hour, shaking every 10 minutes. Fill 
the flask with strong sulfuric acid (approximately 1.84 specific gravity) until the oil 
rises into the graduated neck, centrifuge to constant volume of the oil at approximately 
1500 revolutions per minute, cool to 25°C,, read the volume of the unsulfonated residue 
from the graduations on the neck of the flask, and calculate the percentage by volume. 

ASH. 

Evaporate 10 grams of the sample, or more if necessary, in a platinum dish; ignite 
and leach the charred mass with water. Ignite the residue, add the leachings, evaporate 
tD dryness, ignite, and weigh. From this weight calculate the percentage of ash. Test 
the ash for copper, calcium, calcium fluoride, etc. 

The collaborative results are given in Table 4. 

1 MethodM of Analysis, A. O. A. C , 1926, 408. 

3 Metliod Buggested to the referee by J. B. Terry, Chief Chemist of the Standard Oil Company of 
CalifcNrnia. 



Collaborative results—mineral oiUsoap emulsions. 

(Expressed in p^-centage.) 


1927] graham: report on insecticides and FUN(iICIDES 


159 





05 M 

rH 

55 


to to 

to 

rH C4 

05 

SiS 

05 


m 

< 


CO TtH 



^ nn 




o 



o o 

d 

oo 

O 

do 

d 

d d 

d 

d 

d 


V. 

"S 

oo 

o 

O 

05 

CO 

o 






5, 


00 CO 

i> 

C» 00 

00 


CO 



C5 

05* 


1 % 






oox 

00 








o o 

o 

oo 00 

00 

to CO 

05 

cO 05 

Ttt 

00 

Oi 



00 o6 

o6 

05 05 

05 

05 

rH 

rH cd 

cjod 

05 

00 

rH 








00 00 

00 

00 

t- 


69 


1 

<N rH 

05 

05 05 

05 

CO 


CO o 

00 

CO 

o 



pC3 

CD 

lO 



CO CD 

CO 

l>. CO 

cq 

CD 


S 

21 

Soap 

s 



rH rH 


rH rH 

fH 

rH rH 

rH 


d 


1 

O 00 

05 

05 rH 

o 

O 00 


05 CO 

CO 

*D 

CO 




CO 

CO 

CO I'r 

1- 

to to 

to 


1-- 

o 

o 



0) 

s 

rH ^ 


irH ^ 


rH rH 


fH f«M 



d 


*8 


O lo 

CO 

05 rt< 

CO 

CO QC 

04 

CO C5 

cc 

rH 

CD 


0 

0 

oc' x‘ 

00 

CO CO 

g 

cd t- 


cd CO 

d 

1- 

d 


H 


CO CO 

CO 

CO CO 

*D D 

CO 

CO CO 

CO 

CO 



U 

<L 


O CO 

rH 

GO 05 

05 

04 CO 

CO 

r>. CO 

o 

OC 

CO 




rH rH 


d d 

d 

dd 

o 

d rH 

rH 

d 

d 




CO CO 

CO 

CO CO 

CO 

CO CO 

CO 

CO CO 

CO 

CO 





O 05 

o 

?53; 


CO rH 

--f 

to CO 

CO 

or 

CO 




CO 05 

CO 

05 

CO CO 

CO 

05 05 

05 

05 

o 





rH 

^rH 

rH 

rHrH 

rH 




O 


v. 

•S 

o o 

o 

O O 

o 

^ CO 

Jr^ 



CD 





d 00 

05 

05 04 

05 

CO 

cd 



rH 

rH 




CO UO 

iO 

CO CO 

CO 

CO CO 

CO 



CO 



a B 

A 












l| 

t 

JS 

o o 

o 

CO O 

00 

C5 to 

5^ 

o ^ 

05 

q 

q 


a 


00 00 

00 

1- 00 




oi 05 

05 

d 




s 

to iO 

to 

to to 

to 

to to 

to 

CO CO 

CO 

to 




'1 

<M CO 


CO to 

rH 

00 

CO 

CO 

to 

o 

00 

ij 



CO CM 

to CO 

CO 

CO CO 

CO 

r-- 

t^ 

to 

rH 




d d 

d 

to d 

d 

d d 

d 

d to 

d 

to 

d 

< 

w 

Q< 













0 

*3 












zn 

0 

<N 00 

o 

O CO 

04 

CO 04 

CO 


CD 

to 





CO 


Tti 


rH CO 

05 

CO CO 

CO 

q 

o 




d d 

d 

d d 

d 

d d 

d 

td d 

d 

to 

d 


3 

3 

CO lO 

CO 

05 CO 

CO 

O CO 

00 

rH O 


t'r 

»o 


0 

[SS 

cd 

d d 

d 

cd d 
ib CO 

d 

d d 

d 

td 

d 


H 


CO 

CO cO 

CD 

CO 

CO CO 

CD 

CO 





05 lO 


rH CO 

05 

05 05 

04 

q q 

O 

05 

rH 


CO 


00 d 

00 

00 00 

d 

d d 

d 

d d 

00 

d 

d 




(M 05 

05 

05 05 

05 

05 04 

05 

05 05 

05 

05 













c 











0^ 


H 










be 

CD 

u 

(D 

3 

.2 0 

>> 










> 

O) 0^ 

iJ 

< 









o 


T3 ja 
<u 

< 


tQ 

iX) 


bL 


tij 

P 

tu 

'a 

be o 



cO 


cfl 


a 

M 

CD 

1h 

CD 5 



C 

IH 

0/ 

M 


tH 

CD 

(h 

(U 

u, o 



0 

05 

<D 


a; 

rd 

a> 

D 





> 

o 

> 


>■ 

CD 

>■ 

a; 




<V 

Q 

< 

S 

< 

1 

'£ 

< 

o 

H 

Hf- 

O 






























*-5 


hh 


■-5 





♦ Det^TOiDations were made on the recovered oil containing the fatty acids from the s<^p ^ulaiHer 
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DISCUSSION OF RESULTS (TABLE 4). 

An examination of Table 4 shows that there is close agreement among 
the results for water and ash. The methods for soap are in close agree¬ 
ment, but they are subject to certain inherent errors. In Method I the 
soap is calculated from the determination of total alkali, and in soaps 
containing a large excess of alkali error will result. In both methods 
error will result if the apparent molar weight of the fatty acids varies 
appreciably from that of oleic acid. The latter objection is not serious 
because the molar weight of the fatty acids of soaps used in emulsions 
will not be likely to vary much from that of oleic acid. Method I is a 
rapid method and will be useful in many cases, but it is hardly worthy 
of adoption as an official method. Method II, with a footnote warning of 
the possible error due to variations in the molar weight from that of 
oleic acid, is of sufficient merit to be adopted as an official method. 

The accuracy of the oil determination depends upon the accuracy of 
reading the Babcock bottles. The error in this reading may amount to 
1 or 2 per cent, but when it is taken into account the variations in the 
results are not excessive. 

The two methods for unsulfonated residue give equally uniform results. 
These and two other sulfonation methods were later sent out with three 
samples of oil for separate study. The results are reported in the fol¬ 
lowing section. 

ADDITIONAL WORK ON THE UNSULFONATED RESIDUE IN 
MINERAL OILS. 

After the oil emulsion samples had been sent to the collaborators the 
referee was requested to make a further study of sulfonation methods 
for spray oils. Three samples of mineral oils widely used for spray pur¬ 
poses were secured and sent to the collaborators with the following 
directions: 

UNSULFONATED RESIDUE IN MINERAL OILS. 

REAGENTS. 

38 N sulfuric acid .—Prepare as directed under turpentine. 

37 N sulfuric acid .—^Prepare 37 N acid in the same manner as directed above for 
38 N acid. The standardized 37 N acid should contain 98.61 per cent ILSO 4 . 

DETERMINATION. 

Method /. 

Determine the density of the oil at 26®C. and weigh the equivalent of 5 cc. into a 
Babcock cream bottle. The bottle should be about 15 cm. long and may be either the 
9 gram 60 per cent or the 18 gram 30 per cent cream bottle. Add slowly 20 cc. of the 
38 N fuming sulfuric acid, gently shaking or rotating the bottle, being careful that the 
temperature does not rise above 60®C. and cooling in ice water if necessary. When the 
mixture no longer develops heat on shaking, agitate thoroughly, place the bottle in a 
water bath, and heat at 60°-^5®C. for 10 minutes, keeping the contents of the bottle 
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thoroughly mixed by shaking vigorously for a period of 20 seconds at 2 minute intervals. 
Remove from the bath and fill the bottle with strong sulfuric ai id until the oil rises 
into the graduated neck. Gentrifiigalize for 5 minutes (or longer if necessary to obtain 
a constant volume of the oil) at 1200-1500 revolutions per minute. Head the volume of 
unsulfonated residue from the graduations on the neck of the bottle, and from this 
value calculate the percentage by volume of the unsulfonated oil 

Method II. 

Same as Method II given previously in this report under Unsulfonated Residue. 
Methods II and IV were suggested to the referee by J. B. Terry. 

Method III. 

Proceed as in Method II, except to heat the bottles for 18 minutes and shake for 
20 seconds at 3 minute interveds. 

Method IV. 

Proceed as in Method II, except to heat the bottles at a temperature of 100°C. 

Table 5. 


Physical characteristics of the oils. 


CH A RACTERI8TIC 

SAMPLE 1 

SAMPLE 2 

SAMPLE 3 

Specific gravity . . 

0.878 

0.927 

0.905 

Cx>lor . 

White 

Hod 

Red 

Flash.. . .. . 

315®F. 

320°F. 

400°F. 

Visex^sity at lOO^F. (Saybolt) 

107 sec. 

140 sec. 

235 sec. 

Pour . 

0 

0 

0 


The collaborative results are given in Table 6. 

DISCUSSION OF RESULTS (TABLE 6). 

An analysis of the figures in Table 6 shows that the individual analysts 
obtained results that in nearly every case checked quite well on the 
same method and that when-the nature of the determination is considered 
a majority of the analysts checked each other fairly well. 

In the report of his collaborative work, W. A. De Long comments as 
follows: 

Methods I and III cause little or no charring of the sample, whereas Method II 
causes extensive carbonization and Method FV still more than does Method 11. This 
effect was so marked in the case of both of the latter methods as to render accurate 
reading of the volume of unsulfonated residue impossible without resorting to the 
expedient of adding a few drops of water as recommended by the referee. 

The greater percentage of unsulfonated residue shown by Method IV on Sample 3 
over that indicated by the other methods, is believed to be due to regeneration of the 
hydrocarbons as a result of the more extended period of heating at the higher tempera¬ 
ture employed. Hence this method would not appear to be dependable for the estima¬ 
tion of the unsulfonated residue in oils of the type of Sample 3. 

The writer can see no advantages in the use of Methods II, III, or IV rather than 
Method I, so far at least as the samples of spray oils examined are concerned. On the 
other hand there is the already mentioned inaccuracy of Method IV when applied to 





ColUtboralive results—unsulfonaied residue in mineral oil. 

(Exprrased in percentage.) 
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oils of the character of Sample 3, and also the greater length of lime required for the 
operation of both this method and Method IV to be considered 

A very good discussion of these methods is also given by E. L. Griffin, 
who comments as follows: 

I prefer Method 1 for the following reasons: 

First: I believe the results mean as much as, or more than, the results obtained by 
the other methods. The results obtained on the paraffin or mixed base oil. No, 3, were 
the same by Methods I and III. The naphthene base oil. No. 2, gave a lower result by 
Method I. Whether this difference means anything in the way of actual injury to 
foliage would have to be shown by experiment. 

Second: The shorter time for the determination is an advantagi*. 

Third: The method is the same as that for unpolymerized residue in turpentine 
except for minor details and the one acid may be used in both cases. No serious diffi¬ 
culty has been found in making and keeping this acid. 

Using Methods II, III, and IV the same results were obtained on Oils 1 and 2. Method 
III was the best of these methods both because of the shorter time required and because 
of the smaller chance of acc ident at the lower temperature. In Method IV there is the 
possibility that the lM)ttles will be shaken h^ss than in the other methods because it is 
a little more difficult to handle them at the higher temperature. 

With Oil 3, Methods 11 and IV gave a black, tar-like residue, which could not be 
read c'xcept by the aid of a ft‘W drops of water to form a layer. The results wc^re about 
10 per cent higher than by either of the other methods, probably bcciause of suspended 
tjolloidal tarry material formed by polymerization due to long heating in the i)resence 
of acid. Neither method was satisfactory. 

Of the six analysts participating in this work, four expressed a strong 
preference for Method I and condemned Method IV as the least desirable 
of all the methods. On the other hand the two other analysts seemed to 
think that the best results were obtained by Method IV. Four of the 
analysts reported trouble with Methods II and IV owing to carbonization 
of the oil with Sample 3, and while the two other analysts did not report 
this difficulty their results were considerably higher by these two methods. 
This “carbonization” seems to occur in the sulfonation of paraffine base 
oils of high viscosity. Usually the naphthene base oils do not react in 
this way and a clear oil results, even in the case of oils having a viscosity 
as high as 300 seconds. 

The condition occurring in the sulfonations by Methods II and IV, to 
which reference has previously been made under the name “carboniza¬ 
tion”, seems to be rather a formation of a tarry substance due to polym¬ 
erization by the long heating of the oil in the presence of strong sulfuric 
acid. Only one analyst reported any carbonization by Methods I and 
III, in which the time of sulfonation was much shorter. 

Gray and de Ong^ state that charring is likely to occur if an acid of 
greater strength than 37 N is used in the sulfonation. The results of this 
work do not confirm their statement, but they point to the conclusion 


* Ind. Eng. Chem., 1926 , 18 : 177 . 
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that the carbonization is caused by long heating rather than by strong 
acid. 

TEST OF THE ACCURACY OF MEASUREMENT OF THE OILS WITH A 

PIPET. 

Since there was some doubt of the accuracy with which charges of 
heavy oil could be measured with a pipet, it was thought best in carrying 
out this work to weigh the charges of oil and to make a separate investi¬ 
gation of the accuracy with which the oil samples could be measured. 

The following directions were sent to the collaborators along with the 
oils for the sulfonation tests: 

Use a pipet calibrated at 20°C. to deliver 5 cc. Measure several portions of water 
at 20°C. into weighing bottles and determine the weight. The apparent weight of 1 oc. 
of water at 20°C. is 0.9972 gram. Calculate the volume of water delivered by the pipet. 

Measure several portions of each of the oils at 20°C. in the following manner. After 
a preliminary draining, warm the pipet by drawing it several times through the flame 
of a Bunsen burner to reduce the viscosity of the oil, and then drain thoroughly. Since 
the viscosity of these oils is much greater than that of aqueous solutipna, it is best to 
blow out the last drop of oil from the pipet. Determine the weight of the oil delivered 
and from this weight and the density of the oil, calculate the volume of the oil. 

The collaborative results are given in Table 7. 


Table 7. 

CoUahorative results—a comparison of the volume of oil and water delivered by a pipet 

at 20^a 




OIL 

BRBOn 

ANALYST 

WATER 

Sample 

Sample 

ir 

Samtde 

Ilf 

Sample 

Sa^le 

Si^jtle 

W. A. De Long 

4.892 

cc. 

4.937 

4.896 

4 910 

ce. 

4 846 

4.859 

4.860 

cc. 

4 820 
4.798 
4.823 

per cent 

1 

per cent 

per cent 

Average 

4 892 

4 914 

4.855 

4.814 

+0 45 

-0.76 

-1.59t 

J. W. Elmore 


5 021 

5 025 
5.019 

5.027 

5.032 

5.017 

5 010 

5 003 

5 016 




Average 

4.982* 

5.022 

5 025 

5 010 

4*0.80 

-fO.86 

+0.56 

H. J. Fisher 

4.964 

5.087 

5.112. 

4 954 

4-2.48 

4-2.98 

-0 20 

J. J. T. Graham 

4.998 

4.951 

4.951 

4 960 

-0.94 

1-0.94 

-0.76 

E. L. Griffin 

5.00 

4 96 
4.99 

5.00 

4.98 

4.97 

4.98 


1 


Average 

5 00 

4.98 

4.99 

4.98 

-0.40 

-0.20 

-0.40 


* Average of seven determinations. 

t By further heating and draining this error was reduced to — 0.04 per cent. 
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The errors of measurement, as shown by the results in Table 7, are 
nearly all less than 1.0 per cent. This is well within the hmit of accuracy 
of the sulfonation methods and proves that measuring the charges of oil 
will give practically as reliable results as weighing. 

RECOMMENDATIONS^ 

It is recommended— 

(1) That the methods for the determination of cyanogen and chlorine 
in sodium and potassium cyanides^ be dropped as official methods. 

(2) That Method II for the determination of cyanogen in sodium and 
potassium cyanides, as given in this report and published previously*, be 
adopted as an official method. 

(3) That Methods I and II for the determination of chlorine in sodium 
and potassium cyanides, as given in this report and published previously^ 
be adopted as official methods. 

(4) That Method I for the determination of cyanogen in calcium 
cyanide, as given in this report and published previously*, be adopted 
as an official method. 

(5) That Methods I and II for the determination of chlorine in calcium 
cyanide, as given in this report and published previously*, be adopted as 
official methods. 

(6) That the method for the determination of moisture in soap* be 
dropped as an official method. 

(7) That the xylene distillation method for the determination of water 
in soap, as given in this report and published previously^, be adopted 
as an official method. 

(8) That the methods for the determination of water, total oil, and 
ash in mineral oil-soap emulsions, as given in this report and published 
previously*, be adopted as official methods. 

(9) That no further study he made of Method I for the determination 
of soap in mineral oil-soap emulsions, as given in this report, and that 
this method be dropped as a tentative method. 

(10) That Method II for the determination of soap in mineral oil-soap 
emulsions, as given in this report and published previously®, be adopted 
as an official method with the following note appended: “Error will 
result in this method if the apparent molar weight of the fatty acids 
varies appreciably from that of oleic acid”. 

(11) That in Method I for the determination of unsulfonated residue 
in mineral oils, given in this report, the following be substituted for the 

1 For report of Siib-committee A and action of the association, see Thu Journal, 1927, 10. 01. 

• Method of Analysis, A. 0. A. C., 1025, 65. 

» This Journal 19^7, 10: 27. 

< IbuL, 28. 

• Ibid., 29. 

• Methods of Analysis, A. 0. A. C , 1925, 65. 

» This Journal, 1926. 9: 28. 

• Ibid., 28. 29. 

» This Journal, 1926, 9: 28. 
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first sentence and that the method then be adopted as an official method 
for the determination of unsulfonated residue in mineral oils and the 
recovered oil obtained in the analysis of oil-soap emulsions. 

With a pipet, measure 5 cc. of the oil into a Babcock cream bottle (after preliminary 
draining, in the case of heavy oils, warm the pipet by drawing it several times through 
the flame of a Bunsen burner to reduce the viscosity of the oil, and then drain thor¬ 
oughly), or in lieu of the above procedure determine the density of the oil and weigh 
the equivalent of 5 cc. 

This method, with the change recommended by the referee, has been 
published^ 

Recommendations 7, 8, 9, 10, and 11, with some revision, cover 
methods that were adopted as tentative methods at the 1925 meeting. 


REPORT ON SOILS AND LIMING MATERIALS. 

By W. H. MacIntire (University of Tennessee, Agricultural Experi¬ 
ment Station, Knoxville, Tenn.), Referee. 

During the past year two subjects have been considered in the labora¬ 
tories of the referee—the determination of manganese and some of the 
less common elements in soils and studies on the solubility of soil potas¬ 
sium. The manganese content of a number of soils was determined by 
the method as now given^, and it appears that the results are often far 
below the true values as determined by oxidative colorimetric deter¬ 
minations Uipon original aliquots. The precipitation of iron, aluminum, 
and phosphorus was followed by treatment with ammonium persulfate, 
with subsequent redissolving, reprecipitation, and reoxidation, so that 
the ignited precipitates represented the total oxides of iron, aluminum, 
manganese, and phosphorus. From this total the directly determined 
iron, manganese, and phosphorus were substracted to give aluminum. 
In view of recent work, which has indicated that the occurrence of man¬ 
ganese is more important than has been thought, it is recommended that 
further study be given to the accuracy of the present procedure. If 
necessary, an associate referee should be appointed for the purpose of 
formulating a more accurate method. 

In view of the more recent work upon the occurrence of the less com¬ 
mon elements—such as arsenic, copper, tin, and zinc—in some soils, it 
appears desirable that a study of such occurrences and their determina¬ 
tion be made. It is recommended, therefore, that the associate referee 
appointed to study manganese be requested to include such studies as 
a part of his efforts and be designated as Associate Referee on Manganese 
and the Less Abundant Elements. 

1 Thi» Journal, 1927. 10: 30. 

« Method* of Analysi*, A. O. A. C.. 1925, 30. 
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The solubility of soil potassium was studied by the following proce¬ 
dures: 

(1) Digestion with hydrochloric acid, specific gravity 1.115, for 10 
hours in a water bath, ratio 1 to 10; 

(2) Digestion with 0.2 N hydrochloric acid at room temperature, ratio 
1 to 5; 

(3) Extraction to equilibrium with 0.05 N hydrochloric acid; 

(4) Extraction to equilibrium with normal ammonium chloride; 

(5) Digestion with distilled water at room temperature, ratio 1 to 5; 
and 

(6) Digestion with distilled water saturated with carbon dioxide at 
room temperature and pressure, ratio 1 to 5. 

These studies have been carried out with the thought that an accepta¬ 
ble method may be found for the determination of the availability of 
potassium. Investigations on the availability of calcium and phos¬ 
phorus also seem to be timely in view of the foreign and American work 
upon int(irchange of bases and the work relating to “reciprocal repres¬ 
sion” in this country. In so far as the potassium results are concerned 
numerous data are now at hand, but these are being verified prior to 
publication. It is recommended, therefore, that this work be continued 
and reported later by the referee. 

The referee concurs in the recommendations of the Associate Referees, 
further recommending, however, 

(1) That the recommendations of the Associate Referee on Reaction 
Value of Soils be formulated into definite directions by the Committee 
on Revision of Soil Analysis, and 

(2) That determined reaction values be expressed in terms of “specific 
acidity” and “specific alkalinity”, with corresponding exponential (pH) 
values given in brackets and that a table of corresponding values for the 
two methods be appended. 


REPORT ON REACTION VALUE OF SOILS. 

By P. S. Burgess (Agricultural Experiment Station, Tucson, Ariz.), 

Associate Referee. 

As a result of the work done last year by the associate referee in his 
laboratory, and as a result of correspondence with others who had had 
considerable experience with the electrometric determination of H ions 
in soils, the following points would seem to be fairly well settled: 

1. The best proportion of water to soil is 5 to 1. Greater dilutions 
have nothing to recommend them, while less water with certain muck 
and clay soils may give too thick a magma. Furthermore, the propor¬ 
tion of 5 to 1 is at present almost universally used. 
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2. The optimum length of time for shaking the suspensions before 
taking the readings appears to be approximately 30 minutes. Inter¬ 
mittent shaking is as good as constant agitation. 

3. Whenever possible, fresh soils should be used, as even air drying 
has a tendency towards increased acidity. When air-dried or over-dried 
soils are employed, it should be so reported. 

The work of the associate referee this past year has been confined to 
a study of the effect on electrometric pH determinations of (1) nitrates 
and (2) electrolytes (“white alkali” salts) in soils. 

Without giving the many data that were obtained on an alkaline soil, 
it may be stated that last year’s results—showing that nitrates wiU not 
interfere with the electrometric determination of H ions when present 
in concentrations below 400 parts of NOs per million parts of soil—have 
been largely corroborated. Concentrations greater than this are seldom 
found in arable soils. In the presence of larger quantities of nitrates the 
suspensions usually settle out readliy (at least when centrifuged), giving 
extracts of sufficient clarity for colorimetric work. 

That neutral electrolytes, as the chlorides and sulfates of sodium, 
potassium, calcium, and magnesium, may have an effect on pH measure¬ 
ments has been shown by Arrhenius\ Atkins^ and Crowther®. In arid 
or semi-arid areas, the presence of these soluble salts (“white alkali”) 
in the soils is very common, hence such effects are especially important 
to soil chemists in sections of the West and Southwest. 

The accompanying table shows the results of added sodium chloride 
and sodium sulfate on the pH values of soils as determined electrometri- 
cally. It will be noted that the Kentucky soil was acid, the Oregon soil 
was approximately neutral, while the Arizona soil was a calcareous soil 
(over 4 per cent of calcium carbonate) and distinctly alkaline. None 
of these soils carried soluble sulfates or chlorides (the Arizona soil was 
washed free from traces of sulfates and chlorides and dried before use). 
The Kentucky soil belongs to the Waverly Series (silt loam) and came 
from Campbellsville; the Oregon soil was designated as Yakima sandy 
loam (high in organic matter) and came from Klamath Falls; while the 
Arizona sample was a sandy loam low in organic matter from near 
Tucson (not mapped by U. S. Bureau of Soils). The salts were added 
as parts per million of dry soil (see table), made up with C 02 -free dis¬ 
tilled water in the proportion of 5 to 1 of soil, and agitated intermittently 
for approximately thirty minutes. The pH determinations were made 
on the electrode in the usual way. 

It will be noted from the table that with both salts employed and with 
all three soils there was a slow progressive increase in acidity (or decrease 
in alkalinity) as the quantities of added salts were increased. In the case 

1 Proc. Int. Soo. Soil Sci., 1925. in Intern. Rev. Sci. and Prac. Agri., New Series, V<d. 3, No. 1. p. 123. 

* Agr. Research Inst., Pum, India, Bull. 136, 1922. 

* J. Agr. ScL, 1926, 15: 210. 
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Effect of NaCl and Na^SO^ on pH measurements*. 


SALT ADDED 

(parts per million) 

NaCl 

Na2SO, 

pH 

Specific 

acidity 

pH 

i Specific 

acidity 


KENTUCKY SOIL (ACID) 


0 

6.17 


6.8 

i 6.17 

6.8 

1000 

6.15 


7.1 

6.15 

7.1 

5000 

5.90 


12.5 

5.92 

12.0 

10000 

5.87 


13.5 

5.85 

14.2 

20000 

5.82 


15.3 

5.84 

14.3 


OREGON SOIL (NEUTRAL) 


0 

6.93 


1.15 

6.93 

1.15 

1000 

6.80 


1.60 

6.83 

1.50 

5000 

6.70 


2.00 

6.70 

2.00 

10000 

6.50 


3.15 

6.58 

2.65 

20000 

6.40 


4.00 

6.52 

3.00 


ARIZONA SOIL (ALKALINE) 



1 


Specific 


Specific 




alkalinity 


alkalinity 

0 

8.80 


63.0 

8.80 

63.0 

1000 

8.77 


59.1 

8.78 

60.4 

5000 

8.52 


33.2 

8.71 

51.3 

10000 

8.45 


28.3 

8.65 

45.0 

20000 

8.40 


25.0 

8.65 

45.0 


* For figuring specific acidities from pH, see **A simple method for comparing the acidity of different 
pH values^', by R. E. Stephenson. J. Am. Soe. Agron., 1926, 18: !i20. See also **Note on specific acidity*', 
by E. T. Wherry, Ecology, 1922, 3: 346. 


of the acid soil, of course, a replacement reaction, as in the Hopkins 
method for the determination of the lime requirement, is being dealt 
with. Here the cation of the salt is replacing the zeolitic hydrogen of 
the soil with progressive additions of sodium ion. The reason for in¬ 
creased H-ion concentrations when neutral salts are added to acid soils 
is thus apparent. In the cas€r of neutral soils, especially those high in 
organic matter or clay, the cation is probably physically absorbed by the 
colloidal fraction to a greater extent than is the anion. Subsequent 
hydrolysis under these conditions would yield an increase in H-ion con¬ 
centration. Upon first thought, the addition of a neutral salt, as sodium 
chloride, to an alkaline soil carrying considerable amounts of calcium 
carbonate should result, by double decomposition, in the production of 
sodium carbonate and calcium chloride in sufficient quantities to cause 
an increase in alkalinity rather than a decrease, but work in this labora¬ 
tory by the writer and J. F. Breazeale^ has shown that owing to the 
greater tendency to the reverse reaction, such a double decomposition 
takes place but very slightly, yielding a concentration of sodium car¬ 
bonate seldom greater than 10 to 20 parts per million. Practically all 
the western calcareous soils carrying “white alkali” contain considerable 


* Arizona Agr. Exp. Sta. Tech. Bull. No. 6. 
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quantities of replaceable sodium as well as calcium. When such soils 
are moistened, hydrolysis of these sodium zeolites at once takes place 
and results in high alkalinities. If now a soluble sodium salt, as sodium 
chloride, is added, the ionized sodium of the zeolite is immediately 
forced back (by common ion effect) in proportion to the concentration 
of sodium ions added. If enough sodium chloride is used, this reverse 
process wiU be complete, making the sodium zeolite completely insoluble. 
The resulting alkalinity will now be due entirely to the hydrolysis of 
the small quantities of calcium carbonate present in solution. Thus it 
is never possible, by neutral salt additions, to reduce the alkalinity of 
a calcareous soil below that of naturally occurring calcium carbonate, 
which is approximately pH 8.4. This explains the reasons for the de¬ 
crease in alkalinity that usually results from the addition of soluble 
sodium salts or from the presence of naturally occurring salts in the 
calcareous “white alkali” soils of the West. 

In all the writer’s experience with “alkali soils” in Arizona, California, 
and the Hawaiian Islands, he has never seen an “alkali soil” that was 
acid. In probably 95 per cent of the cases, alkali soils are calcareous, 
and with this class of soils the explanation of lowered alkalinity by added 
sodium salts as given above will probably hold. Much additional work 
along this line was done in the writer's laboratory during the past year, 
but, as the data in all cases corroborate those tabulated above, they were 
purposely omitted. Colorimetric determinations with the La Motte 
H-ion roulette comparator and standards were made in many cases 
when clarity of the solutions permitted. The two methods usually 
check closely. The colorimetric method is strongly advised when fairly 
clear colorless solutions are under investigation, because a great saving 
of time is assured. 

The qiiinhydrone electrode has recently been advocated as a means 
of measuring the H-ion concentration of soils by Christensen and Jensen^ 
and by Biilmann^. Although the writer has had no experience with this 
electrode, comparisons by others do not always show a satisfactory agree¬ 
ment between it and the hydrogen electrode. A comprehensive article, 
entitled “The use of the quinhydrone electrode for measuring the hy¬ 
drogen-ion concentration of soils”, by L. D. Baver, has recently ap¬ 
peared^. After a number of variable factors have been worked out, the 
method may give results of sufficient accuracy within a certain pH range. 
It is not affected by nitrates and other substances which often “poison” 
the hydrogen electrode. Simplicity of construction and operation and 
greater speed, as compared with the hydrogen electrode, are claimed 
for it. 

1 Tids, PlanUtavl, 1923, 29: 783. Abs. m Exp. Sta, Ftecord, 1924, 51: 805. 

* J. Agr. Sci., 1924, 14: 232. 

« SoU Sci., 1926, 21: 167. 
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RECOMMENDATIONS’. 

The associate referee would recommend the adoption of the following 
details in connection with the electrometric determination of H-ion con¬ 
centrations in soils: 

1. The proportion of 1 of soil to 5 of C02-free distilled water. 

2. Continuous or intermittent shaking for a period of approximately 
30 minutes immediately before taking readings. 

3. The use of fresh soils when possible. If not, the condition of the 
soils should be stated. 

4. The use of the colorimetric method when nitrates (NOa) are present 
in greater concentrations than 400 parts per million of soil. 

5. When pH determinations are made on “white alkali” soils the 
quantities of sulfates and chlorides present should be given. The pH 
value of “black alkali” soils usually runs from 9.5 to 11 and is seldom 
determined other than semi-quantitatively by the use of indicators. 

6. Electrolytic hydrogen as put on the market in cylinders under 
pressure is well suited for use in the electrometric method. It should, 
however, be washed through solutions of alkaline pyrogallol or alkaline 
permanganate and finally through distilled water before use. 

Future work should be done on the effects of filtering and clarifying 
solutions for use by the colorimetric method of pH determination. Com¬ 
parisons between it and the electrometric method should also be recorded. 
As stated in last year’s report, a critical study should be made of methods 
of reporting results. The pH units used at the present time are exponen¬ 
tial values, and direct mental comparisons are almost impossible. The 
directly comparable “specific acidity” and “specific alkalinity” method, 
as proposed by Wherry some years ago, appears to be much simpler and 
more suitable to soil work. The quinhydrone electrode might be studied 
with profit, for there are certain conditions where neither the hydrogen 
electrode nor the colorimetric procedure can be used. 


REPORT ON LIMING MATERIALS. 

By W. M. Shaw (University of Tennessee, Agricultural Experiment Sta¬ 
tion, Knoxville, Tenn.), Associate Referee, 

The work on liming materials during the past year has been devoted to: 

(1) The perfection of a filtration device adapted to all types of limes, 
and 

(2) The influence exerted by impurities in aqueous and aqueous- 
sucrose solutions. Two devices were worked out in collaboration with 
the laboratory of the National Lime Association. The associate referee 


* For report of Sub-committee A and action of the aesociation, see This Journal, 1927, 10: 02. 
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and the referee have prepared a manuscript giving a description of the 
two devices and the results of the studies upon the effect of impurities, 
which they propose to publish in one of the journals that have wide 
circulation among industrial chemists, to whom the findings will be of 
most interest. 

It is recommended that recognition be given to the advisability of 
insuring against the vitiating factor of sulfides in calcined and hydrated 
limes, pyrite in limestone, and sphalerite in dolamites in the determina¬ 
tion of carbon dioxide and that the Committee on Revision of Methods 
(or the Committee on Revision of Methods of Soil Analysis) be requested 
to insert such provision in the present method. 

REPORT ON FEEDING STUFFS. 

By W. F. Sterling (Bureau of Chemistry, Washington, D. C.), Referee. 

The complete reports of the associate referees will be presented in de¬ 
tail, so it is only necessary to give a general outline of the progress made 
this year. 

The Associate Referee on Stock Feed Adulteration obtained collabora¬ 
tive results on samples containing various quantities of oat hulls. He 
recommends that the microanalytical method used be adopted as tenta¬ 
tive. It is further recommended that the study of microanalytical 
methods, as related to feeding stuffs, be continued. 

The Associate Referee on Mineral Mixed Feeds devoted his time to 
the preliminary work of selecting suitable methods to submit to col¬ 
laborative study during the coming year. Methods for the determina¬ 
tion of iodine and calcium in mineral feeds are outlined, and it is recom¬ 
mended that these be studied coUaboratively. 

The Associate Referee on the Determination of Moisture sent out 
samples for collaborative study by the toluene distillation method and 
the drying method used for routine work by the collaborator. Results 
were obtained which seem to justify the associate referee’s recommenda¬ 
tion that the distillation method be made official. 

The Referee on Feeding Stuffs concurs in the recommendation of the 
associate referees. 

REPORT ON STOCK FEED ADULTERATION. 

By H. E. Gensler (Department of Agriculture, Harrisburg, Pa.), 

Associate Referee. 

The Referee on Stock Feed Adulteration continued the study of his 
method for the separation and determination of oat hulls in oat products. 
Having decided that an excellent test of the value of the method would 
be the determination of hulls in a mixture of crushed hulled oats and oat 
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hulls rather than in whole oats, he submitted samples of finely ground 
commercial crushed oats, commercial oat hulls, and a mixture of both. 
The collaborators were instructed to follow a revised form of last year’s 
methods The following table shows the results obtained by the various 
collaborators: 


ANALYST 

GROUND OAT HULLS 

sample; no. 1 

HULLED GROUND OATS 
SAMPLE NO. 2 

60 % GROUND OAT HULLS 
40% HULLED GROUND OATS 
SAMPLE NO. 3 


per cent 

per cent 

per cent 

1 

UOM 

4.47 

38.35 

2 

81.85 

3.84 

35 46 

3 

84.40 

6.20 

35.40 

4 

85.40 

6.00 

40.10 

5 

88.97 

5.53 

38.49 

6 

89.53 

5.98 

38.85 

7 

92.06 

8.18 

39.66 

8 

89.02 

3.28 

34.28 

9 

89.18 

4.59 

38.04 

10 

90.94 

6.21 

39.15 

11 

92.70 

5.86 

39.82 

12 

93.75 

6.43 

40.49 

13 

90.50 

5.80 

39.65 

14 

84.30 

5.53 

38.08 

15 

85.15 

5.80 

38.27 

10 

87.40 

5.70 

38.00 

17 

82.20 

0.00 

30.10 

Average 

88.21 

5.20 

37.77 


ft will be noted that the analysts obtained approximately 10 per cent 
less than the theoretical quantity of hulls in Sample No. 1, and about 
5 per cent more in Sample No. 2. These differences must be due either 
to impurity of the samples or the failure of the method to produce 
perfect results. 

As it was impossible* to obtain a sample of oat hulls that was free 
from starch, dust, and light <;haff, the discrepancy in vSample No. 1 is 
undoubtedly due to these impurities. Furthermore, the experience of 
the referee, as well as the results obtained in last year’s work, indicates 
that it is unlikely that any hull material would lie poured out in the 
supernatant liquid. 

Sample No. 2 did not contain more than a trace of hulls. Therefore, 
it must be concluded that these are plus errors, due to the fact, no doubt, 
that the residue obtained by the analysts included a trace of hulls, hairs, 
and brand particles. In last year’s work the collaborators obtained an 
average of 32.02 per cent in a sample of ground whole oats that contained 
29-80 per cent of hulls. In this case, the quantity of hulls was determined 
by separating the hulls from the oats by hand. Since 71 per cent of oats 
was used, a 5 per cent error would equal 3.56 per cent, which, added to 
29.80 per cent, equals 33.36 per cent— a difference of 1.34 per cent over 


1 Thus Journal 1927, 10; 32. 
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32.36 per cent. Considering the results from either angle, the variance 
is within reasonable accuracy for methods of this kind. A glance at the 
figures obtained in the analysis of these samples shows that they check 
very closely. 

The results obtained in the examination of Sample No. 3 are quite 
close to the quantity of hulls actually added. On the basis of the fact 
that the oat hulls used were not 100 per cent pure as indicated in the 
figures for Sample No. 1, less than 40 per cent would be expected, which 
is the case, the average of all results being 37.77 per cent. It may be 
noted that in last year’s work where the samples contained 29.80 per 
cent, 33.31 per cent and 40.33 per cent of hulls, the average results 
obtained by the analysts were 32.02 per cent, 35.16 per cent, and 40.08 
per cent, respectively. 

It is evident, therefore, that the use of this method enables the micro¬ 
analyst to make an approximate determination of the quantity of hulls 
in oat feeds. As stated in previous papers, these methods cannot be 
expected to have the exactness of chemical methods. They are valuable 
in obtaining evidence of the amount of adulteration. These figures 
should be used in connection with results obtained by chemical analyses. 

The referee believes that this method can be used in many cases where 
an approximate determination of the quantity of oat hulls is useful. 

RECOMMENDATIONS^ 


It is recommended— 

(1) That the method for the determination of oat hulls in oat feeds 
be made a tentative method. 

(2) That the study of microanalytical methods as related to feeding 
stuffs be continued. 


REPORT ON MINERAL MIXED FEEDS. 

By H. A. Halvorson (State Dairy and Food Department, St. Paul, 
Minn.), Associate Referee. 

In the past four or five years, a number of products have been found 
on the market, which, for want of a better name, may be called mineral 
feeds. Both the number of brands registered and the variety of mixtures 
have increased rapidly from year to year. The quantity consumed in 
some of the states has also increased tremendously. In one state the 
tonnage sold in 1924 increased 600 per cent over that sold in 1923, and 
the increase was about 100 per cent in 1925 compared with that of 1924. 
As a result of the wide-spread sale of these mineral feeds, a demand arose 

* For report of Sub-oomnaitlee A and action of the aasociatiou, see This Journal. 1927, 10: 72. 
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for the feed control offi(;ials in the various stales to lake notice of these 
products and furnish purchasers with some guide as to their relative 
value. 

The purpose of these mineral feeds is to supply animals with the 
mineral constituents that are wholly or partly lacking in the ordinary 
rations. The three ways by which animals can obtain minerals, aside 
from the eating of ordinary feeds, are listed as follows: 

Class I ,—By addhig as an ingredient to ordinary feeds 2-3 per cent of a single niinerul, 
such as calcium phosphate or caUiiuin carbonate, or a mixture of these I wf) and others. 

Class II .—By feeding a mixture of minerals to which no product having a protein, 
fat, or carbohydrate value baa been added. These mixtures are sometiines simple and 
contain only three or four ingredients. In otlier cases they are (Complex and may (Con¬ 
tain from 15 to 20 ingredients. 

Class III .—Products like those in Class II, but to which has I)een added a minor 
percentage, perhaps 10 or 20, of some product of feeding value, such as tankage, 
oil meal, or any one? of a dozen others that might be mentiom^d. Other products in 
this class might contain yeast or cod liver oil. 

The products mentioned in Class I were on the market long before 
those mentioned in either Class II or Class III. The products in Class II 
and Class III evidently developed from the use of minerals in Class I or 
the ordinary mixed feeds. It was not until minerals as such or slightly 
diluted with tankage and other products to increase their palatability 
were sold commercually that it became evident that special regulations 
for these substances werc^ required. 

During the summer of 1924 a special committee of the Association of 
Feed Control Officials of the United States made a study of the subject 
of mineral feeds for the purpose of recommending uniform rules for 
classifying these products. The report of this committee contained the 
following recommendations for classifying mineral feeds, and these rules 
have been adopted tentatively by that association. 

In order to promote uniformity of re-gintratipn and labeling of feeds containing 
minerals, excepting the poultry 8(!ratch feeds eontainjpg grit and shell, your conimiltee 
recommends: 

(a) That mixed feed containing both feed and mineral ingredients requires iti addi¬ 
tion to the usual declaration of the chemical feed analysis a declaration of each ingre¬ 
dient contained therein and the minimum percentages of lime (CaO), phosphoric acid 
(P 2 O 6 ), iodine (I), and salt (NaCl), if same are added. 

(b) That mineral feeds containing no organic ingredient do not require the usual 
chemical feed guarantee, but do require a declaration of each ingredient contained 
therein and the minimum percentages of lime (GaO), phosphoric acid (PaOsb iodine 
(I), and salt (NaCl), if same are present, 

(c) That the mineral ingredients be stated in the coitimon English terms, if any such 
terms exist. 

(d) It being impossible to classify separately the drug ingredients and the mineral 
ingredients, be it resolved: 

(1) That all feeds containing mineral ingredients generally regarded as dietary 
factors essential for the normal nutrition of animals, and which are sold or ref)resenled 
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for the purpose of supplying these miperals as correctives to rations in which these same 
mineral factors may be deficient, be classified as mineral feeds. 

(2) That all other preparations which are sold or represented for the cure, mitigation, 
or prevention of disease be classified by this association as drugs or medicines. 

The use and enforcement of the above regulations enables both the 
chemist and the intelligent purchaser to compare the values from the 
standpoint of the various products offered for sale as mineral feeds. In 
the states where the regulations have been enforced, analytical problems 
have been encountered, especially in the determination of lime (CaO) 
and iodine (I). The addition of numerous ingredients in small quantities 
to what otherwise may have been a fairly simple mixture causes com¬ 
plications. The basis of most of the mixtures is calcium carbonate, 
usually in the form of limestone or calcium phosphate, sometimes as 
bone meal but frequently as rock phosphate or spent bone black, and 
common salt. Often iodine in the form of sodium or potassium iodide, 
or what is known as iodized calcium, is added to the extent of less than 
one-tenth of one per cent. The determination of salt and phosphoric 
acid in these products has not given the trouble that has been encountered 
when it is necessary to determine the lime (CaO) or the iodine (T). 

DETERMINATION OF IODINE. 

Difficulties are usually encountered when attempts are made to extract 
the very small percentage of iodine from mixtures containing tankage or 
any other substance high in fat or oil. The following modified method 
for this determination has been proposed by W. B. Griem of Madison, 
Wis., for use on mineral feeds. It is suggested that a study be made of 
this method. 


IODINE IN MINERAL FEEDS. 

Thoroughly macerate a 10 gram sample in a mortar with about 26 cc. of 80 per cent 
i^thyl alcohol. Filter the mixture on a relatively thick asl>e8to8 pad, using only as much 
suction as is absolutely necessary. Wash the residue with an additional 20-40 cc. of 
80 per cent alcohol, and also with the filtrate, thereby insuring a clearer filtrate. Then 
wash the residue with 25 cc. of water followed by an equal quantity of 80 per cent 
alcohol. Transfer the filtrate containing the dissolved elemental iodine. Cal*, Nal, or 
KI, to a 200 cc. separatory funnel. Acidify with about 2 cc. of concentrated hydro¬ 
chloric acid and shake thoroughly. After several minutes, add an excess (10-20 cc.) 
of commercial hydrogen peroxide (3 per cent) and again shake thoroughly. After 
several minutes, add about 16 cc. of pure carbon disulfide and shake vigorously to ex¬ 
tract the iodine. Remove the stopper frequently to relieve the pressure. Drain off 
the carbon disulfide into an accurately calibrated cylinder and add another portion of 
carbon disulfide, repeating as before until the carbon disulfide is no longer colored. 
Mix the several portions of carbon disulfide combined in the graduate to homogeneity 
and measure accurately. If the carbon disulfide extract is cloudy at this poiut, centri¬ 
fuge for several minutes. In a Duboscq colorimeter compare this solution with a 
standard prepared as follows: 
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Pipet 10 cc. of potassium iodide solution equivalent to 1.3080 grams of potassium 
iodide per liter into a separatory funnel, add about 60 cc. of 80 per cent alcohol and 2 cc. 
of concentrated hydrochloric acid, shake, add 10-20 cc. of hydrogen peroxide, shake, 
and extract the liberated iodine with carbon disulfide as in the deternunation. Dilute 
the combined extracts to 100 cc. in a volumetric flask. Mix thoroughly and use as a 
standard of comparison. This carbon disulfide standard solution contains 0.1 mg. of 
iodine per cc. In view of the fact that no data are at hand regarding the permanence 
of the extract, it is best to use only when freshly prepared. 

Db:TERMINATION OF LIME. 

For the determination of lime (CaO) in mineral feeds, the analyst 
should use a method that will give accurate results when phosphates 
are present. The method should be rapid and otherwise adapted to the 
products that are to be analyzed. The removal of the phosphates by 
precipitation with ammonium molybdate has been tried, but this method 
is slow and tedious and necessitates using a small sample. A modifica¬ 
tion of the volumetric method for lime has been proposed by A. O. Olson 
of St. Paul, Minn., for determining calcium oxide in mineral mixtures. 
This method, which has proved fairly reliable and convenient, is as 
follows: 

CALCIUM OXIDE IN MINERAL FEEDS. 

Grind the sample and take a 2 gram portion, igniting in a mufUe to burn olf organic 
matter, if present. Dissolve the residue in dilute hydrochloric acid with the aid of 
heat. Make up the dissolved material to 260 cc. in a graduated flask, pipet 26 cc. of 
the cle.ar liquid into a 600 cc. beaker, add ammonium hydroxide in slight excess, and 
dilute until the volume is about 100 cc. Instead of boiling and filtering off ferric oxide 
and aluminum oxide at this point, make the solution slightly acid with 0.1 AT hydro¬ 
chloric acid, using methyl red indicator. Bring back with 0.1 iV sodium hydroxide to 
neutral point as shown by the intermediate or browinsh color of the indicator. Dilute 
to about 300 cc., boil, and add slowly with constant stirring a solution containing 
3 grams of ammonium oxalate, which should also be boiling hot. Let stand overnight 
to allow the precipitate to settle. Filter and wash thoroughly with cold water. Transfer 
the paper emd the precipitate to a 600 cc. beaker and dilute with water to about 300 cc. 
Add 6 cc. of concentrated sulfuric acid. Stir well and bring the solution to boiling. 
While hot, titrate with 0.1 A*" potassium permanganate until a slightly pink color is 
obtained. Calculate the percentage of calcium in the sample 

RECOMMENDATIONS’. 


It is recommended— 

(1) That the proposed method for iodine in mineral feeds be studied 
during the coming year and that samples be submitted to collaborators 
for analysis. 

(2) That the proposed method for lime (CaO) be further studied 
and that samples be submitted to collaborators for analysis. 


* For report of Sub-committee A and action of the atMociation, see This Journal, l‘>27, 10. 03 
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REPORT ON DETERMINATION OF MOISTURE. 

By F. R. Darkis (University of Maryland, College Park, Md.), Associate 

Referee, 

At the annual convention of the association in 1925, the Bidwell- 
Sterling^ distillation method for the determination of water in cattle 
feeds was adopted as tentative. At this time it was recommended that 
a further collaborative study be made. 

Following this recommendation, uniform representative samples of 
cottonseed meal, dairy feed, wheat bran, and a mixed feed consisting 
of one-fourth alfalfa and three-fourths corn meal, by weight, were ground 
to pass a 20-mesh sieve, thoroughly mixed, and placed in air-tight con¬ 
tainers. Subdivisions of these samples were sent to the collaborators. 

Accompanying the samples were a reprint of the paper, “Preliminary 
Notes on the Diret^t Determination of Moisture*’ 2 , presented at the meet¬ 
ing of this association in 1924, and the suggestions given below. It was 
requested that del erminations for moisture be made by the direct method 
and also by the method in use in the collaborator’s laboratory. 

SUGGESTIONS TO COLLABORATORS. 

1. PlaC/e the toluene and dry sand (if necessary) in the dry flask; then 
weigh the sample and transfer it into the flask as rapidly as possible to 
prevent absorbing moisture from the atmosphere. Keep the flask 
tightly stoppered between the time of weighing the sample and starting 
the determination, for any additional moisture taken up will affect the 
final result. 

2. Use a condenser with an inner tube, the internal diameter of which 
is not more than one-half inch. 

3. Distil slowly, keeping the condensed column of toluene and water 
vapors from rising more than 2 inches in the condenser, until most of 
the water has been distilled over, usually from 30-45 minutes. Then 
wash down through the top of the condenser with 5-10 cc. of toluene 
and continue the distillation rapidly for about 5 minutes. Repeat this 
process until all the moisture is removed. 

4. Do not use the brush until well toward the end of the determina¬ 
tion, at which time most of the water is in the receiving tube. 

Method I in the table refers to the direct method, and Method II to 
the method in use in the collaborator’s laboratory. 

Seven of the twelve collaborators submitted the results that are given 
in the table. 


1 J. Ind. Eng. Chem., 1926, 17 147 
* This Journal 1925, 8 295. 
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Table 1. 


CoUahoralive results. 


COLLABORATORR 

DAIRY FRED 

MIXBD FEED 

COTTONSEED MEAL 

WHEAT BRAN 


Method 1 

Method 2 

Method 1 

Method 2 

Method 1 

Method 2 

Method 1 

Method 2 


per cent 

per cent 

per cent 

per cent 

per cent 

per cent 

per cent 

par cent 

1 

9.10 

9.61 

8.74 

9.52 

7.80 

8.56 

6.9r, 

8.10 

2 

10.08 

10.16 

9.67 

9.95 

9.25 

9.04 

8.57 

8.53 

3 

9.47 

9.45 

9.08 

9.10 

7.42 

8.07 

7.87 

7.86 

4 

9.29 

9.29 

8.75 

8.72 

8.29 

7.65 

8.88 

7.45 

5 

10.04 

7.91 

9.56 

7.39 

8.74 

6.64 

8.30 

6.57 

6 

9.98 

9.95 

9.68 

9.73 

8.70 

8.67 



7 

9.50 

9.34 

9.25 

9.26 

8.06 

8.00 

7.50 

7.95 

X* 

9.70 

9.68 

9.10 

9.27 

8.30 

8.25 

8.25 

8.25 

Average 

9.05 

9.42 

9.23 

9.12 

8.32 

8.11 

7.99 

7.82 

Difference be¬ 
tween the two 









averages 

0.23 

0.11 

0.21 

0.17 

Difference be¬ 
tween the high¬ 
est and lowest 









result 

0.92 

2.25 

0.94 

2.56 

1.83 

2.40 

1.62 

1.98 


• Associate referee’s results 


From the results shown, it may be concluded— 

L That for rapid determination of moisture this method has proved 
very efficient. 

2. That from the wide range of results reported by the various col¬ 
laborators, it is evident that some specific moisture method should be 
adopted. 

It is recommended^ that this method be adopted as official. 


REPORT ON SUGARS AND SUGAR PRODUCTS. 

By H. S. Paine (Bureau of Chemistry, Washington, D. C.), Referee. 

Considerable delay in getting work under way was caused by resigna¬ 
tions of the Associate Referees on Honey, Starch Conversion Products, 
and Drying, Densimetric, and Refractometric Methods. The Associate 
Refereeships on Honey and Drying, Densimetric, and Refractometric 
Methods were filled relatively late in the year by the appointment of 
H. A. Schuette of Madison, Wise., and R. T. Balch of Washington, 
D. C., respectively. 

It is believed that the program of work in each of the six sub-divisions 
has already been sufficiently well outlined to provide for next year’s 
work, and it is recommended that it be continued along the lines already 
suggested and approved. 


* For report of Sub--committee A and action of the association, see This Journal , 1927, 10. 03. 
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No report on honey was given by the associate referee. 


REPORT ON MAPLE PRODUCTS. 

By H. M. Lancaster^ (Department of Health, Ottawa, Can.), Associate 

Referee. 

Maple sirup, as sold or offered for sale in Canada, must be entirely a 
maple product, but it may be made either by concentrating maple sap 
to the proper consistency or by dissolving maple sugar in water and 
evaporating the solution till the correct proportion of solids is obtained. 
The standards established by the regulations under the Food and Drugs 
Act make no distinction between these two types of sirup, although the 
former is more accurately described as maple sap sirup and the latter as 
maple sugar sirup. Although this reconstructed sirup lacks the bouquet 
or aroma of maple sirup freshly prepared from sap, it has the greater por¬ 
tion of the genuine maple flavor. Not only is it demanded by trade 
requirements, largely because of economies in storage and shipment, 
but it is appreciated by many consumers. 

A number of factories purchase the maple sugar by the carload in 
the eastern section of the Province of Quebec, where it is collected by 
dealers who obtain it in small lots from the individual producers. As 
ordinarily marketed, it is in the form of blocks approximately 3 inches 
by 4 inches by 6 inches that are packed in sacks, each sack weighing 
about 110 pounds. The quality is exceedingly variable, depending largely 
upon the care taken in making it in the woods. Some of it is of good 
color and flavor, but a large proportion of it is dark, almost black, sticky 
and strong in flavor. It is hardly reasonable for a manufacturer to 
expect to reconstruct high quality sirup from such sugars. Upon in¬ 
vestigating the quality of the product turned out by these factories, it 
was found that the ash and the Canadian lead number of the sirup as 
sold were amazingly less than would be expected from the composition 
of the raw materials used. 

Little information has heretofore been available concerning the effect 
that manufacturing processes have upon the chemical constants of the 
material. It was considered advisable, therefore, to make a thorough 
investigation of the whole problem by examining several hundred sam¬ 
ples of the commercial sugars as they come to such plants and to ascer¬ 
tain the effects, if any, produced by the factory operations. Table 1 
summarizes the results obtained in the analysis of 384 samples of these 
commercial sugars, collected at the factory from the crops of 1924 and 
1925. 

> Acknowledgment is liereby given to F. C. Ccdlier, assistant chemist. Department of Health, Ottawa, 
Can., for asaiatance in compiling this report. 



LANCASTER: REPORT ON MAPLE PRODUCTS 


181 


1927 ] 


Table 1. 


Composition of maple sugar as delivered at faclones. 



m/4 

m5 

No. of samples . . 

. 198 

186 

Canadian lead number— 

Maximum. . 

. 10.29 

12.29 

Minimum. 

. 2.20 

2.19 

Average ... 

. 5.09 

5.90 

No. of samples less than 3.0 

. . 7 

6 

greater than 8 

11 

23 

Ash (per cent)— 

Meiximum. 

4.37 

3.05 

Minimum. 

. . 0.57 

0.59 

Average ... 

.. . 1.12 

1.11 

Less than 0.75 per cent . ... 

... (> 

7 


It is evident from the results given in Table 1 that the average of these 
samples exceeds the generally accepted minima for lead number and 
total ash. It may be concluded also that although commercial maple 
sugars are often of inferior grade owing to faulty methods of manu¬ 
facture in the woods, actual adulteration by the farmer is comparatively 
rare, being indicated in less than 5 per cent of the samples. The factory 
managers are inclined to exaggerate the importance of extraneous matter 
sometimes found in the sugars they buy from the producer. It is true 
that they have found in them such things as bricks, stones, and horse 
shoes, but such findings are of rare occurrence. Complaints as to the large 
quantity of sludge obtained on filtering were likewise found to be largely 
without foundation because of neglect to allow for clarifiers added and 
the water present in the moist sludge. 

On the other hand, it was not easy to conceive of any explanation 
that would justify the great difference in the lead number and ash of 
the sirups as marketed by the factory managers, when compared with 
the lead number and ash of the sugars used in making the sirup. Many 
analyses of the sirup manufactured by one company showed a lead num¬ 
ber of about 2 and an ash of about 0.6. These findings would certainly 
not be expected if sugar with a lead number averaging 5 and an ash 
averaging 1.1 per cent were used. Of course it was suspected that 
adulteration with cane sugar was being practiced. 

In order to reconstruct the sirup from the sugar, it is necessary to 
redissolve it in water, remove any insoluble solids, and to concentrate 
by evaporation to remove the excess of water. These are the essential 
steps, but they are supplemented in most cases by various processes of 
clarification, sedimentation, and filtration. The factory first investigated 
makes use of filter presses and vacuum evaporators. In preparing a 
sirup batch of average size, the weighed contents of ten sacks (approxi¬ 
mately 1100 pounds) are dumped into a kettle equipped with both open 
and closed steam coils and mechanical stirrer. Sufficient water to cover 
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the sugar is added, the steam is turned on, and solution is assisted by 
mechanical agitation. The liquid is then boiled and skimmed to remove 
floating matter, and the sugar solution is filtered by pumping through a 
filter press. In order to assist clarification and to prevent the press 
from being clogged, finely powdered kieselguhr, equivalent to about 1 
per cent of the sugar, is added before filtration. The filtered liquid, con¬ 
taining about 43 to 47 per cent of solids, is concentrated by boiling under 
reduced pressure at a temperature not exceeding 65®C. in a Pfaudler 
glass-lined vacuum kettle. Concentration is continued until the sirup 
reaches over 65 per cent of solids, when it is pumped into an open kettle 
provided with open and closed steam coils. Here the sirup receives a 
short boil under atmospheric pressure in order to complete sterilization 
and to bring it to the desired concentration. It is now ready for transfer 
to the shipping containers. 

Table 2 summarizes the analytical results obtained in the examina¬ 
tion of portions of the sirup taken at various steps in the process of 
manufacture. Batches A and B were made from sugar of the 1924 crop 
and Batches C and D were made from sugar of the 1925 crop. 

Table 2. 


Results of analyses of sirup made during manufacture. 


(Calculated to dry baaia.) 


BATCH A 

BATCH B 

ainvp FROM 1924 sugar: 

ToUl 

Canadian 

Total 

Total 

Canadian 

Total 


Solids 

Lead 

Ash 

Solids 

Lead 

Ash 



Number 



Number 



per cent 


per cent 

per cent 


per cent 

Solution before adding 







kieselguhr. 

Solution after adding 

41.2 

4.17 

0.95 

46.0 

3.98 

0.91 

kieselguhr. 

41.4 

3.93 

0.89 

46.3 

3.75 

0.91 

After filter pressing. 

41.4 

4.47 

0.85 

46.4 

4.06 

0.80 

Leaving vacuum pan.... 

70.7 

4.46 

0.89 

69.2 

3.56 

0.74 

Finished sirup. 

71.5 

3.75 

0.74 

66.5 

3.69 

0.75 

SIRUP FROM 1925 sugar: 


BATCH C 



BATCH D 


Skimming after solution. 
Solution before adding 


1 


58.8 


0.86 

kieselguhr. 

Solution after adding 

51.8 

4.50 

i 

1.02 

46.6 

4.12 

0.96 

kieselguhr. 

51.9 

4.56 

1.10 

46.6 

4.42 

0.90 

After filter pressing. 

52.3 

4.02 

1.08 

47.6 

3.92 

0.92 

Leaving vacuum pap . .. 

67.3 

4.30 

0.91 

66.1 

4.14 

0.89 

Finished sirup. 

67.3 

4.36 

0.90 

65.3 

4.26 

0.89 


CONCLUSIONS. 


The results given in Table 2 indicate that the processes of clarification, 
filtration, and concentration by boiling have only a slight effect upon 
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the chemical constants of the maple sugar sirup. A slight unexplained 
increase in lead number is noticed in Batches A and B, apparently 
produced by filter pressing after the press had been set up with fresh 
cloths. 

Insoluble solids constitute from 2.6 to 4.4 per cent only of the sugars 
as they come from the area of production. Furthermore, the sludge 
as it came from the press was found to be approximately half water. 

Since all results have been calculated to the dry basis, it is logical to 
conclude that the lead number and ash shown by the sirup should not 
be much less than the lead number and ash of the sugar from which the 
sirup is reconstructed. 


No report on starch conversion products was made, as no associate 
referee was appointed. 


No report on drying, densimetric, and refractometric methods was 
made by the associate referee. 


REPORT ON POLARISCOPIC METHODS. 

By F. W. Zerban (New York Sugar Trade Laboratory, New York, 
N. Y.), Associate Referee. 

In last year’s report^ to this association the referee recommended that 
the investigation on the determination of sucrose be continued and sug¬ 
gested that analysis be made of mixtures containing not only sucrose, 
invert sugar, and reversion products, but also the ash and organic non- 
sugars that usually occur in cane products. It was further recommended 
that the work on the two-enzyme method of Paine and Balch for the 
determination of sucrose and raffinose in the presence of each other be 
repeated and extended. 

To carry out the first oT these recommendations, it was necessary to 
decide in what form the ash and organic non-sugars were to be added 
to the sugar mixtures employed in the previous investigations. Theo¬ 
retically, it would be possible to invert all the sucrose in a low-grade 
molasses and then add known quantities of sucrose to it; in practice, 
however, the dark color of the product would preclude accurate sac- 
charimeter readings. Three different methods have been employed to 
overcome this difficulty. One of these methods made use of artificial 


1 This Journal, 1926, 9: 166. 
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mixtures of salts of various inorganic and organic acids and certain 
nitrogenous materials and gums, but since the actual nature of the non¬ 
sugars occurring in cane sirups and molasses is only imperfectly known, 
such artificial mixtures are not necessarily representative, and any results 
obtained by their use are of doubtful value. 

In another method a lead subacetate precipitate, produced in a mo¬ 
lasses solution, is filtered off, decomposed by means of hydrogen sulfide 
or by some acid forming an insoluble lead salt, and the filtrate from the 
lead sulfide or other lead salt is used to represent the non-sugars. This 
procedure obtains the non-sugars precipitated by lead subacetate, but 
it leaves in the original solution others that may be as important as, or 
even more important than, those precipitated. 

The third method requires the complete fermentation of a blackstrap 
solution, and the utilization of the concentrated residue as the non¬ 
sugar mixture. It is quite possible, and even probable, that fermentation 
not only destroys the sugars but also changes certain organic non-sugars 
into other compounds that may have entirely different optical properties. 

These three methods are thus open to the objection that the non-sugar 
mixture obtained may not truly represent that actually found in cane 
sirups and molasses. 

In a search for a better procedure, it occurred to the referee to remove 
the disturbing coloring matter in molasses by the use of an activated 
carbon. Previous investigations with such carbons had shown^ that in 
contact with solutions of cane products they adsorb principally coloring 
matter and similar colloids present in extremely small quantities, while 
other non-sugars are removed to a much smaller extent. The result of 
a carbon treatment of blackstrap is, therefore, a light colored product 
which contains the same non-sugars as the original material, only in 
smaller relative quantities. 

A supply of blackstrap molasses was kindly furnished by N. Fuad, 
chemist of the American Molasses Co., and the necessary quantity of 
activated carbon by Leonard Wickenden, vice-president of the Suchar 
Process Corporation. The writer wishes to express to both donors his 
thanks for their courteous cooperation. 

PRELIMINARY EXPERIMENTS. 

In a preliminary test it was found that 125 per cent of carbon, calcu¬ 
lated on solids in molasses, had to be used to bring about the necessary 
decolorization. This quantity of carbon could not be added at one time, be¬ 
cause it would form an unworkable stiff paste with the molasses. It was 
necessary to dilute the blackstrap to about 20° Brix, and to add the car¬ 
bon in several successive operations. With the available laboratory equip¬ 
ment it was possible to treat 1 kilogram of molasses at a time. This was 


1 Louisiana Bulls. 161 and 173. 
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dissolved in 3 liters of water, 200 grams of carbon was stirred in, and the 
mixture was heated to boiling and immediately filtered through filter 
paper on a Biichner funnel. The cake was washed with hot water until 
the volume of the filtrate was equal to that of the original solution. 
More thorough washing would have resulted in too great a quantity of 
liquid to be evaporated. The treatment with 200 grams of carbon was 
then repeated four times, 1 kilogram in all being used. The final filtrate 
was evaporated in vacuo to a density of about 50° Brix, and the resulting 
sirup was stored in the refrigerator. Altogether 10 kilograms of black¬ 
strap was thus treated. Owing to incomplete washing, less than one-half 
of the solids in the original material was recovered. 

Both the blackstrap itself and the decolorized sirup were then analyzed 
by the staff of this laboratory. For the sucrose determination, the black¬ 
strap was clarified with dry subacetate of lead, the solution was deleaded 
with ammonium dihydrogen phosphate, and the hydrolysis was carried 
out by means of invertase. In the analysis of the decolorized sirup the 
invertase method was used without any previous clarification, as the 
normal solution could easily be read in a 200 mm. tube. After clarifying 
with neutral lead acetate and deleading with potassium oxalate, reducing 
sugars were determined in both products by means of Allihn’s method, 
Browne’s conversion factor being used for invert sugar and his correction 
formula for the reducing effect of sucrose. The ash is sulfated ash less 
one-tenth. The results of the analysis, expressed in percentage, are 
given in Table 1. 

Table 1. 


DETERMINATION 

ORIGINAL 

BLACKSTRAP 

SAME, ON BASIS 
OF 100% SOLIDS 

DRCOLO SIZED 
BLACKSTRAP 

SAME, ON BASIS 

or 100% SOLIDS 

Total solids by refractometer. 

81.70 

100.00 

48.90 

100.00 

Sucrose . 

32.53 

39.82 

17.17 

35.11 

Invert sugar. 

20.80 

25 53 

19.38 

39.63 

Ash. 

9.33 

11.42 

6.72 

13.74 

Organic non-sugars. 

18.98 

23.23 

5.63 

11.51 

Purity, expressing total sugars 





as sucrose. 


64.08 


72.76 


Comparison of the analyses shows that considerable inversion took 
place during the process owing to the repeated boilings at low density. 
However, owing to the effect of the carbon in removing non-sugars, the 
total sugars, expressed as sucrose, increased from 64.08 per cent of the 
total solids to 72.76 per cent. The ash increased because the carbon 
had very little adsorptive effect on the principal ash constituents. The 
organic non-sugars in the decolorized material are about one-half the 
quantity present in the original blackstrap. 

The preparation of this decolorized sirup required so much of the 
referee’s spare time that he was unable to advance the work to a stage 
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where the analytical work recommended in last year’s report could be 
started. It is intended now to invert all the sucrose in the sirup by 
means of invertase, and then to apply the various inversion methods 
to mixtures of sucrose with this non-sucrose sirup. 

RECOMMENDATIONS 

It is recommended that the work outlined in Recommendations (4) 
and (5) in the associate referee’s report for 1925 and not finished during 
the present year, be completed during the coming year. 


No report was made on chemical methods for reducing sugars by the 
associate referee. 


COMMITTEES NAMED BY THE PRESIDENT. 

Committee to Wait upon Secretary of Agriculture: W. W. Skinner, 
W. H. Macintire, and G. S. Fraps. 

Committee to Wait upon Honorary President: B. B. Ross and R. N. 
Brackett. 

Committee on Resolutions: A. S. Mitchell, J. W. Kellogg, and H. C. 
Fuller. 

Auditing Committee: H. B. McDonnell and J. B. Weems. 

Committee on Nominations: Julius Hortvet, A. J. Patten, and F. C. 
Blanck. 

FIRST DAY. 

MONDAY—AFTERNOON SESSION. 

REPORT ON FERTILIZERS. 

By G. S. Fraps (Agricultural Experiment Station, College Station, 

Tex.), Referee, 

The recommendations of the associate referees this year are chiefly for 
further work. 

The question of cancelling the calcium chloride method for preparing 
ammonium citrate was discussed last year, and no objection to this 
action was taken. The referee, therefore, makes this recommendation. 

The neutral and permanganate methods for nitrogen in fertilizers have 
been discussed recently, and it appears that some changes should be made 
in them. It is possible that the method of washing should be changed, 
that the approximate time of distillation should be stated in the alkaline 


^ For report of Sub-committee A and action of the association, see Thi$ Journal, 1927,10:64; 1026, 9: 73. 
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permanganate method, and that the use of paraflin in the distillation be 
omitted. It is also possible that other details should be more definitely 
described. It would probably be best for the Associate Referee on Nitro¬ 
gen to consider this matter and make the necessary recommendations. 
A review of the A. 0. A. C. work on this subject by E. C. Carlyle 
and the referee follows this report. 

Some requests have been made for changes in methods that would 
give higher results for certain products. One request was that in case 
of high-analysis phosphates 1 gram be used instead of 2 grams as a 
sample for the determination of available phosphoric acid, because these 
phosphates contain 6 to 8 per cent citrate-soluble phosphate, which 
saturates the ammonium citrate. No evidence that such saturation 
occurs was presented. When it was pointed out by the referee that some 
acid phosphates contain more than this quantity of citrate-soluble phos¬ 
phoric acid, nothing further was said on this point. This change was 
again requested for the reason that when the fertilizer in question, which 
contained about 1.60 per cent insoluble phosphoric acid, was mixed with 
other materials, about O.IO per cent more available phosphoric acid was 
obtained in the mixtures. The actual results presented were as follows: 

per cent 

Citrate-insoluble phosphoric acid, using 1 grain . . 1 46 

Citrate-insoluble, using 2 grains . . 1 08 

Citra I e-insoluble in mixture, 500 pounds fihosphate to the ton 0 32 

These differences appear 1o the referee to be entirely too small to 
justify asking for any change in the method. 

Letters were also received stating that since calcium potassium phos¬ 
phate was prepared by fusion, the Wagner (citric-acid soluble) method 
for Thomas phosphate should be applied to it, especially as this method 
gives higher results. The citric-acid method is an empirical method that 
has been found satisfactory when applied to Thomas phosphate, but it 
does not necessarily apply to other products made by fusion. The 
use of the method could be justified only in case results obtained in pot 
and field experiments similar to thos('. made on Thomas phosphate should 
show it to be applicable to the product concerned. Furthiumore, calcium- 
potassium phosphate is not a by-product; it is made by heating potash 
salts with phosphate rock and probably contains unaltered calcium 
phosphate. 

The referee believes that requests for changes similar to those men¬ 
tioned should be accompanied by evidence that the higher analytical 
result is justified by a higher agricultural value of the portion of the 
fertilizer concerned. 

The referee is not authorized to make any rulings concerning such 
matters; he can only bring them to the attention of this association 
with such recommendations as appear justified by the evidence presented. 
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RECOMMENDATIONS^ 

It is recommended— 

(1) That the absolute or cupric oxide method for nitrogen* be removed 
from the methods for fertilizers. 

(2) That the calcium chloride method for preparing ammonium 
citrate* be eliminated from the methods. 

(3) That the neutral and alkaline permanganate methods for nitrogen* 
be considered by the Associate Referee on Nitrogen, and that such 
modifications as appear desirable be recommended. 

(4) That the recommendations of the associate referees be endorsed. 


REVIEW OF A. 0. A. C. WORK ON ALKALINE AND NEUTRAL 
PERMANGANATE METHODS FOR NITROGEN. 

(Compiled by S. E. Carlyle and G. S. Fraps.) 

1896 (1)*. J. P. Street, referee, recommended the Hayes method of 
alkaline permanganate for study and trial. This method (2) uses 1 gram 
of sample and 100 cc. of permanganate. The results were not concordant. 
No paraffin was used. 

1897 (3). J. P. Street, referee, used a small piece of paraffin. Slade 
introduced a modification requiring 100 cc. of 3 per cent permanganate 
on a 1 gram sample. 

1898 (4) (5). C. H. Jones presented his alkaline permanganate method* 
which requires digesting for 1 hour below boiling and then distilling until 
digestion is complete and the use of 45 mg. of nitrogen. No paraffin was 
used. 

1899 (6). F. S. Shiver, referee, used in the neutral permanganate 
method 75 mg. of nitrogen and 100 cc. of 1.6 per cent permanganate. In 
the alkaline permanganate method there was no mention of paraffin. The 
material was digested 1 hour and distilled for 1 hour. 

1900 (7). W. R. Perkins, associate referee, studied the neutral per¬ 
manganate method with several modifications, as washing down the 
flask after 10 minutes’ digestion, adding water, filtering, and washing to 
200 cc. No study was made of the alkaline permanganate method. 

1901 (8). W. R. Perkins, referee, recommended the neutral perman¬ 
ganate as a provisional method. Used 75 mg. of nitrogen and 125 cc. of 
1.6 per cent permanganate. The alkaline permanganate was recom¬ 
mended for further study, 

* For report of Sub*<!ommittee A and action he association, see Thi» Jownri, 1927, 10: 64. 

^ Methods of Analysis, A. O. A. C., 1925, 9. 

» /bid., 4, 13(2). 

* Ibid., 12. 

» Nunohers refer to the list of references. 
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1901 (21). Jones and White published an article in the 14th Annual 
Report of the Vermont Agricultural Experiment Station, 1901, describ¬ 
ing laboratory method for organic nitrogen availability. 

1901 (22). J. P. Street published his article on availability of organic 
nitrogen. 

1902 (9). F. W. Morse, referee. The neutral permanganate method 
remained as in 1901. The alkaline permanganate method required 45 
mg. of nitrogen, digestion for 1 hour, and distillation till complete. No 
paraffin was used. 

1903 (10). F. W. Morse, referee, used the two methods employed in 
1902, but he makes the first mention of a definite quantity of distillate— 
100 cc. in the alkaline permanganate method to be tried as a modifica¬ 
tion. No paraffin was used. 

1904 (11). C. H. Jones, referee. The alkaline permanganate method 
distilled 85 cc. after 30 minutes’ digestion. No paraffin was used. 
Nothing was done on the neutral permanganate method. 

1905. No work was done on the method. 

1906 (12). J. H. Gibboney, referee, modified the alkaline method, 
using 0.0675 gram of nitrogen and 150 cc. of alkaUne permanganate and 
distilling to 100 cc. 

1907-8-9. No work was done. 

1910 (13). C. H. Jones, referee, changed the alkaline permanganate 
method, using 50 mg. of nitrogen and distilling to 95 cc. The neutral 
permanganate method was changed to 45 mg. of nitrogen and 2 per cent 
permanganate. 

1911. No work was done. 

1912 (19). C. H. Jones, referee, gave an article describing the alkaline 
permanganate method in detail. See also C. 11. Jones, Vermont Experi¬ 
ment Station Bulletin 173 (20). 

1912. No work was found. 

1913 (14). C. L. Hare, referee, tried both methods, using 50 mg. of 
nitrogen and in the alkaline method glass beads to prevent bumping, 
but no paraffin. 

1914 (15). R. N. Brackett and H. D. Haskins, referees, in the neutral 
permanganate method used 45 mg. of nitrogen instead of 50, as in 1913. 
The alkaline method does not use paraffin. Both methods were recom¬ 
mended and adopted as official (16). B. B. Boss was chairman of Com¬ 
mittee A. 

1915 (17). R. N. Brackett and H. D. Haskins, referees, used a pi(‘ce 
of paraffin in the alkaline method and distilled 95 cc.; 50 rag. of nitrogen 
was used in neutral permanganate instead of 45, as in 1914. 

1916 (18). W. W. Skinner, chairman Committee A, recommended 
that no further work be done on these methods. Sinc‘e then no addi¬ 
tional official work has been done. 
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E. W. Magruder (23) made a study of the alkaline permanganate 
method with the collaboration of several chemists, 

C. S. Robinson (24) wrote an article, entitled “Interpretation of Re¬ 
sults of Analysis by Permanganate Method”. 

Gordon Hart (25) made a study of the size of the sample to be used 
in the neutral permanganate method. 
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THE GRAVIMETRIC DETERMINATION OF PHOSPHORIC 

ACID. 

By William H. Ross (Bureau of Soils, Washington, D. C.), Associate 

Referee. 

At last year’s meeting of this association a report^ was given on a 
collaborative study of the official method for the gravimetric determina¬ 
tion of phosphoric acid. In this study special attention was given to 
the effect on the results of varying the conditions under which precipita¬ 
tion is made with magnesia mixture. Standard phosphate samples were 
submitted to fourteen collaborators, and reports were received from 
eleven. One of the samples was the standard phosphate rock of the 


* This Journal 1926 , 9 : 182 . 
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Bureau of Standards, and iho other was a synthetic calcium phosphate 
prepared by the associat(‘ referee. 

The directions that a(‘companied the samples (*alled for precipitation 
of th(‘ ammonium magnesium phosphate under four different conditions, 
viz.: by adding the official alkaline magnesia mixture to (1) alkaline, 
(2) neutral, and (8) acid solutions; and (4) by adding acad magnesia 
mixture to an acid solution and then making alkaline with ammonia, as 
recommended by Lundell and Hoffman* of the Bureau of Standards. 

The results reported by some of the collaborators varic^d c onsiderably 
from the theoretical, but eight of the eleven reported at least one value 
for each sample that agreed within 0.2 per cent of the assumed true 
values of the samples. A cx)mparison of the mean of the results reported 
by these eight collaborators for the different procedures with the true 
values of eacdi sample* showed that in the hands of these collaborators 
lowest results are obtained with alkaline solutiems and highest with acid, 
but the differences are not great, and both neutral and acid solutions 
give results that agree very well with the theoretical. It was concluded, 
therefore, that while variations in the reaction of the solution before 
precipitating with magnesia mixture^ may be a contributing source of 
error, it is not the principal cause of the wide variations in the results 
found by different analysts. 

In continuing the work for the present year, standard phosphate sam¬ 
ples were again prepared and sent to fourteen collaborators. Sample 
No. 1 contained a known quantity of monoammonium phosphate mixed 
with known quantities of phosphorus-free calcium carbonate, iron oxide, 
and kaolinite. These products were added with a view to supplying 
some of the constituents occurring in phosphate rock. Sample No. 2 
also contained calcium carbonate in mixture with potassium phosphate. 
Both phosphates were prepared by recrystallizing the C. P. salts three 
times, and all materials were dried and ground to 100 mesh before using. 
The moisture content of the samples after mixing amounted to 0.12 and 
0.04 per cent, respectively. 

The directions sent to the collaborators differed from those of last year 
in that Jorgensen’s method^ (Procedure No. 4), as now used in Germany, 
was substituted for the procedure of making alkaline before precipitating 
with magnesia mixture, as it is now recognized that this procedure gives 
low results. 

DIRECTIONS FOR COLLABORATIVE WORK. 

Deterininc total phosphoric acid in each of the two samples submitted by the fol¬ 
lowing procedures: 

» Thit Journal, 1924, 8: 184. 

• In the last edition of Methods of Analysis an error occurs in the directions given for the oreparation 
of magnesia mixture (p. 2, 5(C)) The first of the alternative methods outlined gives an alkaline and 
the second a neutral maf^nesia mixture. The use of the latter would not give accurate resultj^ in the de> 
termination of phosphoric scid by the official method, and the wording duule to 1 liter should l>e changfxl 
to read proceed as in (1). 

•Analyst, 1026, 51: 61. 
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(1) Dry sample at 105°C. for 1 hour. Dissolve 2 grams of the sample in 30 cc. of 
hydrochloric acid (sp. gr. 1.19) aiid 10 cc. of nitric acid (sp. gr. 1.42), and evaporate 
to dryness or to a sirupy consistency. Redissolve in 6 cc. of concentrated nitric acid 
and 50 cc. of water. Cool the solution, make up to the mark in a graduated flask, allow 
to settle, or pour on a dry filter, and proceed as described in the official gravimetric 
method for the determination of total phosphoric acid until the molybdate precipitate 
is washed with ammonium nitrate solution. Then dissolve the precipitate on the filter 
with dilute ammonium hydroxide (100 cc. ammonium hydroxide (sp. gr, 0.90) per liter 
of water) and wash with hot water into a beaker to a bulk of not more than 100 cc. 
Carefully neutralize the ammoniacal solution with hydrochloric acid, using litmus 
paper or brom thymol blue as indicator, cxx>l, and from a buret add drop by drop with 
stirring, 15 cc. of the official alkaline magnesia mixture for each decigram of phosphoric 
acid (P20#) present. After 15 minutes, add 12 cc. of strong ammonia. Let stand for 
at least 4 hours, filter through paper, and wash with the dilute ammonia until the filter 
and precipitate are free from chlorides. Transfer filter and precipitate to a platinum 
or porcelain crucible, dry without charring, bum below redness, and ignite—preferably 
n an electric furnace—to constant weight at 1000®“1050°C. Cool in a desicc^ator and 
weigh as magnesium pyrophosphate (Mgap207). (Oflicial method.) 

(2) Proceed as in (1) through the point where the solution of the molylwlate precipi¬ 
tate is carefully neutralized, and then make acid by the addition of 1 cc., or its equivalent, 
of hydrociiloric acid (sp. gr. 1.19). Proceed with the addition of the official magnesia 
mixture and complete the determination as in (1). (Proposed modification of official 
method.) 

(3) Prepare acid magnesia mixture as follows: Dissolve 50 grams of magnesium 
chloride and 100 grams of ammonium chloride in 500 cc. of water. Add ammonium 
hydroxide in slight excess, let stand overnight, and filter if a precipitate appears. Make 
barely acid with hydrochloric acid and dilute to 1(X)0 cc. 

Prepare a solution of the sample and proceed as in (1) through the point where the 
solution of the molybdate precipitate is carefully neutralized. Add 1 cc., or its equiva¬ 
lent, of hydrochloric acid (sp. gr. 1.19) and 10 cc. of acid magnesia mixture per decigram 
of phosphoric acid (P2O5) present. Add ammonium hydroxide (sp. gr. 0.90) dropwise 
and with continuous stirring until the solution is ammoniacal, and most of the phos¬ 
phoric acid has been precipitated. Finally add 15 cc. more of ammonium hydroxide 
at one time, let stand for 4 hours or overnight at room temperature, and complete the 
determination as in (1). (Lundell and Hoffman’s modified routine method.) 

(4) Prepare neutral magnesia mixture as follows: Dissolve 50 grams of magnesium 
chloride and 150 grams of ammonium chloride in water and make up to 1000 cc. 

Prepare a solution of the sample and proceed as in (1) through the point where the 
molybdate precipitate is dissolved in dilute ammonia and washed with hot water into 
a beaker. Heat the alkaline solution thus obtained to the boiling point, mid without 
cooling, add slowly from a buret drop by drop with constant stirring 20 cc. of neutral 
magnesia mixture per decigram of phosphoric acid (P 2 O 6 ) present. Allow to stand 
without any extra addition of ammonia for at least 4 hours, filter, and complete the 
determination as in (1). (Jorgensen’s method.) 

SUGGESTIONS. 

The presence of unbumt carlion in the ignited residue is also claimed to be a source 
of error in the analysis of phosphates. It is possible to obtain a residue that will bum 
snow white throughout, but under certain conditions a dark colored residue that retains 
unbumt carbon after prolonged ignition may be obtained. Careful note, therefore, 
should be made if any of the procedures give a residue that fails to bum white through¬ 
out the whole mass. 
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The claim has l^ecn made that the occurrence of niolyhdenum in the 
pyrophosphate residue is a source of error in the gravimetric determination of phos¬ 
phates. The quantity actually present can be easily determined by the following 
method of McCandless and Burton^ and it is a(;cordingly suggested that this determina¬ 
tion be made if it is convenient to do so. 

COLORIMETRIC METHOD FOR THE DETERMINATION OF MOLYBDIC ACID (MoO^) 

IN MAGNESIUM PYROPHOSPHATE RESIDUES. 


RhAGENTS. 


(a) standard molybdate solutions —DissoKe 0 5 gram of im)lybdemim Irio^ide (99.0 
|)er (‘ent reagent) in hot, dilute ammonia s^dution, tK)il to evpel excels of ammonia, and 
make up to 250 cc. Take an aliquot of this solution and dilute to 20 times its volume 
to form a solution that contains 0.1 mg. of molybdic acid (M 0 O 3 ) per cr 

(b) Sodium suljide solution —Dissolve 10 grams of sodium sulfide crystals in 100 cc. 
of water. 

I>r:TERMlN ATI ON. 

Prei)are a solution of the magnesium pyrophosphate residue obtained in the gravi¬ 
metric determination of phosphoric acid by adding 10 cc. of dilute hydrochloric acid 
(1:1) and digesting on a hot plate until the residue dissolves. Filter, if necessary, and 
wash into a 1(X) cc. flask, make up to the mark, take an aliquot of 10 cc., place in a small 
porcelain casserole, or evaporating dish, and add 5 drops of the sodium sulfide solution. 
Molybdic acid, if present, will darken the solution in proportion to the quantity present 
and can Ik* re^idily determined by comparing the depth of color with that given by a 
known quantity of the standard in a solution of the same volume and containing the 
same quantity of hydrochloric acid. 

ANALYSIS OF STANDARD PHOSPHATE SAMPLES. 

The results obtained by the collaborators who completed the analyses 
of the samples a short time after they were prepared are given in Table 1. 

As shown in Table 1, the liest results were again obtained when an 
alkaline magnesia mixture was added to a neutral solution, as in the 
official method, and the corresponding procedures fall in exactly the 
same order this year as last when arranged according to accuracy. 

Several months after the standard samples had been prepared il was 
observed that a reaction between the phosphate and calcium car¬ 
bonate in each sample had taken place on standing. All collabora¬ 
tive work on the samples was accordingly stopped, and new standard 
samples were prepared, but these were not sent to the collaborators 
owing to lack of time. Sample No. 1 in the new set of standards was 
prepared by mixing equal parts by weight of monoammonium phosphate 
and potassium sulfate; Sample No. 2 contained pure monopotassiuni 
phosphate only; and Sample No. 3 consisted of a mixture of 15 parts 
of monopotassium phosphate with 4 of feldspar and 1 of calcium fluoride. 
The diluting materials were added with a view to supplying some of the 
constituents occurring in natural phosphates, and so far as know n they 
do not react with the alkali phosphates in a dry stale. The results 


* Ind. Eng. Chem., 1927, 19: 406. 
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Table 1. 

Analysis of standard phosphate samples. 

I PHOSPHORIC ACID (P*0||) FOUND 


• 

Sample No. 1* , 

Sample No. 2t 

COLLABORATORS 

OITicifll 
Method. 
Reaction of 
solution before 
precipitating 
with 

magnesia 

mu(ture 

Lundell 

and 

Hoff¬ 

man’s 

modi¬ 

fied 

routine 

method 

1 

JBrgen- 

seii’s 

Method 

Official 
Method. 
Reaction of 
solution before 
precipitating 
with 

magnesia 

mixture 

Lundell 
and 
Hoff¬ 
man’s 
modi¬ 
fied 1 
routine] 
method 

JBrgen- 

sen's 

Metliod, 

Moan 

MoU) 

in 

ignited 
residue 
ex¬ 
pressed 
os per 
cent of 
sample 


Neutral 

Acid 


Neutral 

Acid 

1 


R. Merz 

Bureau of Soils 

percent 

32.19 

percent 

32.43 

percent 

32.40 

percent 

32.21 

per cent 

41.35 

percent 

41.44 

percent 

i 41.49 

per cent 

41.43 

per cent 

Trace 

F. A. Barker 

Federal Phosphorus 
Co. 

32.19 

32.64 1 

32.60 

32.69 

41.01 

41.45 

41.54 

41.51 

0.04 

D. S. Reynolds 

Bureau of Soils 

32.12 

32.20 

32.28 

32.14 

41.47 

41.39 

41.57 

41.47 

0.01 

A. H. Allen 
Virginia-Carolina 
Chemical Corporation 

32.44 

32.51 

32.47 

32.44 

41.63 

41.61 

41.65 

41.61 

Trace 

Mean 

32.24 

32.44 

32.44 

32.37 

41.36 

41.47 

41.56 

41.50 



* Phosphoric acid (PjO#) present— 32.14 per cent, 
t Phosphoric acid (P*0*) present— 41.29 per cent. 

obtained by the associate referee in the analysis of these samples is 
given in Table 2. The samples were analyzed by Lundell and HolFman’s 
double precipitation method in addition to the procedures listed in 
Table 1. 

Table 2. 

Analysis of standard phosphate samples. 

(By associate referee.) 





PHOSPHORIC ACID (PtO«) 

POUND 


SAMPUS NO. 

PHOSPHORIC 

ACID 

(PaO*) 

PRESENT 

Official Method. Reaction 
of solution befiHe pre- 
1 cipitating with magnesia 
mixture 

Lundell and Hoffman’s 
Method 

ibraensen’s 

Method 



Neutral 

Acid 

Single 

precipitation 

Double 

preoifHtatfon 


1 

per cent 

30.86 

per cent 

30.85 

per cent 

30.97 

per cent 

30.92 

per cent 

30.87 

per cent 

30.97 

2 

52.18 

52.26 

52,66 

52.28 

52.18 

52.28 

3 

39.14 

38.98 

39.26 

39.31 

39.19 

39.39 
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The results given in Table 2 again support the conclusions of last year 
and also the claims of Lundell and Hoffman regarding the accuracy of 
their double precipitation method. None of the residues obtained in 
these analyses contained more than a trace of molybdenum and all 
burned perfectly white. 

STANDARDS FOR PHOSPHATE ANALYSIS. 

A review of the literature shows that many of the phosphate standards 
used in the past must have been unstable, and it is probable that much 
of the controversy that has taken place over methods of phosphoric acid 
analysis has been due to the use of standards of uncertain composition. 
Replies received in response to a questionnaire sent to all the collaborators 
showed that one recommended microcosmic salt as a standard, two sug¬ 
gested the use of a solution of crystallized phosphoric acid, while the 
remaining twelve favored monopotassium phosphate. This salt has been 
used as a standard both in this country and abroad and is recommended 
i)y Jorgensen as the Ix^st control preparation. It crystallizes readily 
and is now prepared in a high state of purity for use as a buffer in hydro- 
gen-ion work; it has no water of hydration: it is one of the least hydro¬ 
scopic of the soluble salts; and its composition can be checked by 
igniting to the metaphosphate. The work of the year, however, shows 
that there are certain salts with which it reacts in the dry state, but 
there should be no difficulty in selecting diluting materials with which 
it will not react. 

IGNITION OF AMMONIUM MAGNESIUM PHOSPHATE PRECIPITATES. 

Several of the collaborators in last year’s work reported that some of 
their precipitates failed to burn white, and that when such was the case 
the results were usually high. A study of the matter was accordingly 
undertaken in cooperation with the McCandless Laboratory. It was 
found that portions of ammonium magnesium phosphate precipitates 
prepared by the associate referee, and which binned snow white through¬ 
out when ignited for one hour at 1000®C. in an electric muffle furnace, 
failed to burn white when sent to the McCandless Laboratory and ignited 
at a presumably equal temperature over a gas burner. Likewise, portions 
of prcH^pitates prepared in the McCandless Laboratory, and which also 
failed to burn white when ignited in the way described, gave a perfectly 
white residue when ignited in an electric furnace. It is concluded, there¬ 
fore, that the failure to obtain a white residue in these tests was due to 
the manner of igniting the precipitate rather than to any preceding step 
in the determination, and that improper igniting of the precipitate is 
an important source of error in the analysis of phosphates. 

The work of the year may be summarized as follows - 
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(1) The quantity of molybdenum in magnesium pyrophosphate resi¬ 
dues that have been properly prepared and ignited in an electric muffle 
furnace for 1 hour at lOOO^C. is not sufficiently great to have any appre¬ 
ciable effect on the results. 

(2) Ammonium magnesium phosphate precipitates that have been 
properly prepared and washed will burn to snow whiteness throughout 
when ignited for 1 hour at lOOO^C. in an electric furnace. When pre¬ 
cipitates of this kind fail to burn white the result is due to improper 
igniting rather than to any preceding step in the determination, and the 
results are usually too high. 

(3) So far as they go, the collaborative results support the conclusions 
of last year and also the claims of Lundell and Hoffman regarding the 
accuracy of their double precipitation method, but inasmuch as the 
composition of the standard used in the work changed sonewhat on 
standing, it is recommended: 

RECOMMENDATIONS'. 

(1) That the study of the effect of varying the conditions under which 
precipitation is made with magnesia mixture be continued for another 
year. 

(2) That the recommendations of the collaborators be followed in the 
preparation of the standards used in this work. 

(3) That the standard, or standards, so prepared be tested at inter¬ 
vals over a sufficient period to insure the constancy of their composition. 

(4) That the words “dilute to 1 liter” in the second of the alternative 
methods^ for the preparation of magnesia mixture be changed to read 
“proceed as in (1)”. 


REPORT ON NITROGEN*. 


By A. L. Prince (Agricultural Experiment Station, New Brunswick, 
N. J.), Associate Referee, 


The work this year consisted in studying methods for the determina¬ 
tion of nitrate nitrogen in mixed fertilizers. The investigational work 
carried on last year by the associate referee* indicated that when organic 
materials were present in a mixed fertilizer, nitrate nitrogen determina¬ 
tions by the official methods* were apt to give high results. As a remedy 
for this condition, a slight modification of the official method suggested 
some time ago by J. E. Breckenridge* was tried out last year with fair 


1 For report of Sub^committee A and action of the association, see Thu Journal. 1926. 10: 64. 

> Methods of Analysis, A. O. A. C , 1025, 2, 5(C). 

«Paper No. 218 of the Journal Series, New Jersey Agricultural Experiment Stations, Department of 
Soil Chemiatry and Bacteriology. 

4 This Journal, 1926, 9: 187. 

» Methods oj Analysu, A. O. A. C., 1926, 11. 

• /nd. Eng. Chem., 1926, 17 :96. 
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success. Further studies on this modified method were carried on this 
year. However, it was cle^arly shown in last year’s work and by the 
studies of past investigators that when compounds such as calcium 
cyanamide and urea are present in mixed fertilizers, all the available 
methods for determining nitric nitrogen are inaccurate. Since these 
compounds are being used quite extensively in commercial fertilizers at 
the present time, it is important that a new and accurate method be 
devised to measure nitrate nitrogen in the presence of such materials. 
C. H. Jones of the Vermont Agricultural Experiment Station worked 
out a method' to meet these conditions and, in collaboration with the 
associate referee, conducted a preliminary investigation. The results 
were so promising that it was decided to carry on an extensive collal>- 
orative study of the m(‘thod at once. 

Four samples of mixed fertilizers were prepared. Sample No. 1 con¬ 
tained nitrate of soda, a(‘id phosphate, and muriate of potash, and 
Sample No.2 contained the same materials with the addition of tankage. 
The Brecketiridge modification method was tried out on these two sam¬ 
ples in comparison with the official method. Sample No. 3 contained 
nitrate of soda, calcium cyanamide, acid phosphate, and muriate of 
potash, while Sample No. 4 had urea in place of the cyanamide. The 
Jones method was tried out on Samples No. 3 and 4 in comparison with 
the official method. These samples were carefully prepared and sent 
out to twenty-five chemists that had signified their willingness to co¬ 
operate. Twenty reports were received. 

INSTRUCTIONS TO COLLABORATORS. 

NITRIC AND AMMONIACAL NITROGEN REDUCED IRON METHOD—OFFICIAL. 

DETERMINATION. 

Place 1 grain of the sample in a 5(X) cc. flask, add about 30 cc. of water and 2-3 grains 
of reduced iron, and, after allowing the mixture to stand sufficiently long to insure 
solution of the soluble nitrates and ammonium salts, add 10 cc. of dilute sulfuric acid 
(1 -h 1). Shake thoroughly, place a long-stemmed funnel in the neck of the flask to 
prevent mfX'hanical loss, and allow to stand until the violence of the reaction has 
moderated. Heat the solution slowly, boil for 5 minutes, and cool. Add about 100 cc. 
of water, a little paraffin, and 7-10 grams of magnesium oxide, free or nearly fret^ from 
(carbonates. Connect the flask by means of a Kjeldahl connecting bulb with a condenser, 
such as is used in the Kjeldahl method, and boil the mixture nearly to dryness (al)out 
40 minutes); collei*! the ammonia in a measured quantity of standard acid; and titrate 
with standard alkali solution, using (xichineal or methyl red indic.ator. The nitrogen 
obtained represents the nitrates plus the ammonium salts contained in the sample. 

BRECKENRIDGE MODIFICATION. 

DETERMINATION. 

Placte 8 grams of the sample in a 200 cc. volumetric flask, fill to the mark with dis¬ 
tilled water, shake thoroughly, and filter. Take 25 cc. aliquots (ecjual to 1 gram) for 
analysis and proceed as in the regular reduced iron method. 


* Ind. Eng. Chem., 1927, 19 : 269. 
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C. H. JOimS METHOD FOR DETERMIRIRG NITRATE NTTROOBN IN FBRTIUZBRS CONTAIN¬ 
ING CYANAMIDE, UREA, BTC. 

PREPARATION OP SOLUTION. 

Place 4 grams of the sample in a 160 cc. beaker, add 40 cc. of water, stir, filter by 
decantation, and after all the residue is transferred to the filter, wash to just undw the 
200 cc. mark, letting each washing run through before another is added. Make up 
exactly to 200 cc., mix, and treat 25 cc. aliquots (equal to 0.60 gram) as follows: 

DETERMINATION. 

A. Nitric Nitrogen, 

(Aliquots for A and B must be taken from the same solution and run at 
the same time.) 

Place 25 cc. of the prepared sample in a 500-6(X) cc. Kjeldahl distillation flask, add 
26 cc. of water, 10-12 perforated glass beads (3-5 mm.), 2 grams of reduced iron, and 
10 cc. of dilute sulfuric acid (1 -f- !)• Rotate slowly and when violence of reaction (if 
any) has moderated, place on the hot plate and boil gently for 5 minutes. Remove, 
add 40 cc. of water, and cool. Now add 100 cc. of strong sodium hydroxide solution, 
42° Bauiii6 (525 grams of sodium hydroxide in 1 liter of water). Connect at once with 
a condenser by means of a Kjeldahl connecting bulb, and boil until 150-160 cc. has 
distilled over and the distillate as it drops from the condenser shows neutral to litmus 
paper. Collect the ammonia in a measured quantity of standard acid and titrate with 
standard alkali, using cochineal or methyl red indicator. 

The nitrogen obtained represents that from nitrates and ammonia salts, and from 
other nitrogenous compounds, proteins, cyanamide, urea, etc., that have been changed, 
wholly or partially, to ammonia by this treatment. 

B. Corrective Blank, 

With another 25 cc. of the prepared sample, repeat the determination, omitting the 
addition of reduced iron. 

The nitrogen obtained represents that from ammonia salts and other nitrogenous 
compounds, proteins, cyanamide, urea, etc., that have been changed, wholly or partially, 
to ammonia by this treatment. 

The percentage of nitrogen obtained by procedure A minus that obtained by procedure 
B equals the percentage of nitrogen from nitrates contained in the sample. 

NOTES. 

(1) When ammoniacal nitrogen alone is to be determined in the sample, an aliquot 
prepared as directed is taken, 150 cc. of water and 5 grams of magnesium oxide (heavy) 
are added, and distillation is continued in the usual manner. 

(2) To prevent cedking, add water to the flasks at the completion of the process, 
before cooling and washing. 

(3) The addition of perforated glass beads insures gentle boiling, free from bumping. 

(4) From 50 minutes to 1 hour is usually required for the distillation of A and B. 

(5) During distillation the flasks should rest on asbestos-coated wire gauze. 

EXPERIMENTS. 

Series /. Run each of the four samples by the reduced iron method (ofiBcial) as 
described in the accompanying directions. Run in triplicate. 

Series II. Run the Breckenridge modification on Samples No. 1 and No. 2 only, as 
described in the accompanying directions. Run in triplicate. 
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Series III, Run the Jones method on Samples No. 3 and No. 4 only, as described 
in the acxjompanying directions. Each determination is made in two parts (A and B). 
Run in duplicate or, if time permits, in triplicate. 

The collaborators were the following: 

1. L. S. Walker, Massachusetts Agricultural Experiment Station, Amherst, Mass 

2. A. O. Olson, Dairy and Food Department, St. Paul, Minn. 

3 and 4. W. D. Richardson, Swift and Co., Chicago, Ill. * 

5. R. D. Caldwell, Armour Fertilizer Works, Atlanta, Ga. 

6. M. P. Etheredge and A. D. Andrews, Mississippi State Chemical Laboratory, 

A. & M. College, Miss. 

7. H. L. Moxon, Virginia-Carolina Chemical Co., Richmond, Va. 

S. A. D. Rich, Armour and Co., Chicago, 111. 

9. L. A. Salinger, U. S. Department of Agricnilture, Bureau of Chemistry, Savannah, 
Ga. 

10. O. B. Winter, Agricultural Experiment Station, East Lansing, Mich. 

11. M. G. Musselman, Agricultural Experiment Station, East Lansing, Mich. 

12. J. E. Breckenridge, American Agricultural Chemical Co., Carteret, N. J. 

13. H. R. Allen, Kentucky Agric^ultiiral Experiment Station, Lexington, Ky. 

14. L. J. Jenkins, U. S. Department of Agriculture, Bureau of Chemistry, Wash¬ 

ington, D. C. 

15. W. R. Austin, Tennessee Chemical Co., Nashxille, Tenn. 

1(). F. S. Lagasse, University of Delaware, Agricultural Experiment Station, Newark, 
Del. 

17. S. E. Asbury, College Station, Tex-. 

18. (j. A. Shuey, Agticmltural Experiment Station, Knoxville, Tenn. 

19. C. H. Jones and G. F. Anderson, Agricultural Experiment Station, Burlington, Vt. 

20. A. L. Prince, Agricultural Experiment Station, New Brunswick, N. J. 

DISCUSSION AND CONCLUSIONS. 

A summary of the results, showing the averages obtained by each 
midhod by e^ich collaborator, is given in the table. A study of these 
results reveals certain facts of importance. In the first place, the results 
obtained by the Breckenridge method on Sample No. 2, containing 
tankage, showed no consistent variation from those obtained by the 
official method. The total average results for each of these methods 
were practically identical. In Sample No. 1, which contained no organic^ 
material, the results from the two methods also checked closely, as would 
be expected. The tendency for the Breckenridge method to run slightly 
higher than the official method may be ac counted for by the manner in 
which the aliquot was taken. For example, an 8 gram sample was used 
and made up to 200 cc., but on account of the space occupied by the 
material, an aliquot equivalent to 1 gram would actually contain slightly 
more than 1 gram. The error thus introduced, although nearly inap¬ 
preciable, might account for the very slight increase in the results 
obtained by this method over those obtained by the official method. 
Although further work should be done with other fertilizers containing 
diflFerent organic materials before definite conclusions are drawn in 
regard to the Breckenridge modification, it is the opinion of the associate 
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Table 1. 

Averages of collaborative results. 


(ExprMsed as percentage of nitrogen.) 


* 

COLU^BORATORS 

SAMPLE NO 1.— 
NaNO,, KCl, and 
acid phosphate. 
Theoretical value 

3 88% 

8AMPL.B IfO. 2.- 

NaNO», KCl. tank¬ 
age, and acid 
phosphate. 
Theoretical value 
3.88% 

SAMPLB NO. S.- 

NaNO*. KCl, cy¬ 
anamide. and acid 
phosphate. 
Theoretical value 
1.94% 

SAMPLB NO. 4.— 

NaNOi, KCl, urea, 
and acid 
phosphate. 
Theoretical value 
1.94% 

Official 

method 

Brecken- 

modin- 

cation 

Official 

method 

Brecken¬ 

ridge 

modifi¬ 

cation 

Official 

method 

Jones 

method 

Official 

method 

Jones 

method 

1 

3.78 

3.80 

4.15 

4.04 

2.52 

2.34 

2.18 

2.16 

2 

3.95 

3.95 

3.63 

3.77 

3.23 

2.48 

2.27 

2.03 

3 

4.08 

3.91 

3.75 

3.96 

3.00 

1.92 

2.55 

2.08 

4 

4.01 

3.97 

3.77 

3.71 

3.16 

1.81 

2.33 

1.79 

5 

3.92 

4.06 

4.06 

4.13 

2.95 

2.36 

2.24 

2.09 

6 

3.98 

3.98 

3.82 

3.80 

3.25 

2.22 

2.56 

1.99 

7 

4.02 

4.07 

4.11 

4.14 

3.58 

2.58 

2.39 

2.35 

8 

4.06 

3.83 

3.94 

3.78 

3.13 

1.94 

2.26 

2.21 

9 

3.91 

3.70 

3.91 

3.89 

2.60 

2.20 

2.48 

1.98 

10 

4.05 

4.03 

4.04 

3.98 

3.46 

2.49 

2.44 

1.96 

11 

3.97 

4.04 

4.14 

3.97 

3.52 

2.51 

2.44 

1.91 

12 

4.00 

3.96 

4.07 

3.98 

3.48 

2.22 

2.44 

1.87 

13 

4.03 

4.08 

4.18 

4.18 

3.60 

2.37 

2.38 

1.83 

14 

3.99 

4.05 

4.11 

4.12 

3.23 

2.11 

2.40 

1.66 

15 

4.17 

4.49 

4.23 

4.51 

3.36 

1.86 

2.44 

2.05 

16 

3.92 

3.98 

3.66 

3.59 

2.78 

1.92 

2.29 

1.80 

17 

3.78 

4.04 

4.06 

4.04 

2.72 

2.18 

2.46 

1.21* 

18 

3.88 

3.94 

3.58 

3.77 

2.82 

2.46 

2.23 

1.97* 

19 

4.00 


3.96 


3.40 

2.13 

2.28 

2.04 

20 

3.93 


3.92 


3.63 

2.26 

2.31 

1.96 

Average 

3.97 

3.99 

3.95 

3.96 

3.17 

2.22 

2.37 

1.99 


♦ Omitted from average. 

referee that there is not enough variation in the two methods to warrant 
a change in the official method. Besides, the Breckenridge method does 
not eliminate the eflFects of soluble organic nitrogen, as was shown in 
last year’s report. 

The study of the Jones method for determining nitrate nitrogen in 
fertilizers containing cyanamide and urea yielded some pronounced and 
interesting results. The last four columns in the table give average 
results by this method in comparison with those by the official method. 
In Sample No. 3, which contained calcium cyanamide, the total average 
nitrate nitrogen content by the official method was 3.17 per cent, or 
1.23 per cent above the theoretical value. By the Jones method the 
total average by all the collaborators was 2.22 per cent, or 0.28 per cent 
above the actual value. A number of the workers came much closer to 
the actual value by the Jones method than these average figures show. 
On Sample No. 4, which contained urea, the same condition holds true 
except that the variation between the two methods is not so great. The 
total average nitrate nitrogen content by the official method was 2.37 per 
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cent, while the Jones method averaged 1.99 per cent, or 0.05 per cent 
over the actual value. The results of Collaborators 17 and 18 on Sample 
No. 4 by the Jones method were omitted from the average. As Collabor¬ 
ator 18 met with difficulties that caused variable results, it was thought 
best to omit them from the general average. 

In the official method, when nitrate determinations are made, the 
hydrogen evolved from the iron and sulfuric acid acts to some extent 
on the organic materials and causes high results. In the proposed 
Jones method, the action of the hydrogen on these materials is offset 
by the use of a concentrated soda solution. In part B of the analysis 
the sulfuric acid and concentrated soda balance the effect on the organic 
materials of the iron, sulfuric acid, and soda treatment of part A. Thus, 
part B of the Jones method serves the purpose of obtaining a proper 
correction blank. 

Although the collaborativ(^ results by the Jones method are not so 
close to the theoretical value as would he desirable, they certainly show 
a great improvement over the results obtained by the official method, 
especially when cyanamide is used. No doubt with further study the 
method will l>e improved. 

Since this report was prepared results of analysis of the samples were 
received from the laboratories at Oppau through the courtesy of Kuttroff, 
Pickhardt & Co., makers of synthetic nitrogen products. The results 
on the Jones method were in close agreement with the results of the 
American collaborators, but with the official reduced iron method and 
the Breckenridge method their results ran low on Samples No. 1 and 
No. 2. Several other methods were tried out in addition to those speci¬ 
fied, one of which was the Busch nitron methods The German collab¬ 
orators found this method applicable to the determination of nitrate 
nitrogen under any conditions, and whether or not cyanamide or urea 
was present. No doubt this method should be given consideration by 
the associate referee next year. 

RECOMMENDATIONS^. 


It is recommended— 

(1) That further work on the Breckenridge method discontinued 
for the present. 

(2) That the Jones method for the determination of nitrate nitrogen 
in mixed fertilizers containing cyanamide and ure^ be further studied. 


* Treadwell and Hall Quantitative Analysis, Vol II, 1924, p. 391; Ber., 1905, 38: 861; Z. angew Chem., 
1906, 13: 494. 

* For report of Sub^oommittee A and action of the association, see This Journal, 1927, 10. 65 
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A STUDY OF THE ALKALINE AND NEUTRAL PERMANGA- 
NATE METHODS AND COMPARISON OF RESULTS ON 
RAW MATERIALS AND FERTILIZER MIXTURES. 

By H. C. Moore and Robert White (Armour Fertiliser Works, 

Chicago, Ill.). 

INTRODUCTION. 

The Jones alkaline permanganate method^ and the Street neutral 
permanganate method^ for the determination of nitrogen have been in 
use for many years and have been adopted as official by the A. O. A. C. 
They have been of much value in differentiating between organic nitrog¬ 
enous materials of good quality and high availability and those of poor 
quality and low availability. These methods were originally intended 
for application to raw materials containing nitrogen in organic forms, 
either animal or vegetable, rather than to mixed fertilizers, because 
when they were devised organic materials furnished most of the nitrogen 
in fertilizer mixtures. Later, the methods were slightly modified for 
application to mixed fertilizers. In the fertilizer mixtures of the present 
day, a relatively small quantity of the nitrogen is derived from animal 
or vegetable sources. 

Those that have had experience with these methods have noted that 
it seems strangely difficult to obtain even reasonably concordant results 
from several laboratories by either method. If portions of the same 
sample of an organic material or a fertilizer mixture containing such 
material are tested in several laboratories by the two methods, a range 
of results by the alkaline method, say from 45 to 65 per cent, or from 
75 to 95 per cent by the neutral is not uncommon. While such discrep¬ 
ancies have frequently been observed, comparatively little attempt has 
been made to discover the cause and its correction. 

It will be noted here that the above figures and those that follow apply 
to the percentage of activity of the water-insoluble organic nitrogen. 

PURPOSE OF INVESTIGATION 

The object of this paper is to set forth the results of a study of these 
methods by the writers, to point out certain details that must be most 
carefully followed, and to call attention to a number of causes of the 
discrepancies. It must be recalled that these methods are purely em¬ 
pirical and bear no exact relation to actual availability of the materials 
in the soil. Since they are empirical it is obvious that the methods 
must be followed exactly. 

For the purpose of this study, the following samples of organic ma¬ 
terials were selected: 

1 Methodi of Anaiy$i$, A O. A. C , 1925, 12 ___ 
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Table 1. 

CoUabf)raiive results on determination of active nitrogen obtained by using official methods. 
(Remlta are erpressed in percentage.) 



1 ALKAUNE PERMANGAMA-TE 

1 NEUTRAL PERMANGANATE 



METHOD 



METHOIJ 


SAMPLES 








Official 

30-mea)i 

40-me8h 

Official 

SO-mesh 

1 

I 40-me8h 


1 mm 



1 mm 



Chicago Blood (bteain 







dried) 







Carteret 

72.1 

72.2 

72.9 

91.6 

97.2 

97.5 

Atlant a 

69.7 

66.8 

69.6 

87.6 

98.5 

94.5 

Nashville 

74.2 


75.2 

93.3 


93.3 

^4-12-1/ (all ammonia 







from blood) 







Carteret 

67.3 

72.4 

71.3 

91.8 

93.0 

95.8 

Atlanta 

tin 5 

69.4 

71.3 

83.2 

84 9 

86.5 

Nashville 

70.6 


71.4 

91.5 


97.1 

i-iQ-'i (i';« blood)* 







Carteret 

61.5 

67.7 

68.3 

76 9 

77.4 

78.3 

Atlanta 

50.7 

57.2 

58.6 

87.7 

88.6 

85.7 

Nashville 

63.6 


57.2 

80.4 


82.5 

Packing House Tankage 







Cart<*ret 

57.6 

60 4 

61.9 

96.1 

96.7 

98.2 

Atlanta 

59.8 

55.7 

58.6 

93.2 

95.4 

94.5 

Nashv ille 

69.8 

70.5 

71.2 



87.7 

Tankage in (2% 







tankage, 2% sulfate of 
ammonia) 







Carteret 

64.6 

65.4 

65.1 

89.8 

92.3 

93.3 

Atlanta 

55.1 

55.4 

56.7 

89.3 

89.2 

89.2 

Nashville 

69.8 

69.8 

76.5 

92.1 

88.3 

90.5 

Tankage in 4-f2-4 (1% 







tankage, 40 pounds of 
cyanamide, balance 
sulfate of ammonia) 







Carteret 

65.9 

67.1 

67.8 

84.7 

89.4 

86.2 

Atlanta 

58.6 

62.1 

56.3 

82.8 

87.8 

85.1 

Nashville 

59.0 

59.9 

73.3 

90.0 

88.4 

87.8 

Nitrogenous Tankage 







Carteret 

54.2 

69.1 

59.0 

94.4 

92.8 

97.3 

Atlanta 

49.1 

60.3 

51.7 

90.9 

93.8 

92.5 

Nashville 

55.4 

59.2 

61.1 

91.4 

91.5 

83.6 

(2% nitrogenous 







tankage, 2% sulfate 
of ammonia) 







Carteret 

57.9 

60.1 

57.8 

85.5 

84.6 

90 4 

Atlanta 

49.4 

50.4 

51.8 

89.0 

88.6 

82.2 

Nashville 

56.2 

58.7 

62.2 

89.5 

90.1 

1 

89.9 


Additional reaulta by Carteret- 4-^12-4 (J% blood, balance cyanamidc. sulfate of ammonia, urea\ 
(4% blood, balance cyanamide, sulfate of ammonia, calcium nitrate, til 3, (i ^ bloixl, balance 
oyonamtde and Lmnasalpeter) 60.0. 
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Table 1—Continued. 

CoHaborative results on determination of aeiive nitrogen obtained by using official methods, 
(Results are expressed in peroentage.) 


SAMPLES 

ALKALINE PERMANGANATE 
METHOD 

NEUTRAL PERMANGANATE 
METHOD 


Oflicial 

1 mm. 

SO-mesh 

40-mesh 

Official 

1 mm. 

30-mesh 

40-mesh 

4-12-4 (1% nitrogenous 
tankage, 40 pounds cy- 
anamide, sulfate of 
ammonia) 

Carteret 

58.2 

61.3 

58.7 

77.7 

68.8 

72.0 

Atlanta 

50.6 

53.0 

55.4 i 

69.8 

78.3 

76.5 

Nashville 

52.8 

57.8 

60.5 j 

85.6 

83.4 

84.9 

4-f2-4 (J% nitrogenous 
tankage, 40 pounds of 
cyanamide, soda, sul¬ 
fate of ammonia) 
Carteret 

60.0 

62.5 

63.2 

72.5 

60.0 

60.5 

Atlanta 

49.0 

52.0 

52.0 

72.5 

78.0 

76.0 

Nashville 

58.2 

61.4 

48.8 

72.9 

72.8 

72.1 

2-12-2 (i% nitrogenous 
tankage, sulfate of am¬ 
monia) 

Carteret 

54.5 

64.0 

52.2 

45.4 

60.0 

60.9 

Atlanta 

50.0 

59.1 

59.1 

54.2 

54.5 

50.0 

Nashville 

57.1 

57.1 

59.1 

68.2 

70.4 

66.7 

Castor Pomace 

Carteret 

58.9 

56.2 

52.1 

92.9 

92.7 

92.5 

Atlanta 

47.0 

45,6 

45.9 

92.0 

92.0 

91.6 

Nashville 

58.6 

63.4 

64.0 

91.3 

91.4 

89.3 

4-12-^ (1% nitrogenous 
tankage, 200 pounds of 
castor = 0.61%, bal¬ 
ance sulfate of am¬ 
monia) 

Carteret 

57.9 

57,5 

52.3 

91.0 

94.0 

89.1 

Atlanta 

50.4 

56.0 

59.2 

87.8 

89.5 

90.4 

Nashville 



61.5 

85.7 

89.4 

89.6 

Garbage Tankage 

Carteret 

30.2 

29.6 

25.3 

75.6 

76.4 

82.2 

Atlanta 

23.5 

20.4 

23.2 

72.2 

72.3 

73.8 

Nashville 

29.2 

31.9 

33.2 

76.3 

77.2 

66.7 

U-i2-U (1% nitrogenous 
tankage, 200 pounds of 
garbage « 0.35%. 
Balance sulfate of am¬ 
monia) 

Carteret 

45.5 

46.5 

45.9 

76.2 

81.2 

79.4 

Atlanta 

42.1 

46.8 

42.9 

85.0 

81.2 

77.1 

Nashville 

45.1 

50.0 

53.8 

79.6 

80.7 

81.1 
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AMMONIA* PHOSPHORIC ACID 
per cent per cent 

Dried blixjd (steam dried) . 17 

Packing house tankage . 8.5 10 

Nitrogenous tankage . 9 

Garbage tankage. . 3.5 

Castor pomace .... . . . 6 

* Approximate. 

In addition, a number of samples of complete fertilizer mixtures were 
prepared, in which the same materials were used as sources of water- 
insoluble organic nitrogen. These mixtures were not abnormal; they 
were in line with ordinary fertilizer manufacturing practice. The sam¬ 
ples were carefully prepared by White, in the company’s laboratory at 
Carteret, IN. J., and portions of each sample were sent to two of the other 
laboratory analysts, R. D. Caldwell, Atlanta, and W. R. Austin, Nash¬ 
ville. 

The instructions given were to follow exactly the two official methods. 
All the samples were prepared to pass a 1 mm. circular mesh screen, as 
specified in the methods. Portions of each sample were also ground to 
pass a 30-mesh and a 40-mesh screen, respectively, in order that the 
effect of finer grinding of the samples might be studied. The following 
tabulation is a summary of the results reported by the three laboratories 
on these samples. Altogether about three thousand determinations were 
made. 

In Table 2 appears a summary of the results from the foregoing tables 
obtained in the Carteret laboratory. 

Table 2. 

BesuUs on acliviiy of nitrogen (water insoluble) obtained in Carteret Laboratory. 

NEUTRAL ALKALINB 

Blood series: per cent per cent 

Dried blood alone. ... .92 72 

4-12-4 fertilizer (4 per cent ammonia from blood) 92 67 

4--12-4 fertilizer (J per cent ammonia from blood, 40 pounds cy- 

anamide, balance sulfate of ammonia and nitrate) . . 77 62 

4-12-4 fertilizer (same, but no cyanamide) ... 84 63 

Packing house tankage series: 

Packing house tankage alone. 

4-12-4 fertilizer (2 per cent ammonia from tankage, 2 j>er cent am¬ 
monia from sulfate of ammonia) .... 

4-12-4 fertilizer (1 per ce^it ammonia from tankage, 40 pounds of 
cyamamide per ton, sulfate of ammonia) . .... 


Nitrogenous tankage series: 

Nitrogenous tankage alone. 94 54 

4-12-4 fertilizer (2 per cent ammonia from tankage, 2 per cent am¬ 
monia from sulfate of ammonia) ... . 85 58 

4-12-4 fertilizer (1 per cent ammonia froni tankage, 40 pounds of 

cyanamide per ton, sulfate of ammonia, nitrate) 78 58 

4-12-4 fertilizer (J per cent ammonia from tankage, 40 pounds of 

cyanamide per ton, sulfate of ammonia) . 72 60 

4-12-4 fertilizer (same as above but no cyanamide) . 67 58 

2-12-2 fertilizer (i per cent ammonia from tankage, sulfate of am¬ 
monia) . 45 55 


96 58 

90 65 

85 66 
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The results in Table 2 obtained in the Carteret laboratory were 
segregated, partly for convenience and partly because the results from 
this laboratory were on the whole more uniformly consistent, owing, no 
doubt, to the greater experience and familiarity of the analysts with the 
methods, particularly the alkaline method. These results indicate that 
the nitrogen activity found in the samples of mixed fertilizers is not the 
same as that found on the raw materials used in these mixtures. In the 
c^se of the sample of blood, the activity by the neutral method drops 
from 92 per cent in the raw material to as low as 77 per cent in the mix¬ 
tures, while by the alkaline method it drops from 72 per cent to 62 per 
cent. In the case of packing house tankage, likewise, the activity drops 
from 96 per cent to 85 per cent by the neutral method, but it increases 
from 58 per cent to 66 per cent by the alkaline method. In the case of 
the nitrogenous tankage the activity drops from 94 per cent to as low 
as 45 per cent by the neutral method, whereas it increases slightly by 
the alkaline method. 

In the case of a sample of blood received from South America, the 
Carteret laboratory found about the same activity for the blood in 
mixtures as for the raw material itself, as shown in Table 3. 

The samples constituted a preliminary group to obtain mixtures to 
show differences in activity of the raw material and mixed goods and 
were not used for further work. 


Table 3. 


Resulis obtained in the Carteret Laboratory on a sample of South American blood 
and mixtures made therefrom. 


DETBRinNATIONS 

A 

Blood 

B 

lb$. 

Blood.250 

S/A.160 

A P.1430 

M/Pot.160! 

C 

Ibe 

Cyanamide. .40 

Blood.250 

A. P.1430 

M/Pot. .. 160 
8/A. 120 

4—12—4 

D 

u>$. 

Cyanamide. 75 

Blood.125 

A. P.. 1480 

M/Pot..... 160 
S/A... 160 

E 

Ihi 

No. C . . 1120 
8/A . . 140 

A. P. .. 670 

M/Pot. .70 


per cent 

per cent 

per cerU 

per cent 

per eenl 

Water-insoluble 





\ 

ammonia. 

16.80 

2.06 

2.04 

1.12 

1.14 

Alkaline active (water- 






insoluble ammonia). 

12.42 

1.46 

1.46 

.80 

.82 

Alkaline activity (water- 






insoluble ammonia). 

73.9 

70.9 

71.6 

71.4 

i 71.9 

Neutral activity (water- 






insoluble ammonia). . 

93.8 

96.1 

96.1 

91.1 

92.1 


It has been observed from the results given in Table 3 and from other 
results that the activity values of an organic material in mixtures may 
or may not correspond with the value for the raw material alone. In 
the special samples that have been sent out by E. W. Magruder for 
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check analysis the same condition has been observed. In the case of 
a sample of blood and of a fertilizer mixture made with this blood, the 
average of nitrogen activity results from all laboratories was about the 
same for each sample. 

More recently Magruder has sent a sample of dried fish, called his 
sample No. 10, and later his sample No. 11, marked 4“8-6 fertilizer, 
made on the following formula: 


pound* 

Acid phosphate.. .... 940 

Dried fish (Sample No. 10 almve) 200 

Sulfate of ammonia . 200 

20 per i)enl manure salts .... 620 


The results for nitrogen activity have been summarized as follows: 


mj>IBEIl OP 

LABOlUTOfUBS REPORTING 


MAMPLB NO 


21 10 
21 11 


NITROGEN 
ALKALINE 
per cent 

74,0 

67.6 


ACTIVITY 

NEUTRAL 

per cent 

95.8 

94.4 


It was observed from a study of the tabulations submitted that the 
personnel in the two lists did not exactly correspond. However, as it 
was found that thirteen of these collaborators reported on both samples 
10 and 11, the following tabulation, differing but slightly from the above, 
was prepared to show the comparison for the same thirteen collabora- 


tors. 




NUURBR OP 


NITROGEN 

ACnVlTY 

UIBORATOniBa REPORTINQ 

SAMPLE NO, 

ALKAUNB 

NEUTRAL 



per cent 

per cent 

13 

10 

74.5 

96.3 

13 

11 

69.3 

94.9 


It appears, therefore, that some materials show about the same value 
in mixed goods as alone; others do not, but whether this is due to the 
material itself or to the effect of the other materials in the mixture is 
not known. 

The mixtures containing garbage tankage showed somewhat lower 
activity than that calculated from the two materials used alone, while 
in the case of castor pomace but little change was noted. In the case of 
these materials, however, conclusions are difficult because they were not 
the only organic matter in the mixture. 

Because the results given in the tables, particularly Tables 1 and 2, 
show such variances, a study of the different stages of the methods was 
undertaken, such as: 

Fineness of the sample. 

Thoroughness of the preliminary water washing, 

Effect of paraffin in the alkaline method. 

Length of initial digestion period by the alkaline method. 

Rate of distillation by the alkaline method. 
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Amount of distillate by the alkaline method, 

Volume of final washing by the neutral method. 

Before this final study of the details was begun, the results were 
submitted to C. H. Jones, author of the alkaline method, in order that 
the benefit of his experience might be available. His suggestions enabled 
the writers to locate some of the causes of the discrepancies. It was 
discovered that the present published form of the ofiicial alkaline method 
differs in important details from the original method. Apparently cer¬ 
tain details have been deleted. For example, the original method did 
not mention the addition of paraffin and did provide for a period of 
distillation of about one hour. These details and others arc important, 
as will be shown in the following directions summarized as the result of 
this study of the methods. 

FINENESS OF SAMPLE. 

It is important that a uniform fineness of samples be used for nitrogen 
activity determinations; otherwise concordant results are impossible. 
If the sample is ground finer than a 1 mm. circular mesh, somewhat 
higher results are obtained by the neutral method in the case of high- 
grade materials, while by the alkaline method the results on the finer 
samples are sometimes lower than on the coarser. These lower results 
may be explained (in the alkaline method) by the fact that the finer 
sample offers more surface to the action of the permanganate, which is 
usually entirely and more quickly exhausted. It is well known in the 
case of low-grade materials, that if the quantity of permanganate is 
increased, the activity results are higher, and the more the quantity of 
permanganate is reduced, the tower the results will be. 

WATER-INSOLUBLE NITROGEN. 

It has been observed frequently that when several analysts collaborate 
on a given sample, they usually differ much more in their results for 
water-insoluble nitrogen than for total nitrogen; they probably would 
not all take the same quantity of sample calculated to furnish 50 mg. 
of water-insoluble nitrogen, and therefore uniform results could not be 
expected. Unless the washed sample actually contains 50 mg. of nitro¬ 
gen, the calculations will not be correct. A study of the water washing 
was made, and it was found that in the case of high-grade materials, such 
as blood, usually less than 50 mg. of nitrogen remained, while in the case 
of mixtures, the opposite condition prevailed. When actually deter¬ 
mining the nitrogen present in a number of washed samples calculated 
to furnish 50 mg. of water-insoluble nitrogen, anywhere from 47 to 57 
mg. remained, as shown in the following tabulation: 
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BAMPMC 


QUANTITT OF SAMPtJR TAKEN ACTUAL QUAPfTITY OF 
ESTIMATED TO FUBNI8H 50 MO NITROGEN FOUND 
OF INSOLUBLE NITROGEN AFTER WASHING 


gram 

Blood. . 0.362 

Packing house tankage. 0.917 

Nitrogenous tankage 0.944 

Mixed goods (i per cent ammonia from blood, 
balance sulfate of ammonia and nitraUO 15.2 (250 cc.) 

(500 c(^) 
(750 ec.) 


mg. 

48.0 

48.7 

47.5 

57.4 

56.3 

55.0 


Obviously the washing with water is one of the most important steps 
in either of these methods. 

Doubtless one reason why the results in the case of mixed goods did 
not correspond with results on the raw material used, is the fact that in 
mixed fertilizers the washing is not done with water, but it is done with 
a solution in which the various other fertilizer materials are more or less 
soluble. 

After noting this fact and taking steps to insure having actually 50 mg. 
of nitrogen present in the washed residue, the several laboratories were 
able to agree more closely. This will be noted in a subsecpient tabulation, 
in which the effect of a uniform procedure throughout is also shown. 


PRELIMINARY DIGESTION IN ALKALINE PERMANGANATE MCTHOD. 

The official method prescrilies that after the washed sample is dried, 
it be transferred with 20 cc. of water and 100 cc. of alkaline perman¬ 
ganate solution to a Kjeldahl flask. After connecting the flask to a 
condenser, digest the sample slowly for at least 30 minutes below the 
distillation point, etc. It was found that varying this preliminary 
digestion period made but little difference, providing the distillation 
period was not too short, that is not less than one hour; so far as the 
|)relirainary digestion period itself is concerned, thirty minutes seems 
sufficient, except to prevent subsequent frothing in the case of such 
samples as may require a longer period. 


DISTILLATION ALKALINE PERMANGANATE MCTHOD. 

The official method states: * * after all danger from frothing has 

passed, distil until 95 cc. of the distillate is obtained. Titrate with 
standard alkali, using cochineal or methyl red indicator”. The results 
obtained by the writers have shown a wider discrepancy due to irregu¬ 
larity in the distillation period than in any other stage of the alkaline 
method. It developed that each of the three laboratories was distilling 
the 95 cc. at different rates. Atlanta made the distillation in about 
30 minutes, Carteret in about 60 minutes, and Nashville in about 90 
minutes. The Atlanta results were always low and the Nashville results 
generally a little higher than Carteret. Jones advises that in his original 
method a distillation pericxl of one hour was recommended. 
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The following tabulation shows the results on nitrogen activity ob¬ 
tained in one of the laboratories following a 30 minute preliminary 
digestion period, by varying the rate of distillation from 30 minutes to 
90 minutes: 



mOTlLLATION PBRIOD 

SAMPLB 

30 Mm. 

00 MIN. 


per cent 

per cent 

Blood . 

68 

73 

Packing house tankage. 

68 

70 

Nitrogenous tankage. 

66 

62 

Castor pomace. 

55 

68 

Garbage tankage. 

27 

31 


And the following tabulation shows the results from another laboratory 
obtained after a preliminary digestion of 30 minutes and distilling 95 cc. 
in 30, 45, and 60 minutes: 

DISTILLATION PBRIOD 


SAMPLE 

30 MIN. 

45 MIN. 

60 MIN. 


per cent 

j>er cent 

per eeni 

Chicago blood .... 

68 

71 

76 

Packing house tankage 

69 

61 

66 

Nitrogenous tankage . 

49 

53 

56 

Castor pomace. 

41 

46 

51 

Garbage tankage. 

19 

21 

25 

Mixture No. 1. 

65 

69 

67 

2. 

33 

41 

48 

3 . 

35 

41 

45 

4 . 

38 

44 

49 

5. 

42 

47 

51 

6. 

61 

68 

70 

7 ... . 

62 

68 

73 

10. 

46 

60 

52 

13. 

57 

61 

66 

16. 

33 

42 

50 


It will be observed that the official method, which is purely empirical, 
should be more specific on this point, and that such details should not 
be left to individual interpretation, 

COLLECTING THE 95 cc. DISTILLATE BY THE ALKALINE METHOD. 

It is important that the distillate be exactly 95 cc., as more or less 
distillate affects the final results appreciably. Lower results are obtained 
if less than 95 cc. is collected and higher results if more than 95 cc. The 
following tabulation shows the effect on the percentage of alkaline 
activity of continuing the distillation up to 110 cc., which it is possible 
to collect from the quantity of solution added to the distilling flask: 


8AMPLB 

95 cc. 

110 cc. 

Packing house tankage . 

. 69 

66 

Garbiage tankage. 

. 26 

31 

Nitrogenous tankage. 

. 50 

53 

Castor pomace.. 

. 61 

56 


It should be noted that it is important to add exactly the 20 cc. of 
water, together with 100 cc. of alkaline permanganate solution. This 
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20 cc. should be measured with a pipet or other accurate measuring 
instrument. It is even advisable to remove the dried residue from the 
paper by scraping it into the flask, finally brushing any remaining on 
the paper rather than attempt to wash it in with the 20 cc. of water. 
It is advisable to collect the distillate in a slender tube or bottle so 
graduated or marked that the quantity can be accurately measured. 

The experiments of the writers have shown that if additional water is 
added to the distillation flask and the distillation continued, considerable 
ammonia continues to come off, an additional 100 cc. of water added 
in two 50 cc. portions having l)een found to increase the activity results 
from 5 to 10 per cent. However, if all this additional water were added 
in the first place, along with the 20 cc. of water and 100 cc. of alkaline 
permanganate solution, lower results would be obtained than when the 
official method is followed. This is probably due to the different con¬ 
centration of the solution. In this connection the following experiment 
was tried: The results in column A of the following tabulation were 
determined by distilling 95 cc. as in the official method; under column B 
the procedure was the siime as under A, except that when the 95 cc. had 
been distilled, two separate portions of 50 cc. of water were added to the 
distilling flask and the two distillates obtained, the results being added 
to A. The results under column C were obtained by adding to the dis¬ 
tilling flask in the first place 100 cc. of water, in addition to the 20 cc. of 
water and 100 cc. of permanganate. 

c 




A 

B 

-f 100 cc OF WATER 

SAICPLK 


OFFICIAL 

-f 100 cc. OF WATER 

AT FIRST 



per cent 

per cent 

per cent 

Blood . . 


73 

81 

67 

Packing house tankage, . 


62 

71 

58 

Nitrogenous tankage . . . . 


59 

64 

50 

Castor |>oinace. 


52 

65 

46 

(Garbage. 


25 

33 

22 


The results in this tabulation are not important, except that they 
show the necessity of rigidly following the details set forth. It has been 
observed that the temperature in the distilling flask gradually rises to 
about HO'^C. at the end of the distillation. It is apparent that the effect 
of temperature and concentration in this hydrolysis, during which am¬ 
monia is formed, is important and that uniform results are possible only 
under uniform procedure. 

USE OF PARAFFIN IN ALKALINE METHOD. 

The official method prescribes the addition of a small piece of paraffin. 
This recommendation did not appear in the original Jones method. 
The tests reported in this paper have indicated that from 1 to grams 
of permanganate can be reduced in a blank test by varying the amount 
of paraffin added. This reduction is not due entirely In the amount of 
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paraffin; it is partly due to the fertilizer materials present and possibly 
to the boiling in alkaline solution. A series of blank tests was made, 
100 cc. of alkaline permanganate solution with 20 cc. of water being 
taken and paraffin in different amounts being added. After distilling 
95 cc. of the solution, the excess permanganate remaining was deter- 
mined as follows: 4 


pAAAinrtM vafiD 

DIStllXSD 

PERUANOANATE RBDUCEU 


ce. 

grams 

0 gram 

95 

0.50 

pea 8^ 

95 

1.06 

pea size 

75 

1.25 

pea size 

50 

.75 

pea size 

25 

.53 

5 grams 

95 

1.70 


It appears that paraffin has an important effect on the permanganate, 
and it seems desirable to clarify the method in this respect. The use 
of a few perforated glass beads is sufficient to prevent frothing. 

NEUTRAL PERMANGANATE METHOD. 

The details of the neutral permanganate method are probably more 
uniformly controlled, although the results are but little more concordant 
than by the alkaline method. The important point in this method seems 
to be the thorough preliminary washing with water. It might appear 
that this is unimportant, or less important than in case of the alkaline 
method, on the assumption that in case the nitrogen is not completely 
washed out in the first place with water, it would be after the permanga¬ 
nate digestion. 

Some parallel tests were made in which the same quantities of several 
samples were taken. In one set the preliminary washing with water 
was made, in the other the sample was used unwashed. The quantity 
of inactive ammonia remaining finally in both sets after the permanganate 
treatment and washing was as follows; 


SAMPLE 

OPFICIAL 

UmVABHED BEFORE 
DIGESTION 


per cent 

per cent 

Packing house tankage . 

0.47 

0.60 

Nitrogenous tankage... 

0.61 

0.85 

Garl)age tankage. 

0.82 

1.53 

Castor pomace. 

0.47 

0.63 


It would appear from the results given that in case the water-soluble 
organic nitrogen is not completely washed out, some of it may be ren¬ 
dered insoluble in the digestion period and low results produced there¬ 
from. The results given here do not indicate that it is necessary to 
wash in excess of 400 cc. after the permanganate digestion. A number 
of determinations with washing to 600 cc. were made, the results being 
practically the same. Why so much discrepancy exists among analysts 
using the neutral method has not appeared from this work, unless it is 
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due to the failure to have the sample thoroughly washed with water 
and to have exactly 50 mg. in the washed residue. The greater portion 
of the writers’ time has been devoted to a study of the alkaline method, 
inasmu(‘h as this method is generally used by fertilizer control officials. 

MISCELLANEOUS DETERMINATIONS. 

The many miscellaneous investigations made in connection with this 
work are perhaps of little value when considered in a detached way, but 
some of the results throw light generally upon the methods, and espe¬ 
cially upon the importance of adhering strictly to the details set forth. 

It is well known that if the amount of permanganate is increased, in 
the case of garbage tankage, the }>ercentage of nitrogen activity would 
likewise increase, especially with the alkaline method. It has been found, 
however, that even the use of 100 cc. of alkaline permanganate in this 
connection usually gives a result that is higher than the actual availa¬ 
bility of the material in the soil. It is interesting to note, however, 
that when a sample of blood is diluted with nitrogen-free filler pape^r 
pulp, so that the' mixture (‘ontains about the same percentage of am¬ 
monia as garbage, and a sample of this mixture equivalent to 50 mg. of 
nitrogen is taken for treatment with alkaline permanganate, the apparent 
activity is about the same as for garbage, showing the effect of organic 
matter on the permanganate used. This would indicate that if a filler or 
other material containing organic matter were used in fertilizer manu¬ 
facture, the action of this organic matter on the permanganate would 
cause apparently low^ rfisults. The results by the neutral method, how¬ 
ever, on a paper-blood mixture are but little lower than for the blood 
alone. The same was found true in the case of a sample of nitrogenous 
tankage. When acid phosphate was used in place of the paper, with 
blood and tankage, no appreciable change was noted. 

Blank tests made with varying quantities of filler, sand and phosphate 
rock screenings wdth acid phosphate, sulfate of ammonia and potash 
salts, seemed to have l)ut little more effect on the permanganate used 
by either method. The effect in the case of the alkaline method, in which 
25 grams of such mixture was used, amounts to but little more than the 
effect of the paraffin alone. These tests were made with paraffin, and 
up to 1.15 grams of permanganate was thus reduced. By the neutral 
method, 25 grams of sample caused the reduction of about } gram of 
permanganate. The following tabulation summarizes these results: 

Sample C = 160 pounds of sulfate of ammonia, 1200 pounds of 20 per cent 
acid phosphate, 200 pounds of manure salts, 440 pounds of 

* PBRUANaANA TB 

REDirCED 

gram 

Alkaline method—5 grams of alwve sample washed and dried, (official) 


remove from paper and distil off 95 using parallin ... 0.92 

Alkaline method—25 grams of above sample with olticial pnxvdure 0.94 

Neutral method—5 grams of above sample with ofticial proc?edure 0.13 

Neutral method—25 grams of aliove sample with ollicial procedure 0.24 
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FKIUCANOANATB 

lUBDUOBD 

^rom 

Sample N « 160 pounds of sulfate of ammonia, 1200 pounds of 20 per cent 
acid phosphate, 200 pounds of manure salts, 440 pounds of 
rock dust, 45 per cent of bone phosphate of lime. 


Alkaline method—6 grams of above sample with offici^ procedure. 0.85 

Alkaline method—25 grams of above sample with official procedure. 1.14 

Neutral method—5 grams of above sample with official procedure. 0.20 

Neutral method—25 grams of above sample with official procedure. 0.28 


Some interesting results were obtained on a sample of Peruvian guano, 
which showed 37 per cent activity by the alkaline and 97 per cent by 
the neutral method. Using double the amount of permanganate, that 
is double the quantity of actual potassium permanganate in the same 
volume of solution, in the alkaline method, the percentage of activity 
was 27 per cent. These anomalous results are apparently due to the 
fact that Peruvian guano contains uric acid, which is difficultly soluble 
in water and which is oxidized by the permanganate solution, probably 
to urea, which is but slightly converted into ammonia by distilling with 
alkaline permanganate. 

When, however, a sample of Peruvian guano containing 50 mg. of 
insoluble nitrogen was treated with { gram of permanganate, digested 
for 30 minutes, after which the permanganate was reduced with ferrous 
sulfate, J gram of urease added (which converts urea quantitatively to 
ammonia), and after standing 30 minutes was distilled with caustic 
soda, 67 per cent of the ammonia was thus recovered. 

It would seem from the above that reasonable allowances must be 
made in the case of mixed fertilizers containing relatively small quan¬ 
tities of organic nitrogen and large quantities of other fertilizer materials, 
or else some effort should be made to make a separation of the organic 
materials, possibly by carbon tetrachloride, from the remainder of the 
sample, as it is obvious that when as much as 15 grams of a sample is 
required to furnish 50 mg. of water-insoluble nitrogen, complete removal 
of the water-soluble with water is difficult, if not impossible. 

The results of this work would indicate that the alkaline permanganate 
method should be applied about as follows: 

ALKAUnS METHOD. 

Place a quantity of the sample containing the equivalent of 50 mg. of water-insoluble 
organic nitrogen on a filter paper and wash thoroughly with water until the filtrate 
measures 250 cc. In the case of mixed fertilizers, where the sample amounts to 4 grams 
or over, wash several times by decantation in the beaker, finally transferring to a filter 
and then washing to 250 cc. Occasional tests should be run on some of the washed 
samples to be sure that 50 mg. of insoluble nitrogen is being used in the determination. 

In the case of raw materials to which 2 grams of phosphate rock is added, it would be 
l)etter to mix the sample in the beaker in a wet way rather than to grind in a mortar, 
which would have the effect of using a sample finer than the official mesh. 

It is only necessary to use the ether washing where much oil or fat is present. 

Dry paper and contents below 80®C., transfer sample from paper to a Kjeldahl fiask, 
taking care not to scrape the paper to include paper pulp, and add exactly 20 cc. of 
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water from a pipet or buret, which may be added to facilitate transferring the sample 
tyO the Hask; then add exactly 100 cc. of alkaline permanganate solution. Do not add 
parafHn, but add a few perforated glass beads, conne^ct the flask to an upright condenser, 
and digest below the I>oiling point for 30 minutes, or longer if found necessary to prevent 
foaming. Finally raise the temperature and distil over exactly 95 cc. colhicled in a 
slender bottle or graduate cx)ntaining standard acid into which the deliverx tube dips. 
Distil at a uniform rate so that 95 c<^ is ox)llccted in about 1 hour, not l(*ss, rather a 
little longer. It is well to test the last few drops of distillate and occasionally to make 
test of rinsing out the tubes, to be sure that all the ammonia is recovered. ((vlean tubes 
should not hold droplets of weak ammonia.) 

NEUTRAL METHOD. 

Take a sample equivalent to exactly 50 mg. of water-insoluble nitrogen, as under the 
alkaline procedure, wash thoroughly as descrilKid under the latter, and finally transfer 
the insoluble rtisidue with 25 cc. of tepid water into a 300 cc. beaker and add 1 gram of 
sfxlium carl)onate; mix and add 100 cc. of 2 per cent permanganate solution, (dc., pro¬ 
ceeding exactly as described in the oflicial methods, finally washing the rcsuiue on the 
paper until the filtrate amounts to 400 cc. 


GENERAL. 

It is well to emphasize once more that empirical methods are being 
considered, and they must i)e followed exactly if any reasonable agree¬ 
ment is to be obtained. The following brief tabulation shows (he agree¬ 
ment among the three laboratories mentioned previously, using (he alka¬ 
line method, before and after observing all the precautions outlined above: 


SAMPUK 

ATLANTA 

CARTERET j 

NASHVILLE 

First 

WORK 

Filial 

First 

Work 

Final 

First 

Work 

Final 


per cent 

per crril 

per cent \ 

per cenl 

per cent 

per cent 

Blood . 

70 

75 

72 

75 

74 

75 

Packing house tankage 

m 

65 

58 

67 

70 

69 

Nitrogenous tankage. . , 

49 

59 

54 

62 

56 

61 


While this agreement is not entirely satisfactory, it does show plainly 
that more uniform results will be obtained under uniform procedure. 

It is not the purpose of the writers to criticize or condemn either of 
the permanganate methods. They have been found useful for many 
years, and when both are used in case of doubtful samples, they usually 
determine between materials of good quality and those that are inferior. 

It is important, however, that the official methods be made more 
explicit, especially in the case of the alkaline method. Inasmuch as 
some organic materials seem to have different activity values when used 
in mixtures and when used alone, certain reasonable allowances should 
be made in the application and interpretation of the methods and the 
standards that are adopted; particularly should this he true in the case 
of samples where the quantity of organic material is relatively small. 
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It would, therefore, seem unwise, until a more careful study has been 
made of the methods and their application to various mixtures, to in¬ 
crease the present standards, which the Committee on Definitions of 
Terms and Interpretation of Results on Fertilizers of the A. 0. A. C. 
has recommended, namely 50 per cent by the alkaline method and 80 
per cent by the neutral method. 

This paper is submitted in the hope that it may be of help to others 
and tend in some measure to clarify the methods and bring about a more 
uniform interpretation. 


ANALYSIS OF CALCIUM NITRATE^. 

By J. M. McCandless and J. Q. Burton (McCandless Laboratory, 

Atlanta, Ga.). 

The problem of analyzing calcium nitrate BASF, a synthetic product 
made in Germany, has recently been presented to the writers. Further¬ 
more, it was requested that it be done by the official method in daily use 
in the State laboratories. The difficulty that this work presents is due 
entirely to the extremely hygroscopic nature of this salt. Those that 
have tried it will agree that it is impossible to weigh the portions required 
for analysis in the usual way with any degree of accuracy. Especially 
is this the case in humid weather, because the salt al:)sorbs water with 
such rapidity that it is impossible to obtain an accurate balance even 
when weighing as fast as possible. 

Under these circumstances it is considered necessary to describe in 
some detail the method of analysis finally adopted, which is as follows: 

PREPARATION OP THE SAMPLE. 

Before the sample presented for analysis is opened, make ready a large dry mortar 
and pestle, and a bottle with rubber stopper for the laboratory sample. Crush any 
lumps in the sample, but do not attempt to pass it through a sieve. Mix the material 
quickly in the mortar with a spatula and transfer it to the rubber stoppered bottle 
without delay. (The experience of the ivriters is that the material is so uniform in 
composition that it is only necessary to crush the lumps.) 

DETERMINATION. 

Pf Place approximately 15 grams of the sample in a counterpoised weighing dish with 
close fitting cover, obtain the net weight of the calcium nitrate, wash into a liter flask, 
and make to the mark. First determine the nitrogen in this solution by the official 
Kjeldahl-Guiming method modified for nitrates, as follows: Transfer 25 cc. of the 
solution to a Kjeldahl flask and add 0.4 gram of sodium carbonate. (This converts 
the calcium nitrate into sodium nitrate and calcium carbonate and insures the expul¬ 
sion of the small percentage of ammonia always present in this material in the form of 
ammonium nitrate.) Evaporate the solution carefully in the flask ovei a small flame 


1 Prenented by A. M. Smith* 
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to a small volume and then carry to dryness by revolving the llask over the wire gauze 
so as to spread it out over a large surface. (The addition of about half a gram of recently 
ignited talc at this stage helps materially in obtaining a dry residue.) Add the usual 
salicylic-sulfuric acid mixture, bring into thorough contact with the dry residue, and 
prcxjeed with the analysis in the usual way. Distil another aliquot of the solution with 
caustic soda and add the nitrogen so obtained to that found by the digestion of the 
dry residue. 

To determine the deg:ree of accuracy secured, known aliquots of c. p. 
sodium nitrate were subjected to the same procedure. The following 
results, expressed as percentage of nitrogen, were obtained: 

CALCIUlf mTRATE SODIUM NITRATE C P 


15.40 

16.40 

15.44 

16.48 

15.45 

16.44 

15.49 

16.40 

15.47 


15.50 



THE REDUCED IRON METHOD. 

The reduced iron method would seem to be the natural and easy 
method to use in this case, and it would be used by the writers if they 
had ever been able to get theoretical results on a c. p. sodium nitrate 
when a deduction for the nitrogen contained in the reduced iron and 
the other reagents was made. 

In the reduced iron purchased from one well-known maker, a blank 
amounting to more than a half of one per cent of nitrogen was found, 
and with the l)est iron powder purchasable, the blank amounted to 0.12 
per cent when 0.‘lo gram of nitrate was used. After deducting this 
blank, the following results, expressed as percentage of nitrogen, w^re 
obtained by the writers by the redm'ed iron method on c. p. sodium 
nitrate and on a sample of calcium nitrate: 

CALCIUM NITRATE SODIUM NITRATE C P 

15.24 16.24 

15.30 16.32 

16.32 

16.IS (using 0.7 gram) 

Considering these results, the writers were at a loss to understand 
why this method should reduce practically all the nitrate to ammonia, 
but allow a small percentage to escape. This loss seems to be due to 
the several reactions that occur when the sulfuric acid is added to the 
mixture, among which are the following: 

( 1 ) 2NaN03 + H2SO4 = Na 2 S 04 + 2 (HNO3) 

(2) 3Fe++ + NO3 + 4 H = 3Fe+ + + + NO + 2H2O. 

Some of the nitric oxide is carried along with the escaping hydrogen, 
passes out of the flask, and is lost. It may be absorbed and recovered. 
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In its passage through the flask and the absorbing solution the following 
reaction occurs: 

2NO + H 2 O + 30 = 2HNOs. 

The qualitative test with brucine applied to some of the absorbing 
liquid shows the presence of nitric acid. Doubtless the method may 
be so modified as to absorb or arrest all the escaping nitrogen and de¬ 
termine it either by titration or by returning the absorbing solution to 
the main body of the liquid in the flask, adding more iron, and completing 
the reduction. 

The unusually early meeting of the A. 0. A. C. prevented the writers 
from carrying out the experiments necessary to show the proper apparatus 
and modifications needed to make the reduced iron method as accurate 
as any other. It was found that the modified Kjeldahl-Gunning method 
as previously described gave the best results on calcium nitrate. 

It is suggested that the Associate Referee on Nitrogen study these 
methods during the coming year. It is also suggested that the nitron 
method^ and the Amd method^ for nitrates, requiring the Arnd alloy, 
be investigated and studied. Both methods are being used successfully 
abroad. 

DETERMINATION OF MOISTURE IN CALCIUM NITRATE. 

The determination of the water in a sample of calcium nitrate also 
presents peculiar difficulties. In a case of dispute as to the real content 
of nitrogen in a shipment of this material, where one sample contains 
more water than the other, it is important that the water in each be 
determined accurately. Pure calcium nitrate contains 4 molecules of 
water of crystallization, and at 130°C., the official temperature for drying 
the salt, some of this water is expelled and no results in satisfactory 
agreement can be obtained. The writers next tried the Sterling-Bidwell 
method^ for moisture, using toluene (methyl benzene) boiling at 110°C. 
as the reagent for carrying over the water, and measuring it in the 
Sterling-Bidwell apparatus. By using this method on one sample and 
by boiling for 5 hours, 10.61 and 10.63 per cent of water was obtained, 
but on the same sample the percentage increased to 13.81 per cent when 
boiling was continued for 7 hours. 

Using xylene (di-methyl benzene) boiling at 139°C., the same reagent 
used in Germany, and boiling for 6 hours, the percentage of water ob¬ 
tained in the same sample was 19.16 per cent. An examination of the 
cork in the boiling flask, however, showed slight decomposition after 
this prolonged exposure to the temperature of the boiling reagent. 

»Soott. Stand^d Methods of Chemical Analysis, 1917, p. 296: M. Busch. Ber., 1906, 68: 801. 

* Method used in laboratory of I. G. Farbon Industrie, Oppau, Germany. 

> This Joumalt 1926, 8: ^6. 
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Probably a mixture of toluene and xylene with a slight lowering of the 
boiling point would give good results, but no opportunity to test such 
a mixture has been afforded. 

As an alternative, W. E. Simpson of this laboratory suggested and 
worked out the following chemical method for determining moisture: 

METHOD FOR MOISTURE IN CALCIUM NITRATE. 

Weigh approximately 10 grams of the calcium nitrate in a weighing dish. Wash 
into a 250 cc. flask with distilled water, dissolve, and make to mark. Weigh sufficient 
sodium carl)onate to combine with the calcium nitrate (using the factor 0.646), dissolve 
in water in a 250 cc. flask, and make to mark Pipe! 10 cc. of each solution into the same 
weighed disli. Evaporate on the water hath to apparent dryness, then dry in the oven 
for 3 hours at 130®C. Cool in a desicxjator and weigh. 

Calculate the combined weights of the salts used minus the ammonium carbonate 
driven off (the weight of ammonia multiplied by the factor 2.76). The difference 
hetw(^en this figure and the weight of the dried residue is the amount of moisture given 
up by the calcium nitrate, the sodium carbonate used being dry. Having the quantity 
of calcium nitrate worked on and the loss in weight due to moisture, the percentage of 
moisture is easily calculated. 

Using this method, the writers found in one of the samples tested, 
moisture 17.24 per cent, duplicate 17.28 per cent, and in another sample, 
moisture 12.66 per cent, duplicate 12.51 per cent. 


REPORT ON POTASH^ 

By A. P. Kerr (Agricultural Experiment Station, Baton Rouge, La.), 

Associate Referee. 

Several methods were tried to eliminate the phosphoric acid in the 
water solution of potash, as recommended by this association during its 
meeting in 1925. The idea of making the water-soluble phosphoric acid 
insoluble by the addition of calcium carbonate, as recommended by 
G. S. Fraps®, seems to be promising. It is recommended that this method 
be studied next year with the modifications offered by L. D. Haigh in 
a paper published in this number of The Journal. 

Regarding the work of determining chlorine in commercial fertilizer, 
it may be stated that three methods have been tried during this year, 
and some progress along this line has been made. 

RECOMMENDATIONS*. 

It is recommended— 

(1) That a study be made of the use of calcium carbonate in preparing 
the solution for potash. 

(2) That work on a method for chlorine in fertilizer 1 h^ continued. 

> Prcwentod by G. S. Fraps. 

• Thu Journal, 1926, 9 : 192. 

• For report of SubHcoinmittee A and action of the association, see This Journal, 1926, 10- 65. 




220 ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS [ VoL Xy No, 2 


A SUGGESTED MODIFICATION OF THE OFFICIAL METHOD 
FOR POTASH IN MIXED FERTILIZERS. 

By L. D. Haigh (Agricultural Experiment Station, Columbia, Mo.). 

The experience of fertilizer chemists indicates that the official method 
for determining the potash in mixed fertilizers is producing irregular 
results, mostly lower than the true percentage. Changes in the nature 
of the materials used in the manufacture of these fertilizers are probably 
accountable for the increasing difficulties in obtaining a true result with 
this method. 

It has been pointed out by Kerr\ Associate Referee on Potash, and 
by Bible^ that the water-soluble phosphoric acid in the fertilizer wash¬ 
ings is the cause of low results in the potash determination. The sug¬ 
gestion has been made that this be removed by the addition of magnesium 
chloride solution. The results of using this solution are, in many cases, 
quite satisfactory, but some difficulties have been experienced because 
the addition of an excess of it is liable to give too high results for potash. 
The use of magnesium chloride solution is reported quite fully by Kerr, 
however, and need not be discussed here. 

A suggestion for the removal of water-soluble phosphoric acid in the 
potash determination is found in a method for potash presented by 
G. S. Fraps of this association^. The first part of the directions for this 
method reads as follows: 

Weigh 2.425 grams of sample into a beaker, add 2 grams of carbonate of lime and 
25 cc. of water, and let stand an hour, stirring well three or four times. Filter into a 
graduated flask and wash with successive portions of water nearly lK>iling. 

The reason for including this procedure is evident—to render the 
water-soluble potash insoluble before the extraction of the potash. The 
removal of phosphoric acid from solution by precipitation tends to carry 
down potash also, which Bible mentions as the probable cause of low 
results with the alternative official method^. The plan, therefore, com¬ 
mends itself as a practical way of avoiding this difficulty. 

A careful test of this operation, during which the directions were 
followed strictly, showed that water-soluble phosphoric acid is not com¬ 
pletely removed from solution, but may be found in the filtrate after 
the washing is completed. However, by the use of heat and a longer 
digestion it was found that the soluble phosphoric acid can be completely 
removed by this process. The directions for carrying out these pro- 
C4;dures would mean only slight changes in the paragraph “Preparation 
of Solution” in Methods of Analysis. They are as follows: 

1 This Journal .1926, 8: 419, 420. 

* Ibid., 1926, 9: 192. 

> MethodM qf Analysis, A. O. A. C., 1925, 14. 
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PREPARATION OF SOLUTION. 


(a) Mixed ferlilizers. —Pitice 2.5 grams of the sample in a beaker, add 2 grams of 
('alciura carl)onale and 75 cc. of water, heat carefully to the boiling point, and keep hot 
for a minute or two, rotating th(‘ lH*akcr. Place on a water bath and evaporate to 25 cc.. 


FKItTILIZKn BRAND 

POTASH 

GUABANTBED 

1 

POTASH FOUND 

Regular OflQcial 
Method 

Oflicial Method 
Modified with CaCOj 

3-8-C 

per ceni 

6.00 

per cent 

5.37 

5.96 

5.77 

5.61 

per cent 

5.81 

5.70 

2-8-2 

1 

2.00 

1 87 

2.04 

2.08 

1.96 

1.97 

1.98 

2-8-5 

5.00 

4.62 

4.64 

4.50 

4.74 

4.80 

4.75 

2-12-2 

2 00 

1.86 

1.67 

1.70 

1.17 

1.88 

1.82 

1 

3-12-4 

4.00 

3.34 

3.67 

3.49 

3.59 

3.69 

3.77 

3-8-4 

4.00 

3.80 

3.90 

4.15 

4.27 

3.84 

3.89 

4-16-4 

4.00 

3.96 

4.12 

3.80 

4.23 

4.01 

4.07 

2-16-2 

1 

2.00 

1.18 

1.53 

1.53 

1.65 

1,49 

2.13 

2.15 

2-12-2 i 

2.00 

1 

2.14 

1.63 

1.95 

1.64 

1.98 

1.80 

2.05 

2.04 

laboratory mixture— 
acid phosphate and potash 
salts. 

5.63 j 

5.01 

3.70 

3.32 

i 4.60 

5.52 

5.52 

5.40 
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occasionally rotating the contents of the beaker. With a wash lx>tt]e of hot water, 
transfer the contents of the beaker to a 12.6 cm. filter, receiving the filtrate in a 250 cc. 
graduated flask. Wash with successive small portions of hot water until the filtrate 
amounts to 200 cc. Add to the hot solution 1 or 2 cc. of strong ammonium hydroxide 
and sufficient saturated ammonium oxalate solution to precipitate all the lime present, 
cool, dilute to 250 cc., mix, and pass through a dry filter. 

(From this point, the directions for the method remain unchanged.) 

Data on the use of this method with some commercial mixed fertilizers 
are given in the table. They were obtained by the regular official method 
and this modified method, in which calcium carbonate is used to render 
the phosphoric acid insoluble. 

One great difficulty experienced by the writer with the official method, 
in which no steps are taken to remove phosphates, was a failure to get 
conclusive results. They were generally low, and when a number of 
determinations was run wide divergence was shown even in duplicates. 
On the other hand, some of the results may compare closely with those 
obtained by other methods, which would argue for their correctness. 
Thus, while the official method may give the true result, it is uncertain 
because agreeing duplicates may not have been obtained. 

It is believed that some steps should be taken to modify the official 
method in order that the interfering action of phosphoric acid and 
water-soluble phosphates may be overcome. The writer would suggest 
that the Lindo-Gladding or regular official method be studied in com¬ 
parison with a method specifying magnesium chloride and with the 
method outlined in this paper specifying calcium carbonate to remove 
the soluble phosphoric acid from solution. Such comparative study 
should be made upon known mixtures of acid phosphate and potash 
salts, and also on standard mixtures of materials occurring in complete 
fertilizers. 


VARIATIONS IN FERTILIZER SAMPLES DRAWN BY 
OFFICIAL METHODS. 

By L. D. Haigh (Agricultural Experiment Station, Columbia, Mo.). 

Fertilizer chemists have been perplexed by the variations from the 
guarantee noted in some of the samples drawn. Whether these varia¬ 
tions are due to failure of the official sampling method to obtain a true 
average sample, to faulty mixing, or perhaps to some segregating change 
in the contents of the sack after leaving the factory, is difficult to say 
definitely. 

In 1913, the A. 0. A. C. adopted directions for drawing samples of 
fertilizer that should be fully adequate to obtain a good average sample 
from any lot or stock. In brief, it specifies that the official samples 
shall be drawn, in most cases from 10 per cent of the sacks, by any 



i 9 i 7 ] haigh: variations in fertilizer samples 223 


sampling device that will obtain a core through the sack from top to 
bottom. The mixture of these drawn cores quartered down to one pound 
or more shall constitute an official sample. The sampler used has been 
described^ It has been found very effective for this work. 

The official samples of the same mixtures from the same fertilizer 
fa(‘tory often vary considerably. Some samples may show overrun of 
some one or more constituents, while other samples will show certain 
deficiencies in these same constituents. Generally speaking, if enough 
samples of any one kind have been obtained, they will average fairly 
close to the guaranteed value. 

For example, seventeen official samples of a 1.65-12-2 fertilizer from 
a certain factory analyzed as follows: 


8AMPL£ 


NintOOKN 

AVAILABLE 

p*o» 

POTASII 

1 


per cent 
1.68 

per cent 

12.49 

per cent 
2.06 

2 


1.71 

12.13 

1.93 

3 


1.64 

12.47 

2.11 

4 . . 


1.74 

12.51 

2.03 

5. . 


1.68 

11.72 

2.22 

6, 


1.63 

12.96 

1.79 

7 ... 


1.66 

12.33 

1.58 

8 ... 


1.69 

12.57 

1.43 

9 . , 


1.70 

12.09 

1.40 

10 . 


1.74 

12.03 

2.02 

11. 


1.55 

12.07 

1.75 

12 ... 


1.49 

11.92 

2.29 

13 . .. 


1.66 

12.12 

1.58 

14 


1.64 

12.02 

1.46 

15. 


1.59 

12.13 

2.56 

16. 


1.68 

12.08 

1.82 

17. 


1.69 

11.60 

2.01 

Average. 

1.66 

12.21 

1.88 


Thus it is found that compared with the guarantee six samples were 
deficient in nitrogen and eleven samples showed more or less overrun. 
In available phosphoric acid three samples run under and fourteen 
samples run over the guarantee in varying amounts. The large number 
of deficiencies in potash may be due to the fact that the present official 
method is apparently giving low results. The range of variations is 
wider with potash, while only one result shows a large overrun. Assum¬ 
ing that all these potash results should be somewhat higher, the average 
might be in the neighborhood of 2 per cent or better. 

Still another set of samples of 1.65-12-2 gave the following results: 


1 Thit Journal, 1923 , 6 : 410 . 
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flAMTLB 

KCmOOBN 

AVAILABUB 

p * o . 

POTASH 


per eeni 

per ceni 

per cent 

1. 

1.61 

11.71 

2.06 

2. 

1.66 

12.33 

2.00 

3. 

1.64 

12.17 

1.89 

4. 

1.67 

12.07 

1.90 

6 . 

1.54 

11.65 

2.03 

6. 

1.64 

11.44 

2,03 

7. 

1.68 

12.16 

2.00 

8. 

1.65 

11.02 

2.03 

9. 

1.72 

11.94 

2.01 

10. 

1.70 

12.49 

2.06 

11. 

1.68 

11.59 

1.95 

12. 

1.70 

12.03 

1.75 

13. 

1.49 

12.23 

1.94 

Average. 

1.64 

11.91 

1.97 


The following results were observed on a set of samples of Acid Phos¬ 
phate, 16 per cent, the first nine samples being over the guarantee and 
the others under: 

AVAILABLB 

raospHOBxc 

ACID 


per cent 

1 . 18.44 

2 . 16.33 

3 . 16.04 

4 . 16.30 

5 . 17.58 

6 . 16.72 

7 . 18.27 

8 . 16.07 

9 . 17.06 

10 . 14.96 

11 . 15.97 

12 . 15.97 

13 . 15.49 

14 . 15.6(> 

15 . 15.99 

16 . 15.60 

17 . 15.61 


The average of these 17 samples gives a value of 16.36 per cent available 
phosphoric acid, which would appear to be a fair and correct percentage 
for a season’s output of this material. 

As a preliminary inquiry into the cause of this variation, an attempt 
was made to study the composition of the individual sacks from which 
the official sample was taken. The following analysis of a lot of 2.47-8-6 
fertilizer serves to illustrate the plan. The 12 sacks from which these 
samples were drawn proved to be quite uniform in composition. 

The samples for the experiment were obtained as follows: The sam¬ 
pling tube was inserted four times into each sack of the lot making up 
the official sample, four cores being taken from the top to the bottom 
of the sack. Three of these were put together to make a sample repre¬ 
senting the individual sack, and the other core was put with the single 
core sample from other sacks to make up the official sample. The results 
of the analyses of the individued sack samples, and the calculated average 
of these results are shown in comparison with the results on the corre - 
nnondinfif official samnle. 
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2A7-^6 fertilizer. 


1N80L.UBL.B AVAIIABIJS 


BACK 

NITROOEiy 

PiO. 

P.O, 

POTASH 


per cent 

per cent 

per cent 

per cent 

1 

2.49 

1.24 

8.49 

6.20 

2 

2.48 

1.29 

8.45 

6.18 

3 

2.33 

1.21 

8.82 

6.15 

4 

2.51 

1.30 

8.78 

6.35 

6 

2.45 

1.46 

8.22 

6.34 

6 

2.31 

1.75 

8.20 

6.34 

7 

2.29 

1.31 

8.74 

5.82 

8 

2.45 

1.13 

8.61 

6.34 

9 

2.4r> 

1.20 

8.46 

6.30 

10 

2.49 

1.25 

8.36 

6.52 

11 

2.43 

1.29 

7.72 

6.04 

12 

2.36 

1.28 

8.69 

5.68 

Average 

2.42 

1.31 

8 46 

6.19 

Guaranteeci 

2.47 

0.50 

800 

6.00 


The variations in composition between the different sacks are some¬ 
times greater with some lots than \^ith others. In most cases the analyses 
of the official sample, which is a composite of portions from all the sacks, 
runs quite close to the result obtained by averaging the analyses of each 
separate sack. 

The 1.65-12-6 fertilizer illustrates a lot, the separate sacks of which 
varied considerably in composition. However, the average result and 
the result from the official sample are much the same. 

Two lots of Half & Half Fertilizer (bone and acid phosphate mixture) 
were studied by analyzing the separate sacks. The first lot appeared 
U) be a mixture in which the proportion of bone in all the sacks was too 
high, resulting in an excess of nitrogen and a deficiency of available 
phosphoric acid. The fine acid phosphate may have sifted out of the 
sack during transportation. In the second lot th(‘ mixture seemed to be 
more true to name, as the available phosphoric acid appeared to con¬ 
form to the guarantee, and the excess of nitrogen was not quite so great. 

Just what causes one sack to vary widely from another, though made 
<»f the same mixture and drawn from the same bin, is not easy to say with 
certainty. It seems logical that the jolting to which the sacks are sub¬ 
jected in transportation may have something to do with the variation in 
the individual sacks. Segregation probably takes place, the heavier and 
coarser particles rising to the top and the liner parts of the mixture 
settling to the bottom. Unless the sack is paper lined, some of the fine 
material may also be lost by working out through the meshes of the sack. 

It will be readily seen that when the official sample from any lot is 
made up of sacks, the majority of which show individual underruns in 
any constituent, the official sample will also show an underrun of the 
same constituent. Official samples of other lots of the same brand may 
be made up of a majority of sacks which o\errun in the same constituent. 
This will cause a correspondingly high result in the official sample 
when analyzed. 

The following results of analyses of different mixtures were obtained 
by the writer: 
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A4CK 

3.30-4-1 fertilizer 

0.82-^l FERTILIZER 

NITBOGBN 

iprsoL.u- 

BLB 

PiOs 

AVAILA¬ 

BLE 

PlOf 

POTASH 

'BH 

INSOLU¬ 

BLE 

p*o. 


POTASH 


per cent 

per cent 

per cent 

per cent 

per eeni 

per cent 

per eeni 

per cent 

1 

3.10 

0.53 

5.29 

1.69 

1.10 

0.64 

10.46 

1.73 

2 

2.63 

0.48 

5.75 

2.22 

1.17 

0.69 

10.14 

1.68 

3 i 

3.10 

0.40 

4.90 

1.30 

1.15 

0.63 

10.07 

2.25 

4 ! 

2.57 

0.44 

5.80 

2.58 

1.01 

0.71 

10.97 

1.88 

5 

3.27 

0.42 

4.46 

1.63 

1.02 

0.73 

10.61 

2.03 

6 

2.70 

0.75 

6.21 

2.82 

1.09 

0.67 

10.25 

1.75 

7 

2.61 

0.75 

6.19 

2.43 

1.16 

0.71 

9.29 

1.80 

8 

2.92 

0.39 

4.95 

0.89 

1.03 

0.78 

10.09 

1.96 

9 

3.12 

0.54 

5.26 

1.18 

1.03 

0.90 

9.83 

1.69 

10 

3.21 

0.59 

5.64 

1.53 

1.07 

0.93 

9.68 

1.75 

Average 

2.92 

0.53 

5,44 

1.83 

1.08 

0.72 

10.14 

1.86 

OfQcial sample 

2.92 

0.64 

4.85 

1.66 

1.10 

0.45 

10.53 

1.52 

Guaranteed 

3.30 

0.10 

4.00 

1.00 

0.82 

1 

9.00 

1.00 


1.66-10-2 fertilizer 


acid phosphate fertilizer 


1 

1.61 

1.68 

10.04 

2.07 


1.81 


2 

1.61 

1.63 

9.88 

2.01 


2.06 

16.18 

3 

1.62 

1.66 

9.87 

1.99 


1.80 

msm 

4 

1.59 

1.64 

9.89 

2.06 

■■■ 

1.61 

16.68 

5 

1.69 

1.57 

10.24 

2.08 


1.65 

16.66 

6 

1.86 

1.57 

9.64 

2.85 


1.90 

i6.37 

7 

1.78 

1.48 

10.69 

2.02 


1.77 

16.61 

8 

1.60 

1.61 

9.83 

2.03 


1.84 

16.14 

9 

1.71 

1.52 

10.37 

1.98 


1.86 

16.11 

10 

1.77 

1.66 

10.67 

2.00 


1.81 

16.66 

11 






1.70 

15.41 

Average 

1.68 

1.60 

10.10 

2.11 


1.80 

16.46 

Official sample 

1.69 

1.32 

10.43 

2.02 


1.86 

16.33 

Guaranteed 

1.65 

1.00 

10.00 

2.00 


0.50 

16.00 



1.6^12-6 FERTILIZER 

1.66-8-2 FERTIUZER 

1 ! 

0.91 

1.19 

13.51 

5.20 

1.51 


7.76 

2.30 

2 

0.42 

0.58 

16.94 

3.23 

1.52 

2.31 

8.08 

2.09 

3 

2.49 

1.19 

12.11 

4.78 

1.52 

2.25 

7.50 

2.22 

4 

2.55 

1.46 

10.88 

7.90 

1.55 

2.35 

7.89 

2.24 

5 

0.95 

1.09 

12.26 

8.34 

1.59 

2.25 

7.90 

2.27 

6 

0.56 

0.44 

13.88 

11.66 

1.66 


8.18 

2.36 

7 

0.51 

0.32 

13,84 

12.45 

1.55 

2.25 

7.94 

2.11 

8 1 

0.72 

0.48 

14.13 

10.31 

Lost 




9 

1.05 

0.85 

14.06 

3.50 

1.54 

il4 

7.^ 

2.12 

10 

1.06 

1.24 

11.96 

2.98 

1.53 

2.13 

7,81 

2.11 

Average 

1.12 

0.88 

13.36 

7.04 

1.55 

2.27 

7.88 

2.20 

Official sample 

0.98 

1.01 

13.37 

7.04 

1.54 

2.03 

8.18 

2.07 

Guaranteed 

1.65 

0.50 

12.00 

6.00 

1.65 

0.50 

8.00 

2.00 









1927 ] 


haigh: variations in fertilizer samples 


227 


Results of analyses of different fertilizers —Continued. 


SACK 

1.65-12-2 FERTILIZER 
SAMPLE No. 1 

HALF 

AND HALF FERTILIZER 

1 25-13 

NITKOOBN 

INSOLU¬ 

BLE 

p » o , 

AVAILA¬ 

BLE 

p * o * 

POTASH 

NITBOOEN 

INSOLU¬ 

BLE 

p * o , 

AVAILA¬ 

BLE 

PlO* 

POTABH 

1 

1.73 

2.30 

12.40 

2.63 

1.87 

1194 

10.60 


2 

1.68 

2.36 

12.02 

2.45 

2.07 

11.61 

11.03 


3 

1.71 

2.39 

12.61 

2.54 

1.80 

12.43 

10.41 


4 

1.59 

2.31 

11.98 

2.44 

1.90 

11.59 

9.34 


5 

1.67 

2.28 

11.84 

2.63 

1.82 

12.22 

9.03 


6 

1.68 

2.29 

11.99 

2.65 

1.97 

13.38 

8.87 


7 

1.72 

2.49 

10.77 

2.55 

1.86 

11.32 

9.76 


8 

1.85 

2.51 

11.26 

2.82 

1.96 

11.77 

9.08 


9 

1.66 

2.30 

12.15 

2.51 

1.98 

13.02 

8.62 


10 





2.38 

13.02 

8.81 


Average 

1.69 

2.36 

11.89 

2.58 

1.96 

12.23 

9.56 j 

j 


Official sample 

1.65 

: 2.38 

12.27 

2.53 

1.95 

12.12 

9.62 


Guaranteed 

1.65 

1 1.50 

[ 

12.00 

2.00 

1.23 

7.00 

13.00 




1.66-12-2 FERTILIZER 
SAMPLE No. 2 

HALF AND HALF FERTILIZER 
1.23-12 

1 

1.72 

1.62 

12.98 

1.16 

1.18 6.94 14.78 


2 

1.60 

1.48 

13.12 

1.50 

1.61 7.89 12.14 


3 

1.68 

1.50 

13.20 

1.53 

1.64 7.53 12.57 


4 

1.69 

1.46 

13.31 

1.51 

1.81 8.80 11.44 


5 

1.70 

1.39 

13.52 

1.52 

1.65 7.94 12.20 


6 

1.67 

1.62 

12.95 

1.33 

1.74 8.77 12.00 


7 

1.65 

1.53 

13.02 

1.35 

1.91 9.48 11.16 


8 

1,66 

1.55 1 

13.14 

1.15 

1.68 8.12 12.37 


9 

1,69 

1.39 

13.21 

1.91 

1.80 8.53 12.07 


10 

1.72 

1.51 

13.13 

1.47 

1.67 7.52 12.72 


Average 

1.68 

1,51 

13.16 

1.44 

1.67 8.15 12.35 


Official sample 

1.67 

1.51 

13.80 

2.09^ 

1.64 8.62 12.02 i 


Guaranteed 

1.65 

0.50 

12.00 

2.00 

1.23 8.00 12.00 



* Result not verified. 


A 1.65-12-4 fertilizer was also analyzed. The following results, ex¬ 
pressed in percentage, were obtained as an average for 12 sacks: 


Average . 

Official sample.... 
Guaranteed . 


NITROGEN 

INSOLUBLE 

AVAILABLE 

POTASH 


Pt04 

P»0* 


1.72 

1.22 

11.60 

4.95 

1.70 

1.05 

12.12 

4.85 

1.65 


12.00 

4.00 
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REPORT ON PLANTS. 

By A. J. Patten (Agricultural Experiment Station, East Lansing, Mich.), 

Referee. 

The role of minerals in animal nutrition is now known to be of far 
greater importance than was generally believed a decade or so ago. In 
addition to being the principal material from which the frame work of 
the body is constructed, recent investigations indicate that the presence 
of certain minerals, even in very minute quantities, may be essential or 
detrimental to the proper functioning of many of the vital processes of 
life. 

J. S. McHargue^ of the Kentucky Agricultural Experiment Station 
has published a number of papers showing that small quantities of cop¬ 
per, manganese, zinc, nickel, and cobalt are widely distributed in soils 
and plants, and has pointed out their possible functions as vital factors. 
Other investigators, from time to time, have reported finding arsenic, 
antimony, cadmium, strontium, bromine, iodine, and fluorine in small 
quantities in plants distributed over wide areas. 

All of which makes the subject of plant analysis of far greater impor¬ 
tance than ever before, and also presents an entirely different aspect to 
the subject. Since all these elements are present in plants in very small 
quantities, the necessity for methods that will permit of accurate deter¬ 
minations under such conditions is readily apparent. 

During the past year the referee has not had time to give attention to 
any phases of the problem except the methods for iron and aluminum. 
No cooperative work has been requested, because it was felt that more 
research must be done before resubmitting them for cooperative study. 

A number of methods for the direct determination of aluminum have 
appeared in the literature in recent years. Such a method, if reliable, 
would be welcomed and would be a distinct advantage over the present 
method. 

The Schmidt-Hoagland method^ has been rather extensively used in 
biological work. In this method the aluminum is precipitated as the 
phosphate after the iron is reduced to the ferrous state by the addition 
of ammonium thiosulfate. Without at this time presenting any evidence, 
it may be simply stated that the referee has not obtained satisfactory 
results with this method on plant material. The final precipitate always 
contains traces of iron and calcium, and there has been no certainty that 
all the aluminum was precipitated. 

The colorimetric method recommended by A tack*, specifying sodium 
alizarine sulfonate (alizarine S) has also been studied. The formation 
of a colored lake of aluminum with the dye is the basis of this method. 
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It was found that other metals, notably iron, greatly interfered with 
the color reaction, and no satisfactory results could be obtained. 

More recently, three Dutch investigators^ recommended the use of 
sodium alizarate, which they claimed to be superior to sodium alizarine 
sulfonate- However, they state that the color reaction is disturbed by 
both ferrous and ferric iron and that magnesium gives about the same 
color reaction as aluminum. 

F. S. Williamson^ studied the reaction between sodium alizarate and 
aluminum and came to the conclusion that no definite compound is 
formed, but rather an adsorption complex. It seemed useless, therefore, 
to investigate the method further. 

Lundell and Knowles^ have published two articles on the determina¬ 
tion of small ({uantities of aluminum in nonferrous metals. One of the 
methods proposed by them is a colorimetric determination with the dye 
aurin tricarboxylic acid recently described by Hammett and Sottery*. 
This method has not been investigated, but its application to the deter¬ 
mination of aluminiim in plants should receive attention. 

REVISION OF METHODS. 

There is urgent need for revising some of the methods that are now 
official. In his address to the association last year, C. A. Browne pointed 
out very clearly the need for revising the methods for chlorine. This 
should be done as soon as a referee can be found to undertake the work. 

The methods of preparing samples of plant material for analysis 
should also ho carefully investigated. The present offi(*ial method directs 
that all foreign matter, especially adhering soil, be removed thoroughly 
without staling how this shall be done. It has come to the attention of 
the referee that the practice of washing the plant material with water 
to remove adhering sand is used by some investigators. 

It would seem that this practice might introduce an error that would 
be greater than that due to a small quantity of unremoved foreign 
material. 

All these problems need to be investigated. 

RECOMMENDATIONS*. 

It is recommended— 

(1) That the methods for the determination of iron and aluminum in 
plants be further studied. 

(2) That a referee be appointed to study methods for the determina¬ 
tion of copper, zinc, nickel, cobalt, and other so-called “rare elements” 
in plants. 

* Chem. Weekblad, 1923, 20 : 193 
*J. Fhya. Chem., 1924. 28 - 891. 

» J. Ind, Eng. Chem., 1925, 17 : 78 ; 1926, 18 : 60 

* J. Am. Chem. Soe., 1925. 47 : 142 

^ For report of Sub-committee A and action of the aaaocmtkm, ace This Journal, 1926, 10. 65. 
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(3) That a referee be appointed to study methods for the determination 
of total chlorine in plants. 

(4) That a referee be appointed to study methods for the preparation 
of samples for analysis. 


A MODIFICATION OF THE SALICYLIC-THIOSULFATE METH¬ 
OD SUITABLE FOR THE DETERMINATION OF TOTAL 
NITROGEN IN PLANTS, PLANT SOLUTIONS, AND 
SOIL EXTRACTS. 

By Emery R. Ranker (Bureau of Plant Industry, Department of Agri¬ 
culture, Washington, D. C.). 

The determination of total nitrogen in plants and plant solutions pre¬ 
sents problems that challenge the accuracy of the various methods used. 
For example, whole green plants including the residual nutrient solution 
in which they grew comprise a typical sample, and one in which prac- 
ticaUy every kind of nitrogen is present. In the plants amino, amide, 
and some ammonia nitrogen are present in their various combinations 
and proportions. In the residual nutrient solution nitrate, and possibly 
ammonia nitrogen, is present in addition to other forms of nitrogen 
produced by bacterial action upon the sloughed-oflF root cap cells and 
other organic matter present. 

On the plant side, the need for a reliable method for the determination 
of total nitrogen is evidenced by a consideration of the literature on the 
problem of nitrogen fixation by plants. In this field there is much con¬ 
troversy. The significance of the results presented, both pro and con, 
may be judged to a large extent by the accuracy of the particular method 
used in the estimation of nitrogen. This condition indicates the need of 
more reliable methods of analysis for plant materials. 

At present two methods are in general use: (1) the Gunning method 
modified to include the nitrogen of nitrates, which in this paper will be 
called the salicylic-thiosulfate method; and (2) some method involving 
the use of Devarda alloy. 

In the presence of organic matter all modifications of the Devarda 
method for the estimation of total nitrogen are time-consuming, because 
there is a preliminary alkaline distillation followed by a Kjeldahl diges¬ 
tion and a subsequent second distillation into the same or a second lot 
of standard acid. On the other hand the salicylic-thiosulfate method is 
criticized severely by several investigators whose data have been inter¬ 
preted as indicating the limitations and defects of any method based on 
the reduction of nitrates in acid medium^ Unfortunately, then, neither 

1 ThoM Griticigms have been analyzed and considered previously {Arm. Miatouri Garden^ 1926, 

12: 373. A critical study of the data upon which these criticisms are based reveals the fact that tlm 
moisture content of the samples was not adequately controlled. 
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of these methods is entirely satisfactory for the determination of total 
nitrogen in plants and plant solutions. 

During certain studies in plant nutrition the salicylic-thiosulfate 
method, as given for the determination of total nitrogen in fertilizers \ 
was used to estimate the total nitrogen present at the end of the experi¬ 
ments. When applied to materials of the kind under consideration, 
extremely inaccurate results were obtained. From nutrient solutions 
containing from 10-400 mg. of nitrogen per 950 cc., only 27-68 per cent 
of the nitrogen was recovered, as shown by the data of Table 1. 

Table 1. 

Recovery of nitrogen by the salicylic-thiosulfate method. 


NITBOOBN PIUMBNT 

PBIt 960 CC. 

RBCOVBIIY 

mg. 

per cent 

10 

27 

25 

54 

50 

62 

100 

62 

200 

30 

300 

67 

400 

68 


From solutions containing quantities of nitrogen smaller than 10 mg. 
the amounts recovered were usually less than for the blank, that is, 
there was a loss of nitrogen from the reagents used. A total of about 
60 determinations was made, but no agreement among the results was 
obtained. The greatest losses of nitrogen occurred in those samples that 
contained whole plants in addition to the residual nutrient solutions. In 
several cases a visible evolution of nitrogen dioxide fumes occurred, and 
duplicate determinations varied widely. These data tend to corroborate 
the statements of those investigators who have criticized such methods 
as the salicylic-thiosulfate, the accuracy of which depends upon the 
reduction of nitrates in an acid medium. 

Some preliminary tests, however, seemed to indicate that the inac¬ 
curate results obtained by these methods when used for plant work were 
due, primarily, to the presence of free water at some stage during the 
process of acid digCwSlion. Also, certain details of manipulation seemed 
to influence the determination in certain cases. Based upon these pre¬ 
liminary tests a modification was devised, and its accuracy for the deter¬ 
mination of total nitrogen was tested out on the various forms of nitrogen. 
For purposes of comparison, simultaneous determinations on samples 
from the same stock, measured by the same pipets and at the same 
temperature, were made by a modification of the Devarda method, 
hereafter referred to as the comparison method. The procedure for this 
comparison method, a description of the materials used, and other 


I Mtihods qf Analysis, A. O. A. C., 1925, 9. 
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details of the experiment including the results obtained have been pub¬ 
lished. Reference has been given previously in this paper. Certain of 
these results are of interest here and are given in Table 2. 

Tabus 2. 


Recovery of total nitrogen. 
(Avera^ peroentagm axul probable error.) 


SAMJPLIC nSTBRMINBt) 

BBCOVERY BY 
COMPARISON 
METHOD 

(a modification 

OP THE DEVARDA 

method) 

RECOVERY BY A MODIFICATION OP 
the aAUCYlJC-THIOSVLPATB 
METHOD 

NO. OP 
TRIALB 

Scunple Brit 
evapwated to 
oryneaB 

Sample plus watinr 

50 mg. nitrate nitrogen 

97.7 

=t0.19 

100.4 

=t0.06 

62.2 

-fO.38 

8 

100 mg. nitrate nitrogen 

68.5^ 

99.9t 

=*=0.24 

99.2 

*0.10 

17.8 

=*=0.81 

13 

3 

50 mg. nitrate nitrogen 
10 mg. ammonia 

nitrogen ^ 

98.5 

:*=0.23 

98.0 

=*^0.06 

36.7 

=*=1.80 

12 

50 mg. nitrate nitrogen! 
10 mg. amino nitrogen J 

97.7 

=*=0.14 

99.3 

^0.14 

61.7 

=*=4.03 

12 

50 mg, nitrate nitrogen 
10 mg.-amino nitrogen ► 
-amide nitrogen 

97.5 

=fc0.09 

99.3 

=*=0.28 , 

47.6 

=*=0.29 

15 

50 mg. nitrate nitrogen^ 

7 mg. plant nitrogen f J 

99.6 

=*=0.09 

100.2 

=b0.32 

64.6 

=*=0.23 

12 

50 mg. nitrate nitrogen! 

7 mg. plant nitrogenf / 
0.5 cc. H,S 04 

These samples were not determined, as during evapora¬ 
tion heavy NOj fumes were given on. 

50 mg. nitrate nitrogen\ 

7 mg. plant nitrogenfll/ 

100.3 

=*=0.56 

99.7 

=*=0.69 


14 

50 mg. nitrate nitrogen^ 

7 rag. plant nitrogen f ) 

1 cc. 0.1 N NaOH J 

99.2 

=*=0.52 

99.1 

=*=0.62 


6 

60 mg. nitrate nitrogen! 
0.5 gram sucrose / 

98.1 

=*=0.64 

92.7 

=*=0.90 

33.2 

10 


* 1.0 gram oi Devarda alloy aaed. 

i Sopj^ied aa the nitrogen content of ten d^iay-old wheat seedUaga. 

2.0 grams of Devarda alloy oaed. 

This aolutjoj] waa adjusted to neutrality prior to determination. 

From a study of the data of Table 2 certain facts are evident: 

1. The presence of free water in the sample is the determining factor 
for the accuracy of a method dependent upon the reduction of nitrates 
in acid medium. 
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2. When the sample is practically dry the salicylic-thiosulfate method 
as here modified is somewhat more accurate for the determination of 
total nitrogen than the comparison method used. 

3. The modified method is accurate for the determination of amino, 
amide, ammonia, nitrate, and total plant nitrogen, and combinations of 
these forms in plants and plant solutions. 

4. If sugar is present in abundance, a slight loss of nitrate nitrogen 
may occur, owing to the reducing action of the sugar. This loss would 
be very slight in actual practice since the nitrate-nitrogen content of 
plants is small, as shown by the data of Table 3. 


Table 3. 

Determination of total nitrogen in samples of high sugar content. 

(Average percentages and probable error ) 


NO. 

8AMPLE UHKD 

ANALYHIH BY COMPARISON 
METHOD 

ANALYSIS BY SALICYLIC- 
THIOSULFATE MODIFIED 
METHOD 

NO. OF 
TRIALS 


Sugar l)cet 

(water extract) 

mg. 

10.9 ^ 0.067 

mg 

10.7 0.029 

15 

18 

Sugar cane 

(water extract) | 

11.4 0.045 

11.5 0.006 

15 


The modification of the salicylic-thiosulfate method that gives the 
most accurate results on plants and plant materials, and the one recom¬ 
mended, is as follows: 


Place the sample in an 800 cc. Kjeldahl flask and adjust to neutrality or make 
alkaline; if water is present, evaporate just to dryness on a water bath under vacuum. 
Add 35-40 cc. of salicylic acid mixture (1.0 gram of salicylic acid to 30 cc. of concentrated 
nitrogen-free sulfuric acid), mix tborouglily, and allow to stand for at least an hour with 
occasional shaking. (If organic matter is present, stopper tightly with a rubber stopper 
and allow to stand overnight.) Add 5 grams of sodium thiosulfate and heat for 5 
minutes with a low flame, and cool. Add 7-10 grams of anhydrous sodium sulfate and 
a pinch of copper sulfate. Digest for an hour at the boiling jwint after the solution 
clears, and just l>efore the solution solidifies dilute to an estimated volume of 400 cc., 
and cool completely. Add a small piece of paraffin, 100 cc. of a saturated solution of 
sodium hydroxide, and a piece of mossy zinc; connect immediately with the distillation 
apparatus and distil 160-200 cc. over into standard acid during a period of 1 hour. 
Titrate the standard acid to neutrality with standard alkali, using methyl red indicator, 
and calculate the amount of nitrogen present. 

This method will be referred to in this paper as “the modified method”. 
The remaining pages will be devoted to the presentation and considera¬ 
tion of data (1) which demonstrate the accuracy and applicability of 
this method, (2) which illustrate the influence of certain details of 
manipulation upon the accuracy of such methods, and (3) which indicate 
the desirability of suitable qualitative tests, for the loss of nitrogen, as 
control measures. 
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FiQ. 1.—AvPAIUTUS UABD rOR THB XTAPORAnON OP SAMPLM UNDBR TACmilf. 


MATERIALS. 

Most of the materials used in this investigation were in the form of 
extracts when analyzed. At the time of sampling, the solutions were 
free from any precipitate or suspended matter. All samples were mea¬ 
sured into 800 cc. Kjeldahl flasks with the same pipet, at the same time 
and temperature, and all other conditions of making the samples were 
as nearly identical as possible. The numbers assigned to the various 
materials correspond to similar numbers used in the tables. Though two 
sets of samples, as given in the various tables, may bear the same num¬ 
ber they are not comparable, necessarily, unless they appear in the same 
table; they may have been measured out at different times and tem¬ 
peratures. The stock materials from which samples were taken are as 
follows: 

1— Aspergillus niger These organisms were cultured in 100 oc. 

(whole cultures including residual flasks containing exactly 26 cc. Pfeffer’s 
solutions) nutrient solution to which 1 per cent 

glucose had been added. The cultures 
were grown until a vigorous heavy mat 
had formed. The entire contents of 1 

2— Fusariam culmorum culture flask constituted X sample, being 

(whole cultures including residual transferred without to a Kjeldahl 
solutions) flask for determination of nitrogen. 
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3— Aspergillus niger 

(residual solution only) 

4— Fusarium eulmorum 

(residual solution only) 

5— Phoma Betae 

(residual solution only) 

6— Tobacco leaves 

(water extract) 

7— Geranium leaves 

(water extract) 

8— Pea leaves and terminals 

(water extract) 

9— Celery leaves and stalks 

(water extract) 

10— Algae mixture, mostly Spirogyra 

(water extract) 

11— Tomato fruits, ripe 

(water extract) 

12— Tobacco leaves and tops 

(alcohol extract) 

13— Geranium leaves 

(alcohol extract) 

14— Pea leaves and terminals 

(alcohol extract) 

15— Celery leaves and stalks 

(alcohol extract) 

16— ^Tomato fruits, ripe 

(alcohol extract) 

17— Greenhouse soil plus mushroom com¬ 

post 

(water extract) 

18— Sugar cane 

(water extract) 

19— Sugar beet 

(water extract) 

20— Pea leaves and terminals 

(water extract) 

21— Greenhouse soil containing mushroom 

compost 

(water extract) 


These organisms were cultured in 300 cc. 
flasks containing 100 cc. of nutrient solu¬ 
tion (refer to Nos. 1 and 2). At time of 
sampling the cultures were boiled for 5 
minutes and filtered. Analyses were 
made of 25 cc. of the clear filtrate per 
sample. 


The fresh material was ground through a 
food chopper, any drippings produced 
being added; 1 volume of water, or 1 
volume of 70 per cent alcohol, was 
added, the mixture was boiled (refluxed 
in the case of alcohol) for 20-30 miputes 
and filtered hot; 25 cc. samples were 
taken from the filtrate for analyses. 


1 kg. dry material plus 1 liter water stirred 
rapidly 4 hours, allowed to precipitate, 
decanted, filtered. 25 cc. samples taken 
from filtrate. 

These materials were prepared in the 
same manner as indicated for Nos. 0-16. 


Prepared from same materials and in same 
manner as No. 17. 
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22— Mushroom compost (only) 

(water extract) 

23— Mushroom compost 

(autoclave extraction) 

24— Mushroom compost, KNOi 

25— Aspergillus niger, KNOi 

26— Fusariam culmorum, KNO* 

27— Crude peat 

(water extract) 

28— Sphagnum moss (dry) 

(water extract) 

29— Selaginella apus 

(water extract) 

30— Selaginella apus 

(expressed sap) 

32— Selaginella apus 
(wat^ extract) 


33— 

34— 

35— 

36— 

37— 
3S— 

39— 

40— 

41— 

42— 

43— 


45— 

46— 

47— 

48— 

46— 

50— 

52—Alanine, KNOs, solution 


53—Asparagine, KNO«, solution 


54—Sugar cane, KNOi 

60—Sugar beet 

(water extract) 

78—Heavy clay-loam soil 
(water extract) 


Prepared same as No. 17. 


Prepared same as No. 17 except the mix¬ 
ture was autoclaved, not stirred. 

25 cc. No. 22 and 74 each, per sample. 

25 cc. No. 3 and 74 each, per sample. 

25 cc. No. 4 and 74 each, per sample. 


Prepared same as Nos. 6~16. 


These numbers refer to various samples of 
solution cultures of barley, wheat, and 
peas. These materials were used for 
qualitative analysis only; the nature 
and preparation of the samples are in¬ 
dicated in the various tables where the 
data of their analyses are recorded. 


25 cc. alanine solution (1.277 grcun per 
liter) and No. 74 each, per sample. 

25 cc. asparagine solution (0.873 gram per 
liter) and No. 74 each, per sample. 

25 cc. No. 18 and 74 each, per sample. 

Prepared same as Nos. 6~16. 


Prepared same as No. 17. 
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74—KNO* solution 


This solution contained 1.443 ji^ams of 
potassium nitrate per liter; by analysis, 
25 cc. contained 4.79 0.005 mg. of 

nitrogen. In all cases those samples 
that contained added nitrate nitrogen 
received 25 cc. of this solution. The 
nitrogen content of this solution did not 
vary throughout the period of these in¬ 
vestigations, as determined by frequent 
control analyses of 25 cc. samples. 


METHODS. 

Total nitrogen was determined by two methods: (1) the modified 
method, and (2) the modification of the Devarda method to which 
reference has I)een made, and which was used as a comparison method. 

In addition to the duplicate analyses by the comparison method, the 
accuracy of the modified method was checked by three suitable quali¬ 
tative tests for the loss of nitrogen as follows: 

1. Qualitative tests made during the process of evaporation of the sample 
under vacuum. All the vapors evolved in this process were passed 
through a weak solution of sodium bicarbonate and collected in a second 
flask, both of which are illustrated in Fig. 2. The solution thus col¬ 
lected was tested, (A) for the presence of nitrites and nitrates by the 
diphenylamine test, and (B) for the presence of ammonia by the use of 
Nessler’s reagent. 

2. Qualitative tests made following the addition of the salicylic acid 
mixture to the sample. Any vapors or fumes formed during this process 
were forced through a weak solution of sodium bicarbonate by gently 
blowing on the air inlet tube of the device illustrated in Fig. 3. The 
solution thus obtained was tested, (A) for the presence of nitrites and 
nitrates by the diphenylamine test, and (B) for the presence of ammonia 
by the use of Nessler’s reagent. 

3. Qualitative tests made during the process of acid digestion. The fumes 
evolved during this process were led through and collected in a flask 
containing approximately 50 cc. of distilled water. The solution thus 
collected was tested for the presence of nitrites, nitrates, and ammonia 
as previously indicated [No, 2 (A) (B)]. 

The acid and alkali used in titration were standardized against benzoic 
acid obtained from the U. S. Bureau of Standards (Sample No. 39B). 
Fiftieth normal acid and alkali were used in all titrations. The normality 
factors were redetermined frequently to avoid possible errors from this 
source. Methyl red was used as the indicator, and all titrations were 
carried to the complete disappearance of any red tinge. This end point 
is practically identical with that of cochineal, and when 0.02 N alkali is 
used methyl red is much more sensitive. 
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All probable errors reported in this paper were (alculated according 
to the following formula: 


( 




0.6745cr\ 

/ 


For evaporation of the samples a 5 hole, constant-level, gas-heated 
water bith was used; the flasks were held on this bath in an inclined 
position by two notched wooden supports and connected with an ordinary 
water filter-pump by a series of five stoppers (rubber) and four Y-tubes. 
A 3 liter safety bottle was placed between the filter-pump and the flasks 
on the water bath to prevent the entrance of water into the Husks when, 
for any reason, the water pressure was reduced. In operation, a par¬ 
tial vacuum was qui(*kly developed, and ebullition proceeded at a rapid 
rate, provided all rublxT connections were sufficiently I hick-walled to 
withstand the vacuum developed. The vacuum shoiild be released 
slowly before removing the flasks; if released rapidly, the flasks will 
crack. This apparatus is illustrated in Hg. 1. 


EXPERIMENTAL. 

Throughout thLs report the term ‘Vacuum’* has referenct' to an equiva¬ 
lent of not less than 22-23 inches of mercury. By the term “just to 
dryness” reference is made to that stage in the evaporation process at 
which the sample has just ceased ebullition and there may or may not l>e 
water of condensation in the neck of the flask. The term “ash dryness” 
applied to evaporation is used to indicate that condition in which the 
sample, the entire inside of the body of the flask, and most of the neck 
of the flask are dry. Evaporation to “partial dryness” denotes a condi¬ 
tion in which some free moist ure is present in the samj)le when evapora¬ 
tion is stopped. 

In connection with the data of Table 4 it will be noted that the prob¬ 
able errors for determinations by the modified method are entirely 
satisfactory. The quantitative results are checked by qualitative 
tests so that the accuracy of the procedure is definitely known. There 
are a few cases of rather serious disagreement, however, between the 
results obtained by the modified method and the comparison Devarda 
method. The determinations for Sample No. 6 (tobacco leaves) are 
noticed at once. This discrepancy seems to exist, also, with the ah ohol 
extract of the material, that is, the determination by the comparison 
method is low. It was detennined that this discrepancy was due to the 
volatile nature of the nicotine contained in the tobacco material. During 
the alkaline distillation with Devarda’s alloy a large part of the nicotine 
present is volatilized and driven over into the standard acid sample: 
some of it is absorbed but much of it passes out into the surrounding 
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Table 4. 

Accuracy of the modified method for total nitrogen in various samples of plant materials 

and soil extracts^. 


(Arithmetical mean and probable error.) 



SAMPUB USED 

OF 

ANALYSIS BY 
COMPARISON 

ANALYSIS BY 
MODIFtBD 

NO. 

DEaCRlPTXON 

TRIALS 

MBTBOn 

METHOD 

1 

Aspergillus niger 

(wh(4e culture including solution) 

15 

mg. 

2.2 =*=0.014 

mg. 

2.3 =*=0.009 

2 

Fusarium culmorum 

(whole culture including solution) 

15 

2.3 =*=0.024 

2.4 =*= 0.01 

3 

Aspergillus niger 

(residual solution only) 

17 

0.84 =*= 0.024 

0.83 =*= 0.005 

4 

Fusarium culmorum 
(residual solution only) 

18 

1.4 0.021 

1.4 * 0.013 

5 

Phoma Betas 

(residual solution only) 

16 

2.1 =*=0.011 

2.1 0.03 

6 

Tobacco leaves 
(water extract) 

15 

11.4 =*= 0.027 

12.6 =*= 0.039 

7 

Geranium leaves 
(water extract) 

15 

3.7 0.028 

3.9 =*= 0.02 

8 

Pea leaves and terminals 
(water extract) 

14 

21.6 =*= 0.046 

21.8 =*= 0.021 

9 ^ 

Celery leaves and stalks 
(water extract) 

15 

13.1 =*= 0.03 

13.6 =*= 0.009 

10 

Algae mixture 
(water extract) 

15 

0.9 =*= 0.003 

0.9 =*=0.005 

11 

Tomato fruits (ripe) 

(water extract) 

16 

10.0 -= 0.018 

10.0 =*=0.021 

12 

Tobacco leaves and tops 
(alcohol extract) 

16 j 

6.3 =*= 0.028 

5.5 =*= 0.007 

13 

Geranium leaves 
(alcohol extract) 

15 

6.0 =fc 0.039 

6,2 =*=0.011 

14 

Pea leaves and terminals 
(alcohol extract) 

15 

9.0 =*= 0.039 

9.7 =*=0.015 

15 

Celery leaves and stalks 
(alcohol extract) 

15 

6.1 0.027 

6.0 *0.018 

16 

Tomato fruits (ripe) 

(alcohol extract) 

15 

16.2 =*=0.009 

15.2 *0.012 

17 

Greenhouse soil plus mushroom 
compost (water extract) 

16 

3.9 =*= 0.013 

3.9 *0.006 

20 

Pea leaves and terminals 
(water extract) 

15 

29.3 =*=0.063 

29.3 *0.014 


* QnaltUtive testa by both diphenylamine and Neasier reagents showed no loss of nitrogen either during 
digestion in the oampariaon method or during eraporation a^ digestion In the modified method. 
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atmosphere. This condition is apparent from the odor of the nicoline 
given off, but it may be determined more or less quantitatively by col¬ 
lecting such vapors in sulfuric acid and subsequent analysis by the 
Kjeldahl method. Certain other disagreements exist, for example in 
Samples Nos. 6, 9, 12-14. In this connection attention must l>e directed 
to the rather outstanding fact that in all cases (except Samf)le No. 6 
as noted above) where disagreement is evidenced, the relative* magnitude 
of the probable error obtained by the modifi(*(l official method indicates 
its greater accuracy and reliability. 7'his fact is shown in the following 
instances: Sainpde No. 9 (13.1 0.03 as compared with 13.0 =±= 0.009); 

Sample No. 12 (5.3 =*= 0.028 as compared with 5.5 =*= 0.007); and Sample 
No. 13 (0.0 =±= 0.039 as compared with 0.2 0.011). An examination 

of other sets of determinations reveals the same evidence. The disagree¬ 
ment existing in the case of Sample No. 8 does not appear in the case of 
Sample No. 20, although both samples were taken from similar materials. 
Taken as a whole the data, which are based on a sufficiently large num- 
l)er of determinations, indicate rather satisfactory agreement between 
the methods, many of the determinations being identical, but the superior 
acc uracy of the modified method is indicated. 

To test further the accuracy of the method and its applicability to a 
larger number of plant materials and soil extracts, many determinations 
were made according to the procedure recommended, except that the 
procesvses of distillation and titration were omitted. This eliminated 
possible errors from these sources and allowed the distinctive processes 
of the method to be tested for loss of nitrogen under more exacting 
qualitative conditions. The tests were made, as indicated previously in 
the discussion of methods, to detect any loss of nitrogen during evapora¬ 
tion, on addition of acid, or during digestion of the sample. Each 
separate sample was thus tested five times. Negative tests were ob¬ 
tained for all samples, some of which are the following: 


NO. DESCRIPTION 


DESCRIPTION 


21 Greenhouse soil 

22 Mushroom compost 

(cold water extract) 

23 Mushroom compost 

(autoclave extraction) 

24 Mushroom compost extract 

plus KNOi solution 

25 Aspergillus niger extract 

plus the residual solution 
plus KNOi solution 

26 Fusarium culmorum extract 

plus the residual solution 
plus KNOj solution 

27 Crude peat extract (boiled) 

28 Sphagnum moss extract 


30 Selaginella expressed sap 

31 Selaginella alcohol extract 

32 SelagirMa extract 

33 Barley plants (green) plus 10 cc. 

residual solution; high in nitrate 
nitrogen 

34 Same as No. 33 except much lower in 

nitrate nitrogen 

35 Wheat plants (green) plus 10 oc. 

residual solution; high in nitrate 
nitrogen 

3C> Same as No. 35 except much lower in 
nitrate nitrogen 

37 Pea plants (green) plus 10 cc. residual 
solution; high in nitrate nitrogen 
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NO. 

BBSCRIPnON 

NO. 

DESCRIPTION 

38 

Same as No. 37 except much lower in 

451 



nitrate nitrogen 

46 1 

These samples were the same as those 

39 

Residual solution from wheat cultures 

47 

- of Nos. 39-44 except that barley 


containing 200 nig. nitrate nitrogen 

48 

plants were used instead of wheat. 

40 

Same as No. 39 except containing 100 

49 



mg. nitrate nitrogen 

50 


41 

Same as No. 39 except containing 50 

52 

Alanine plus KNOa solution 


mg. nitrate nitrogen 

53 

Asparagine plus KNOa solution. 

42 

Same as No. 39 except containing 25 

54 

Sugar cane extract plus KNOa solu¬ 


mg. nitrate nitrogen 


tion 

43 

Same as No. 39 except containing 10 

60 

Sugar beet extract 


mg. nitrate nitrogen 



44 

Same as No. 39 except containing 5 




rag. nitrate nitrogen 




These samples present a wide range of nitrogen content and combina¬ 
tion. All contained some nitrate nitrogen, and many of them containcKi 
large amounts of nitrate nitrogen, which was reduced to ammonia in 
acid medium. The uniformly negative results obtained indicate that 
there was no loss of nitrogen during any part of the procedure. In 
other words, when the sample is propierly neutralized and evaporated 
just to dryness under vacuum there is no loss of nitrogen. That the 
method wiU recover the nitrogen thus held is demonstrated by the 
quantitative data presented in Table 4. 

Early in this investigation it became apparent that ceHain details of 
manipulation influenced the accuracy of the results obtained. In some 
cases the exact procedure to be followed was determined by these details. 
The qualitative tests that were developed for loss of nitrogen make it 
possible to determine the influence of certain details of procedure upon 
the accuracy of nitrogen methods. This phase of the subject was given 
some attention. Many of the samples were subjected to extreme condi¬ 
tions in order to determine the limits to which certain practices could 
be carried. The data from these various studies are presented in Tables 
5-8 and immediately following Table 8. 

It is evident from the data of Table 5 that the neutrality of the sample 
is a very important consideration with most of the samples (Nos. 5 and 
5b, 29 and 32, 17 and 21, etc.). For such samples this one factor of 
neutrality would determine the accuracy of any quantitative analyses 
attempted. The samples just referred to were on the acid side of neu¬ 
trality prior to neutralization; the alkaline reaction of Sample No. 26 
produced a loss of ammonia in some of the five tests made (data of 
Sample No. 26a). Another effect of this factor of neutrality should be 
noted £18 evidenced by Samples Nos. 5b and 5c, 32, and 32a. Sample 
No. 5b, Phoma Betae, having a pH value of 6.5 could be quantitatively 
evaporated just to dryness when neutralized; when evaporated to ash 
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Table 6. 


Influence of neutrality qf the sample upon the stability of nitrogen during the process of 

evaporation. 


NO. 

BAMPLB ANALYXICD AND METHOD OF TREATMENT 

(analy8B» repucatbd five timer) 

QUAUTATirE TK8TB FOR 
Loas or NITROOEN DUR¬ 
ING EVAPORATION 


Diphenyl- 
amtne test 

NcMsler 

t«Rt 

5 

Phoma Betae, residual solution, high in nitrate nitrogen, 
pH 6.5 (not adjusted to neutrality, evaporated just to 
dryness at rapid boiling). . 

4- 

_• 

5a 

Same as No, 5 ex(*ept evaporation was less v igoroiis 

+ 

- 

5b 

Same as No. 5 except the sample was adjusted to neu¬ 
trality and evaporated just to dryness. 

— 

— 

5o 

Same as No. 5b except the sample was evaporated to ash 
dryness . 


— 

29 

Selaginella extract, 14 days old, pH 5.5 (not neutralized), 
evaporated Just to dryness . . 


— 

32 

Selaginella extract, used immediately, pH 6.8, evapor¬ 
ated just to dryness . 

- 

— 

:r2a 

Same as No. 32 except the sample was evaporated to ash 
dryness .... . 

- 

— 

26 

Fusarium eulmorum, residual solution plus RNOt, pH 8.5, 
evaporated just to dryness .... ... 

- 

— 

26a 

Same as No. 26 except a trace of ammonia added, pH 9.0 



17 

Greenhouse soil containing mushroom compost, water 
extract, pH 5.7 after 10 days standing, evaporate just 
to dryness . . . 

-f 


17a 

Same as No. 17 except the extract was autoclaved for 
30 minutes at 15 pounds prior to analysis. 

4- 


21 

Sample made from same material as was No. 17, extract 
analyzed immediately, pH 7,1 . . .. 

- 

— 

25 

Aspergillus niger^ residual solution plus KNOx, pH 3.9, 
adjusted to neutrality and evaporated just to dryness 

- 

— 

25a 

Same as No. 25 except evaporated to ash dryness . . . 

- 

- 

25b 

Same as No. 25 except that the sample was not neutral¬ 
ized, pH 3.9 . 


— 

25c 

Same as No. 25a except that the sample was not neutral¬ 
ized, pH 3.9. 

- 

- 


* T^m mcb + indioatea poaitiva raaolta; Uia aifii ~, naffative raaulU; aod Um aign *, Uiat both poattivo 
•nd Mgative reaulta were obuined. 


dryness, however, there was a loss of nitrogen (Sample No. 5c). On 
the other hand. Sample No. 32, having a pH value of 6.8, could be 
evaporated to ash dryness (Sample No. 32a) without a loss of nitrogen. 
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Of all the samples analyzed throughout this entire investigation Phoma 
Betae was the most difficult. When the factors involved (adjustment to 
neutrality and evaporation just to dryness) were determined, however, 
no difficulty was experienced, as is shown by the quantitative results 
obtained (Sample No. 5, Table 4). Sample No. 25 illustrates the opposite 
extreme. This sample (Aspergillus niger), having a pH value of 3.9, 
required no adjustment to neutrality, even in the presence of added 
nitrate nitrogen. These two materials represent the extremes met with. 
Somewhat similar variations were observed throughout the entire list 
of materials used; some required adjustment to neutrality and others 
did not. 

The method of adjusting a sample to neutrality was found to be of 
extreme importance to accurate procedure. The influence of this factor 
is apparent from a consideration of the data of Table 6. 

Tabue 6. 


Influence of method of neutralizing the sample upon the stability of nitrogen during ifte 

process of evaporation. 


iAMPUES ANALYZED AND METHOD OF TREATMENT 

(all samples evaporated jusi to dryneas; 
ijidicator usedf, brcMn cresol purple) 

NITROGEN 

FOUND 

QUALITATIVE TESTS FOR 
LOSS OF NITROGEN DUR- 



Dipbeoyl- 
amue tmt 

Ne«sler 

iml 

(a) Shive’s nutrient solution, calculated to contain 
200 mg. nitrogen per 950 cc., Mic^or added 
to sample j adjusted to neutrality directly.... 

mg. 

184.3 

\ 

A 


(b) Same as (a) except indicator ivas omitted, ad¬ 
justed to neutrality by adding a predeter- 
Ddiped ftmoiinf. of alkali . 

202.7 



(c) Shrive’s nutrient solution, calculated to contain 
100 mg. nitrogen per 950 cc., indieaior added 
to sample, adjust^ to neutrality directly... 

96.3 

4- 


(d) Same as (c) except indicator was omitted, ad¬ 
justed to neutredity by adding a predeter¬ 
mined amount of alkali. 

101.3 



(e) Shive’s nutrient solution, calculated to contain 
50 mg. nitrogen per 950 cc., indicator added 
to sample, adjusted to neutrality directly.... 

47.9 

+ 


(f) Same as (e) except indicator um omitted, ad¬ 
justed to neutrality by adding a predeter¬ 
mined amount of alkali... 

48.4 

1 

- 


The data of Table 6 need little comment. The results emphasize the 
dangers of adding cert/uin indicators directly to the sample in adjusting 
to neutrality. In every case of low quantitative results there was a 
corresponding positive qualitative test, indicating loss of nitrogen. In 
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any event, no indicator that contains nitrogen can be added directly to 
the sample. It is recommended that when adjustment to neutrality is 
necessary, it be accomplished by adding a predetermined amount of weak 
nitrogen-free acid or alkali. 

In the procedure for the modified method it is recommended that the 
sample be evaporated ''just to dryness on a water bath under vacuum’'. 
It was thought desirable to investigate the factors involved in the 
evaporation process and to ascertain the limits of the process. Typical 
data obtained are given in Table 7. All the samples used contained 
nitrate nitrogen, because it would be meaningless and merely add to 
confusion to test samples that contained no nitrogen. 

The outstanding fact illustrated by the data of Table 7 is that the 
prod'ss of evaporation cannot be carried out in any haphazard manner. 
Some samples require rather careful evaporation just to dryness, while 
other samples may be evaporated to ash dryness and heated for an hour 
afterward without loss of nitrogen. The most stable sample used was 
No. 3 (Aspergillus niger), which wdth added nitrate nitrogen (Sample 
No. 25) (‘ould be evaporated to ash dryness with safety. In all (^ses 
when the samt)le was evaporated to partial dryness only there was a 
subsequent loss of nitrogen when the salicylic acid mixture was added 
and also during the process of digestion (illustrated by Samples No. 33, 
35, 37, etc.). The influence of the pre^sence of water in the sample is 
demonstrated, further, by a consideration of the data for Samples No. 
17, 17a, and 17b. These samples were evaporated just to dryness, and 
the acid mixture was added; 5 minutes later a small amount of water 
was added and a loss of nitrogen occurred; 24 hours later a small amount 
of water was added to duplicate samples, and a similar loss of nitrogen 
occurred. Special attention is called to Sample No. 9. This material 
was very high in nitrate nitrogen, second only to Sample No. 32 (Selagi- 
nella apiis). Both of thcvse samples (Nos. 9 and 32) required no neutraliza- 
lion and could l>e evaporated to ash dryness without a loss of nitrogen. 
Since the results were identical, the data for Sample No. 9 only are 
reported in this connection. 

A special phase of the process of evaporation is illustrated by such 
materials as whole green plants. When the sample involved contains 
whole green plants considerable difficulty is experienced in evaporation 
under vacuum. Owing to its colloidal complex, the plant does not give 
up its water content rapidly in the humid atmosphere inside the flask, 
and the small amount of moisture present does not evolve sufficient 
steam to break down the plant structure effectively. Neither does the 
steam evolved heat the flask sufficiently to prevent condensation and 
consequent run-back. The balance obtained, however, is such that 
evaporation may be accomplished in this manner, but the time required 
is too long. Furthermore, it is difficult to judge, under these conditions, 
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Tabus 7. 

Influence of the extent to which emporation is carried upon the stability of nitrogen durmg 
the processes of evaporation, addition of the acid mixture, and subnqueni digestion. 



(Indicated by the relative dryneet of the aamfile.) 
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when the sample is evaporated just to dryness (Sample No. 35). If 
evaporation is carried on just past this stage there is a loss of nitrogen 
(Sample No. 35a), especially if the sample is high in nitrate nitrogen. 
These difficulties may be overcome, however, (1) by adding an appre¬ 
ciable quantity (50-100 cc.) of distilled water, sufficient to break down 
completely the plant structure and organization, or (2) by using some 
such ventilation device as that illustrated in Fig- 4, by which dry air 
is used to carry off the vapors from the sample. With this device no loss 
of nitrogen occurred in any sample of whole green plants, even when 
large amounts of nitrate nitrogen were added. This latter method is 
recommended. Ordinary vacuum evaporation of such samples (whole 
green plants plus 5 to 15 cc. of residual solution) to partial dryness 
required 3-5 hours; just to dryness, 6-8 hours; and to ash dryness, 7-10 
hours. By use of the device illustrated in Fig. 4, the time required to 
evaporate similar samples to comparable stages of dryness was 10-15 
minute, 12-20 minutes, and 15-25 minutes. Typical data obtained 
from this study are reported in Table 8. 

Tabm: 8- 


Influtnct of the method of drying whole green plants upon the stability of nitrogen during 
evaporation^ addition of the acid mixture^ and subsequent digestion*. 




QUAUTATIVK TB8T8 roa LOM OF NlTaOOBN 



Duriaii 

evaporation 

On addilkm 
of acid 
to sample 

During 

digestion 

NO. 

oRaciurnON or samfuc 

1 

i 

f 

1 

Q 

1 

i 

Dipheoylamtne 

teat 

1 

i 

z, 

f 

1 

Q 

1 

i 

Z 

35 

Wheat plants (green) plus 10 cc. re¬ 
sidual solution high in nitrate nitro¬ 
gen, evaporated under vacuum just 
to dryness . 




1 



35a 

Same as No. 35 except evaporated to 
full dryness under vacuum . 

-f 


- 



- 

35b 

Same as No. 35 except evaporated to 
partial dryness^ vacuum . 

- 

- 

+ 

- 

1 

4- 

- 

36c 

Same as No. 35 except evaporated just 
to dryness by a special ventilation 
dpvu^et ' • • . 















35d 

Same as No. 35 exc.ept evaporated to 
full dryness by a special device^ 

- 

- 

- 

- 

- 

- 

35e 

Same as No. 35 except evaporated for 
f hour after sample was fully dry by 
a special ventilfiiion devicej . 

- 

- 

- 

- 

- 

- 


♦ The Mine results were obUined for barley and pea plants. Samples Noa. 33, 34,37,38, and for wheat. 


Sample No. 30. 
t Referenoe, Fig. 4. 
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Practically all the various nitrogen methods contain sources of experi¬ 
mental error; attention to detail is essential to accurate determination. 
For this reason it is well to mention certain additional details of manipu¬ 
lation that have been found of value. 

Certain grades of rubber tubing become sources of error when used to 
connect the condenser bulb with the block tin condenser tube of the 
distillation apparatus. When distillation is conducted through such con¬ 
nections the standard acid samples containing the distillates are more or 
less milky with extracted sulfides and the calculated nitrogen content is 
low. When such rubber tubing is subjected to repeated extractions with 
boiling 0.1 AT sodium hydroxide, it will be found that a yellow-green 
sodium-sulfide mixture is obtained each time. It is recommended that 
only that rubber tubing be used which, when extracted for 30 minutes 
with boiling 0.1 sodium hydroxide, does not yield a yellow-green mix¬ 
ture except during the first extraction. 

In the presence of organic matter, the tendency of the digesting mix¬ 
ture to foam and spew out presents an irritating problem. This loss by 
foaming has been entirely overcome in this laboratory by allowing the 
acid to disintegrate thoroughly the solid portions of organic matter, 
without heat, over an approximate 12 hour period. It is advisable to 
redistribute the acid by occasional shaking. It is necessary to stopper 
the fiasks tightly to prevent the absorption of ammonia fumes. The 
practice has been to add the acid and allow the mixture to stand over¬ 
night. Of all the determinations that have been made when this method 
was followed, not one has been lost because of foaming. 

In order to determine the correct amount of alkali to use in distilla¬ 
tion, the following test is of value: When ready to distil, add 2 drops 
of pbenolphthalein indicator and then add the paraffin, sodium hydroxide, 
and zinc. After the flask is connected to the distillation apparatus and 
the flame is adjusted, shake the flask vigorously; if the correct amount 
of alkali has been added the pink color of the indicator will flash through 
the solution for 1 to 2 seconds and disappear. If the pink color lasts for 
more than 2 seconds, it is advisable to add more alkali; if the color 
disappears in less than 1 second, a useless excess of alkali is present. 
Once adjusted the amount of alkali remains practically constant so long 
as the amount of acid used in digestion is not varied. 

The processes of evaporation under vacuum and digestion may be 
facilitated by adding a few small angular pieces of broken Pyrex glass. 
Such pieces may be used over and over again. 

DISCUSSION. 

In the determination of any form of nitrogen it would seem logical, 
first to obtain a method that is accurate for the determination of total 
nitrogen. The salicylic-thiosulfate method, official for fertilizers, is not 
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accurate when applied to most biological materials in the presence of 
water. It is considered that the inaccuracies of this method when used 
for such materials have been overcome by the modifications presented 
in this report. The data previously mentioned and reported in the 
Annals of the Missouri Botanical Gardens and the data reported in this 
paper are offered in support of the accuracy of this modified method. 
The various steps in the procedure recommended for this method have 
been tested separately, and the limits of the processes involved have been 
determined. The results obtained do not warrant any alterations in the 
procedure as given. Certain qualifying conditions must 1 k^. recognized, 
however: (1) Some samples must be adjusted to neutrality prior to 
evaporation, while other samples require no such adjustment. (2) Some 
samples must be carefully evaporated just to dryness, and other samples 
may be roughly evaporated to ash dryness without a loss of nitrogen. 
The particular chemical or physical complexes responsible for these 
differences are not known. (3) In the distillation process paraffin may 
be omitted in some cases, but it must be present in others to prevent 
foaming. 

In just which cases it is safe to take advantage of these qualifying 
conditions in order to simplify any step in the procedure, must l>e decided 
by the individual investigator using the method. Inasmuch as these 
factors are essential to the accurate determination of total nitrogen in 
some samples they cannot be omitted from the general procedure recom¬ 
mended. 

The above considerations lead directly to a consideration of the im¬ 
portance of the qualitative te^ts. Without some such tests it is impos¬ 
sible to control, accurately, the various factors involved in the quanti¬ 
tative determination of nitrogen by any of the acid digestion methods, 
impossible to know definitely that there has or has not been a loss of 
nitrogen in the process, and very difficult to locate any source of error 
that might exist. It is strongly recommended that suitable qualitative 
tests be considered as an integral part of nitrogen determination methods 
whenever it is at all feasible to use them. One or two examples, of many 
that could be quoted, may be given to illustrate the value of this sugges¬ 
tion: (1) Certain of the factors contributing to the inaccuracies of 
methods investigated by Mitscherlich and Herz^ could have been defi¬ 
nitely loc',ated and corrected in this manner. (2) Had such tests been 
used Strowd^ using samples containing plant materials plus nitrate- 
nitrogen in solution, probably would have detected the inaccuracy of 
the “K jeldahl method modified to include nitrate” under such conditions. 
(3) The use of such qualitative tests would have deterred Gallagher^ 


1 Landw. Jahrb., 1909. 38: 279. 
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from his theoretical denunciation of the principle of reduction of nitrates 
in acid medium. (4) The data given in this report show many instances 
in which unreliable results would have been obtained had not the quan¬ 
titative data been checked with qualitative tests on the procedure used. 
It is fortunate, indeed, that the various methods for the determination 
of nitrogen are so well adapted to the use of qualitative control tests for 
the loss of nitrogen. It is unfortunate that they are so seldom used. 

The procedure recimimended for the proposed modified method is 
based on certain considerations of the chemical reactions involved. 
These reactions, so far as the nitrate-nitrogen is concerned, may be con¬ 
sidered to take place somewhat as follows: 


( 1 ) 


Acooh 


u 



+ 


N 

1 

OH 



+ HHDg 
COOH 

+ HOH 

NO, 





2H0H 



(5) 


(NHOs SO, + 2 NaOH - Na* SO. + 2 NH. OH. 
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Equation (3) is hastened by the addition of sodium thiosulfate, the 
nitro-salicylic-acid molecule being reduced (through the nitroso and 
hydroxylamine derivatives) to the amino compound. Ammonium sul¬ 
fate may be formed by the reactions of equation (4), due to the ac^tion 
of sulfuric acid on the amino compound of equation (3). Other forms 
of organic nitrogen are reduced according to the reactions in the ordinary 
Kjeldahl process and will not be discussed here. 

The role of sulfuric acid in the digesting mixture is three-fold: 

(a) Formation of nitric acid from the nitrates present. 

(b) Formation of ammonium sulfate from the amino-salicylic 

acid molecule. 

(c) Dehydrating agent for the absorption of the 3 molecules of 

water formed by the reactions of equations ( 1 ) and ( 2 ), 
thus permitting these reactions to pr(K‘eed to completion 
to the right. 

From equation ( 2 ) it is evident that nitric acid is responsible for the 
nitrification of the salicylic acid molecule. The nitric acid is obtained 
from the nitrates present in the sample, as shown by equation ( 1 ). If 
water is present in the sample bcang determined, it is probable that the 
nitric acid will be diluted bfdow the point at which it can quantitatively 
nitrify the salicylic acid molecule. If tliis condition prevails, the unstable 
nitric acid molecule will decomposi*, and loss of nitrogen dioxide gas 
will occur: 

( 6 ) 4 HNO 3 - 2 H 2 O + 4 NO 2 + O 2 . 

In fact, in many cases when even small amounts of water are present, 
visibh* amounts of nitrogen-dioxide fumes may be given off. 

Furthermore, for every molecule of ammonium sulfate formed during 
the process of reduction, six molecules of water are produced. Again, 
if water is present in the sample being determined, it is probable that 
the sulfuric acid will be diluted to the point where it can no longer 
function as a dehydrating agent as required by equations ( 1 ) and ( 2 ). 

SUMMARY. 

A modification of the salicylic-thiasulfate method suitable for the 
determination of total nitrogen in such materials as plants, plant nutri¬ 
tive solution, and soil extracts is given. 

Results showing the accuracy of the proposed method when tested in 
many ways and for a wide variety of samples are reported. 

Certain details of manipulation and procedure are discussed, and 
their influences on the accuracy of methods for nitrogen determination 
are demonstrated. 

The value of suitable accurate qualitative tests for the loss of nitrogen, 
as an integral part of quantitative methods for the determination of 
nitrogen, is demonstrated, discussed, and recommended. 
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SOME INACCURACIES OF THE DEVARDA METHOD WHEN 
APPLIED TO PLANT MATERIALS. 

By Emery R. Ranker (Bureau of Plant Industry, United States De¬ 
partment of Agriculture, Washington, D. C.). 

A review of the literature discloses the fact that with many plant 
research workers it is a common practice to estimate nitrate nitrogen 
by the Devarda method. No doubt the inclusion of this method in the 
1925 edition of methods^ will encourage its wider adoption for analyzing 
plant materials. For the estimation of nitrogen in nitrate salts it is 
very accurate. When applied to plant materials, however, the accuracy 
of the method, generally assumed, is seldom satisfactorily demonstrated 
under the given conditions. This is unfortunate because such applica¬ 
tion tends to bring into disrepute a method that is well suited for rapid 
work under certain conditions. At the Kansas City meetings of the 
American Association for the Advancement of Science it was stated by 
a plant chemist that data had been obtained indicating that approxi¬ 
mately 75 per cent of the nitrogen content of tomato leaves was nitrate 
nitrogen. The Devarda method had been used in this connection, and 
if the data referred to be correct it will be necessary to change some of 
the generally accepted ideas regarding plant physiology and nitrogen 
metabolism. Furthermore, when this method is used on plant materials 
any nitrite or ammonia nitrogen present will be included in the deter¬ 
mination, although it is known that this content of most plant materials 
is very low. Because of these considerations the rather preliminary 
investigation reported in this paper was undertaken. 

MATERIALS AND METHODS. 

From a wide variety of materials, the following were selected as being 
suitable for this study: 


1. Aspergillus niger 

(whole cultures inciuding residual 
solutions) 

2. Fus<irium eulmorum 

(whole cultures including residual 
solutions) 

3. Aspergillus niger 

(residual solution only) 

4. Fusarium eulmorum 

(residual solution only) 


These organisms were cultured in 25 cc. of 
Pfeffer’s solution to which 1 per cent 
glucose had been added. Cultures were 
grown until a vigorous heavy mat had 
formed and until all nitrate nitrogen 
had been used. The entire contents of 
1 flask constituted 1 sample. 


Cultured in 1(X) cc. of nutrient solution as 
above; samples consisted of residual 
solution only. 


* Mtihodt ni <4. O. A, C., 1925. 12. 
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10. Algae mixture, mostly Spirogyra 

(water extract) 

11. Tomato fruits, ripe 

(water extract) 

24. Mushroom compost, KNO| 

25. Aspergillus niger^ KNO* 

26. Fusarium calmorum, KNOi 

52. Alanine, KNO* 

53. Asparagine, KNO* 

54. Sugar cane, KNO* 

55. Urea (2.1 grams per liter) 

57. Sugar cane 

58. Sugar cane, pulp residue 

59. Mushroom compost 

(water extract) 

61. Sugeur beet, pulp residue 

02. Sugar beet (third water extract) 

63. Aioiohacier Beijerinck 

(filtrate from cultures) 

64. Urea, KNO* 

67. Glycine (5.0 grams per liter) 

70. Uric acid (5.0 grams per liter) 

71. Takadiastase (7.5 grams per liter) 

72. Pea seed 


74, KNOi solution 


One volume fruit and 1 volume water; 
extracted hot for 30 minutes. 

Extracted as for No. 11, to the extract of 
which an equal volume of No. 74 was 
added. 

One volume No. 3 plus 1 volume No. 74. 

One volume No. 4 plus 1 volume No. 74. 

One volume alanine solution (1.277 grams 
per liter) plus 1 volume No. 74. 

One volume asparagine solution (0.873 
grams per liter) plus 1 volume No. 74. 

Prepared same as No. 24. 


Prepeired same as No. 11. 

Residue after extraction. 

One kg. dry material plus 1 liter water; 
stirred rapidly 4 hours; filtered. 

Residue after extraction. 

Prepared same as No. 11. 

Cultured in Fred’s mannite solution; 
filtered hot, after growth. 

One volume No. 55 plus 1 volume No. 74. 


These seeds (Gradus variety) were germi¬ 
nated 5 days; mashed in a mortar to 
a fine pulp in 5 times their weight (dry 
weight) of water. 

This solution contained 1.443 grams of 
, KNO* per liter; by analysis, 25 cc. con¬ 
tained sufficient nitrogen to neutralize 
17.1 =*=0.005 cc. of 0.02 N HCl. All the 
above samples, to which nitrogen was 
added, rec’eived 25 cc. of this solution 
per sample analyzed. 
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In selecting the above materials, with the exception of No. 74, it was 
necessary that they met certain specifications, namely: 

(a) Freedom from nitrates or nitrites as shown by a negative di- 
phenylamine test. 

(b) Freedom from ammonia, as rendered ammonia-free, or demon¬ 
strated to be ammonia-free, by one of the three following procedures: 

1. Previous alkaline distillation. The ammonia was caught in standard acid, the 
amount determined by titration. When this procedure was used the Devarda distilla¬ 
tion was continued on tlie same sample and in the S€une flasks. This procedure was 
followed in 90 per cent of the cases. 

2. Open boiling with dilute alkali for 20 minutes. 

3. Negative test for ammonia with Nessler’s reagent. 

(An exception is noticed in Sample No. 72, which contained a trace of ammonia, 
probably due to amidase activity in the germination proc'ess.) 


The exact procedure for the Devarda method used is as follows: 


Place the sample in an 800 cc. Kjeldahl flask and add 1.0 gram of Devarda alloy for 
every 60-70 mg. of nitrate nitrogen present. (The reduction limit of 1.0 gram of alloy 
is approximately 70 mg. of nitrogen in the form of nitrate nitrogen.) Then add a small 
piece of paraffin, make up to a total volume of 150 cc., add 6 cc. of 10 per cent sodium 
hydroxide, connect to the distillation apparatus, and distil into standard acid at slow 
boiling for 1 hour. Titrate the standard acid to neutrality, using methyl red indicator, 
and calculate the nitrogen present. 


Fiftieth normal acid and alkali were used in all titrations and were 
standardized against benzoic acid obtained from the U. S. Bureau of 
Standards (Sample No. 39B). The normality factors were redetermined 
frequently to avoid possible error from this source. Methyl red was 
used as the indicator, and all titrations were carried to the comph'te 
disappearance of any red tinge. 

AH probable errors reported in this paper were calculated according 
to the following formula: 



0.6745(r\ 


Because the nature of the experiment demanded that the biological 
materials analyzed be free from nitrates, nitrites, and ammonia, none 
of the leaf-tissue material tested could be included. The data given are 
reported in terms of cc. 0.02 N hydrochloric acid neutralized. The 
difference between the two middle columns in Table 1 (Nitrate nitrogen 
present, and “Nitrate nitrogen” found) indicates what might be con¬ 
strued, erroneously, to be nitrate nitrogen in 15 out of the 24 samples 
analyzed. Previous clearing of the plant extracts did not appreciably 
affect these results. 

Among plant chemists it is a common practice to submit the samples 
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EXPERIMENTAL. 

The data obtained from the analyses are given in Table 1. 

Table 1. 

Non-specijicity of Die Devarda method for the determination of nitrate nitrogen only in 
various samples and especially in samples of biological materials 

(Data given as cc 0 02 TV IICl neutralized by ammonia content of distillate ) 


1 

NO 

1 

OBSCnlPTlON OP HAMei>K 

NITRATK NTITROGEN 
PnBSBNT IN 
SAMPLE 

“nitrate mtbo- 
oen” found by 

DEVARDA 

DISTILLATION 

1 

NO. OF 
TRIALS 

m 

Azolobacter lieijerinck, filtrate 

none 

none 

12 

1 

Aspergillus niger, whole culture . . . 

none 

1.2 =*= 0.02 

5 

2 

Fusarinm culniorurn, whole culture . . 

none 

none 

5 

3 

Aspergillus niger, residual solution 

none 

1.4 =*= O.OS 

6 

4 

Fusarium culmorum, residual solution . 

none 

negligible 

6 

25 

Aspergillus niger, KNOa solution. 

17.1 * 0.01 

17.1 ^ 0.08 

3 

20 

Fusarium culmorum, KNOs solution. 

17.1 0.01 

17 1 0.06 

: 3 

10 

Algae mixture, water extract. . . 

none 

negligible 

5 

54 

Sugar cane, KNOi, solution 

17.1 0.01 

27.8 1.08 

3 

57 

Sugar cmne, water extract 

none 

16.4 0.07 

6 

58 

Sugar cAiie, residue, pulp 

none 

negligible 

6 

01 

Sugar beet, residue, pulp. 

none 

3.1 0.04 

3 

02 

Sugar l>eet, third extract. 

none 

negligible 

3 

72 

Pea seed germinated 5 days (mashed to 
fine pulp in water)... 

none 

25.2 ^ 0.59 

i 

24 

Mushroom compost, KNO 3 , solution 

17.1 0.01 

18.2 ^ 0.23 

3 

59 

Mushroom compost, water extract ,. 

none 

1.9 0.32 

6 

11 

! Tomato fruits, water extract . 

none 

3.1 * 0.13 

11 

52 

Alanine, KNOi, solution. 

17.1 0.01 

17.1 =*= 0.10 

5 

53 

Asparagine, KNO*, solution. 

17.1 =*= 0.01 

18.7 0.00 

5 

67 

Glycine, solution. 

none 

29.9 =*= 0.23 

3 

71 

Takadiastase, solution 

none 

0.5 0.23 

3 

70 

Uric acid, solution . 

none 

0.4 0.15 

3 

56 

Urea, solution. 

none 

14.6 0.73 

6 

64 

Urea, KNOi, solution . 

17.1 ^ 0.01 

38,0 ^ 0.92 

6 
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to a preliminary alkaline distillation without Devarda alloy. Whether 
or not this is done, the plant nitrogen determined by the Devarda method 
is quite uniformly tabulated under the heading “nitrate nitrogen . This 
is a misnomer and leads to misconceptions. If there be a significant 
correlation between such a nitrogen fraction and the physiological 
activity of plants, then it is suggested that the term “Devarda nitrogen 
or “nitrogen by Devarda method” be used instead of the usual term 
^nitrate nitrogen”. 



CONTRIBUTED PAPERS. 

thp: estimation of terpin hydrate in terpin 

HYDRATE ELIXIR. 

By A. G. Murray (Bureau of Chemistry, li. S. Departmonl of A^tIcuI* 
ture, Washington, D. C.). 

Having had occasion to examine a sample of terpin hydrate elixir and 
failing to find in the literature readily available any suitable method 
for the estimation of terpin hydrate, the writer decided it was necessary 
to devise a method. 

It was known that terpin hydrate sublimes at about 100°G and that 
it is volatile with steam. In order to ascertain the conditions under 
which a solvent could be most satisfactorily removed the following 
experiment was carried out: 

A solution of 0.8715 gram of terpin hydrate in sufficient alcohol to 
make 50 cc. was prepared. Ten cc. aliquots of this solution, containing 
0.1745 gram of terpin hydrate, were evaporated in different ways in 
weighed beakers. The weights of residues obtained were as follows: 



WEIGHT OF THE 
RKHinUE 

BRBOR 


gram 

per cent 

Iwaporation on steam bath with aid of a gentie blast 

o.irm 

-10.3 

Evaporation with aid of a gentle blast, without heat 

0.1756 

0.8 

Evaporation in vacmo without heat 

0.1756 

■f 0.8 

SjKintaneous evaporation 

0.1747 

-h 0.3 


It was evident from the results that heat should not be used in evapo¬ 
rating the solvent. Because use of the blast without heat resulted in a 
rapid evaporation at a low teinpiTature it was the method used in all 
subsequent (experiments. 

Terpin hydrate should not be dried in a desiccator. The li. S. Pharma- 
txipeia states that it is “efflorescent in dry air”, and it was found by 
<'Xt)eriraent that the loss on drying in a desiccator overnight is quite 
considerable. Doubtless in a very dry climate the method of estimation 
herein described would not he applicable. 

For the purpose of extracting terpin hydrate from the elixir it is 
desirable to use an immiscible solvent in wliich it is freely soluble. With 
regard to the solubility of terpin hydrate the Pharmacopeia states that 
1 gram is soluble in about 200 cc. of water, 13 cc. of alcohol, 135 cc. 
of chloroform, and 140 cc. of ether at 25°C. The solubility data given 
in Squire’s Companion to the British Pharmacopeia (I9th ed.) are as 
follows: “1 in 200 of water; 1 in 14 of alcohol (90%); 1 in 45 of alcohol 
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(609? )”- Wallach' slates that terpin hydrate is almost entirely insoluble 
in petroleum ether, but L. E. Warren* finds that it is slightly but appre¬ 
ciably soluble in petroleum ether. 

Since the solubility in ether or chloroform is only slightly greater than 
in water, quantitative extraction with one of these solvents would proba¬ 
bly require long continued treatment. This conclusion is apparently 
confirmed by Kay and Perkin* in a description of the synthesis of terpin, 
in which they speak of saturating the aqueous solution with ammonium 
sulfate and extracting “at least twenty times, with large quantities of 
ether on the shaking machine”. 

It was thought that possibly acetone, which has a limited miscibility 
with water saturated with salt, might prove a suitable solvent. The 
attempt to use acetone was finally abandoned, but some of the observa¬ 
tions made may be recorded. It was found by experiment that 1 gram 
of terpin hydrate dissolves in about 27 cc. of acetone at room tempera¬ 
ture (25°C.). Terpin hydrate was not precipitated from this saturated 
solution in acetone by dilution with chloroform. It was found easily 
possible to extract terpin hydrate from the elixir by diluting with water, 
saturating with salt, and shaking out with a mixture of acetone and 
chloroform or ether, but the solvents extracted also some glycerin and 
sodium chloride unless the proportion of acetone in the solvent was 
reduced to such an extent that it no longer possessed any advantage 
over alcohol. 

In the following method, which was found to yield the most satisfac¬ 
tory results, it will be noted that no account is taken of the essential 
oil that the official elixir contains, as the error occasioned by it is too 
small to be significant. If< however, it is desired to avoid the presence 
of the volatile oil in the residue it can be readily removed by a single 
preliminary extraction with a small volume of petroleum ether. The 
method is as follows: 

Dissolve 20 grains of common salt in 100 cc. of water, or if more fxmvenicnt add 
one volume of water to three volumes of a saturated aqueous salt solution. To a con¬ 
venient measured volume of the sample of elixir add the prepared salt solution until 
the alcohol content is reduced to about 10 or 15 per cent by volume. Shake out with 
four portions, one-fourth volume each, of chloroform containing 5-7 per cent alcohol 
by volume. Wash each portion of the solvent successively through 5 cc. of the prepared 
salt solution. Filter through a pledget of purified cotton into a tared })eaker or small 
crystallizing dLsh, finally rinsing the cotton and the tip of the funnel with a little alcohol. 
Evaporate with the aid of a blast and without the application of heat. Wipe off any 
moisture that may have collected on the outside of the dish and allow to stand fifteen 
minutes before weighing. 

When 10 cc. of a sample of terpin hydrate elixir, prepared in accordance 
with the formula of the National Formulary with the omission of the 

* Ann., 1885 aW: 249. 

^Private oommunioation. 

»J. Chan. Soc. Traru., 1907, W, I; 372. 
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essential oils, was assayed by the proposed method, il yielded 0.1764 
gram of terpin hydrate instead of 0.1750 gram, an error of +0.8 per cent. 

While the method was devised primarily for the assay of terpin hydrate 
elixir it may perhaps be adapted to any preparation of this drug that 
does not contain other ingredients extractable by the immiscible solvent 
used or that can be freed from interfering substances without loss of 
terpin hydrate. 

THE DETERMINATION OF CASEIN IN MILK BY AN 
APPROXIMATELY ISO-ELECTRIC PRECIPITATION. 

By Henry C. Waterman^ (Food Control Laboratory, Bureau of Chem¬ 
istry, U. S. Department of Agriculture, Washington, D. C.). 

A discussion of the desirability of approximating the iso-electric point 
in the quantitative precipitation of casein from milk together with an 
outline of a possible method has been published by the writer of this 
paper*. A further study of milk protein precipitation, however, has sug¬ 
gested a method shorter than that previously outlined and also more 
accurate with regard to pH adjustment. The revised method is given 
here as it was developed. 

FIXED VOLUME PRECIPIT.ATION. 

When equal volumes of various milks are treated with a fixed volume 
of an acid having physical properties optimal for buffering at the desired 
pH value, a close agreement among the pH values of filtrates is not 
obtained. Buffering salts are formed, but they are formed from milk 
constituents that vary not only in total, but in relative quantity. It 
was to overcome this irregularity that the titration procedureh specifying 
a diluted highly ionized acid to minimize the buffer action and an indi¬ 
cator for the determination of the correct end point, was formerly sug¬ 
gested. 

It was found, however, that fixed volume precipitation with adjust¬ 
ment by buffer action could be made simpler, more accurate, and more 
rapid than the titration-controlled precipitation. Instead of permitting 
the buffer-forming acid to produce indeterminate mixtures of salts from 
the varying constituents of the milks, the acid is combined in the reagent 
itself with a definite, adjusted concentration of one of its alkali salts to 
form a buffer mixture of rather high total concentration. A fixed volume 
of such a reagent precipitates casein from fresh milks within the quite 
satisfactory variation range of about 0.04 pH, and this range may be 
placed yery near the iso-electric point. 

* Th« writer dmiroa to expr«M hw gratiUide to th« Leeds and Northrup Co., Philadelphia, whose loan 
of tho QOoeMary piitontiometric apparatus made il poasible to perform the preliminary experimente and 
to obtain the data of Table 1 at the Exhibit Laboratory of the Bureau of Chemistry at the Sesquioentenniai 
International Exposition, Philadelphia. 1026. 

> Thii Joamal, 1026, f: 246. 
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The gain in rapidity and convenience is evident. A less obvious ad¬ 
vantage lies in the fact that the reagent need have but little higher active 
acidity than is required in the actual precipitation. Strong local over- 
acidification in adding the prec^ipitant, which tends to an irreversible 
precipitation (denaturation) of some non-casein milk protein, is thus 
rendered impossible. The pH of the precipitant here proposed, for 
example, is only 0.12 to 0.15 pH below the precipitation pH value. 
Finally, the volume of the buffer precipitant required for a given volume 
of milk is much larger than is that of the single acid. This makes 
measurement of the precipitant easier and more accurate; and, as shown 
by the starred figures in the last column of Table 3, the nature of the 
proposed reagent also renders very accurate measurement unnecessary. 

SELECTION OF pH VALUE FOR THE PRECIPITATION. 

A number of somewhat variant figures have been given as the iso¬ 
electric point of casein. The recently published figure (pH 4.85) of 
Csonka, Murphy, and Jones^ seemed applicable since it represents the 
point of least solubility of casein in buffer mixtures. Rona and Michaelis^ 
place the value at pH 4.74, however; and, according to the first named 
authors, some still lower values, about pH 4.6, are also to be found in 
the literature. 

Preliminary experiments were made at pH 4.85. It was found, how¬ 
ever, that at this pH value some of the protein was precipitated in a finely 
divided condition inconvenient for filtration. As a slightly lower pi I 
value seemed likely to improve filtrability, an approximation of the figure^ 
(pH 4.7) used by Bleyer and Kallmann^ in a recent and elaborate study 
of the nitrogenous constituents of milk was attempted. Extreme sim¬ 
plicity of procedure in making up the reagent was also considered im¬ 
portant, however, and in securing this an average precipitation pH of 
4.73, almost identical with the iso-electric point according to Rona and 
Michaelis, above cited, was obtained. The agglomeration of the pre¬ 
cipitate was as satisfactory as could be expected in a mixture so near 
in pH value to the iso-electric point of the protein. 

THE PRECIPITANT. 

Maximum buffer effect at a given pH requires an acid having an 
ionization exponent (pKa) numerically very nearly equal to the given 
pH, with an appropriate admixture of one of its alkali salts^. Equation 
of pH to pKa does not occur precisely at the mid-point of the titration 
curve, but the approximation is ample for the present purpose. To make 

* X Am, Cham. Si>c., 1926, iS: 763. 

« Bioeham. Z., 1910, 26: 103. 

*Ibid., 1024, 153: 459. 

* Claric, W. M. The Determination of Hy'irogen Iona, 2nd ej., p. 25. Baltimo.’e, WiIHmm & Wittc.ina 
Co., 1925. Hoher, Rudolf Phyaikaliache Chemic der ZeUe um der Oewii^, 6tli «d. (r«v.), p. 100. 
l.ieipi;ij^% Wilh Engelmann, 1926. 
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a buffer precipitant for casein, then, an acid of pKg 4.7 was needed. 
Acetic acid has exactly this value. Experiment, therefore, was confined 
to mixtures of acetic acid and sodium acetate. The very simply pre¬ 
pared equimolecular mixture was found satisfactory; under the condi¬ 
tions prescribed in the proposed method, it gave closely concordant ad¬ 
justments (Tables 1 and 3). This mixture also possesses the advantage 
of a well established pH value, having been studied by Michaelis^ and 
by Walpole^, both of whom used it as a checking standard for electro¬ 
metric apparatus, and regarded its electrode potential as reproducible 
with great accuracy. 

DETKHMINATION OF THE PHECIPITATED NlTHOtiEN. 

("asein cannot l)e washed with water, as directed in the official methods^ 
of the \ssociation of Offic ial Agricultural Chemists, without losing much 
of the effect of an> pH adjustment made in its precipitation. An ad¬ 
justed w^ashing solution would add undesirable c-omplication; and the 
lime recpiired for a thorough washing of a protcnn precipitate was re¬ 
garded as prohibitory. The precipitated nitrogen was then^fore deter- 
mine^d as the diffiTcnce Ix'tweem total milk nitrogem and nonprecipitable 
nitrogen. These two nitrogen determinations required no more time than 
did single* deteu'minations, on precipitate with filter paper, in the oflie ial 
casedn methods. The* washing required in the official method is tedious, 
particularly toward the end, and the filter paper greatly delays clearing 
in Kjeldahl dige'stion, c*ausing troublesome frothing and (charring. In 
the proposf'd method, the nitrogen samples of both the milk and the* 
e*asein-fre'e filtrate clear rapidly and without foaming. 

TIME HEQIIIHEMENT. OFFICIAL vs. PROPOSED METHOD. 

The proyiosed method is Idieved the shorter and more convenient 
prcKcdure. The writer e'ompletes analyses by the* proposed method in 
from 1 to U hours less time than by Official Method I. 

PROPOSED METHOD. 

REAGENT. 

Pipt*t 250 cc. of norniHl acid into a KKK) rc. flask. Add 125 C(‘. of normal, 

CRrl>on-<iioxide-fr('c sodium hydroxide. Make up to l(XK) <<*. with carlxm-dioxide-fret^ 
distilled water and mix thoroughly. 

DETKRMIN ATI ON. 

Piped 20 ('C. of the samph* into a 1(X) ce. flask. Add 50 e c. of the re^agt'nt, mix, mak(‘ 
up to \oluine witli divStiiled wati*T, and shake well. St*t llie ilask in hot water (50'’-00°C., 
noi OTfr 60°C ) and let stand 15 minutes. Cexil to room temperature* and filter. Use a 
double folded paper, rcituming the filtrate once or twiere to the filter; then filter once 

* Di© Waii»or8taflRori«iikoiw«ntration, Berlin, 19H. 

» J. CVm. Soe., 19U, i05: 2501, 2521 

^Methods af Anaiytii, A. O. A. C , 1925. 260. 
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through a hardened paper. Determine nitrogen (A) in 50 cc. of the clear filtrate, and 
determine total nitrogen (B) in 10 cc. of the milk. 6.38 X (B — A) ■■ casein in 10 cc. 
of|the milk. Report grams of casein per 100 cc. of milk, or divide the grams per 100 cc. 
by the density of the milk, and report as percentage by weight. 

SUMMARY. 

A method is proposed for the determination of casein in milk, wherein 
a buflFer mixture, used as the precipitant, controls the pH of precipitation 

Tabub 1. 


PrtcipiUUion pH values with various samples by proposed method for easein in milk. 


SAlfPlJS NO. 

MILK aAMPLB 

PUCinTAMT 

PMBCinTATION pH VALVB 

pH Value 

Volume 

Taken 

pH Value 

Volume 

Taken 

pH FQtrate 
From Casein 

Measurement 

Temperature 



1 

ce. \ 


ee. 


®C. 

6 

Fresh 

6.62 

20.0 

4.61 

50.0 

4.73 

19 

6-a 

Fresh 

6.66 

20.0 

! 

4.61 

50.0 

4.73 

20 

6-b 

Stale, but 
not curdled 

5.86 

20.0 

4.61 

60.0 

4.69 

18 

6-b 

Stale, but 
not curdled 

5.86 

20.0 

4.61 

50.0 

4.68 

18 

7-a 

Fresh 

6.70 

20.0 

4.61 

60.0 

4.73 

22 

7-a 

Fresh 

6.70 

20.0 

4.61 

60.0 

4.73 

22 

7-b 

Stale, sour 
odor, but 
not curdled 

5.39 

20.0 

4.61 

50.0 

4.68 

1 

21 

7.b 

Stale, sour 
odor, but 
notfcurdled 

5.39 

20.0 

4,61 

50.0 

4.68 

21 

8 

Fresh 

6.73 

20.0 

4.61 

50.0 

4.74 

22 

8 

Fresh 

6.73 

20.0 

4.61 

60.0 

4.74 

1 

22 

10 

Fresh 

6.65 

20.0 

4.61 

t 

50.0 

4.76 

19 

10 

Fresh 

6.65 

20.0 

4.61 

50.0 

4.76 

19 


Maximum 
Difference 
1.34 pH unit 


Maximum 
Difference 
0.07 pH unit 
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within a range of about 0.04 for fresh milk samples. Precipitation is 
made at very nearly the iso-electric point of casein. Casein nitrogen is 
determined as the difference between total milk nitrogen and nonpre- 
cipitable nitrogen, the necessity for attempting to wash casein precipi¬ 
tates quantitatively being thereby avoided. The results quoted are 
more consistent than those obtained in parallel trials in which Official 
Method I of the Association of Official Agricultural Chemists was used. 
Data are submitted showing that by the Official Method casein is pre¬ 
cipitated at varying pH values much lower than the iso-electric point 
of the protein. 

Table 2. 


Precipitation pH values wiih various samples by Official Method / for casein in milk. 
(Volume taken: 10 cc ; precipitant: 1 5 oc. 1 + 9 acetic acid ) 


lflX.K BA MPLS 

PRBCIPITATION pH VALUE 

No. 

pH Value 

pH Filtrate 
from Casein 

Measurement 

Temperature 

“C. 

9 

6.72 

4.13 

20 

9 

6.72 

4.13 

20 

10 

6.65 

4.20 

18 

10 

6.65 

4.21 

18 

11-b 

Slightly stale 

6.34 

4.09 

26 

11-b 

Slightly stale 

6.34 

4.14 

26 


Table 3. 

Analytical results for casein in milk by official and proposed methods. 


MAMPI.B 

pH 

OmCIAL MBTHOD 

PBOPOSBD 

MBTHOD 

NO. 

V^ue 

Casein 

(gram/ 100 oc.) 

pH Value 
Filtrate 

Casern 

(gram/100 oc ) 

pH Value 
Filtrate 

12 

6.63 

2.70 

4.15 

2.64 

4.74 

12 

i 6.63 

2.64 

4.16 

2.64 

4.73* 

12 

6.63 

2.64 

4.15 

2.68 

4.74 

12 

6.63 

2.41 

4.15 

2.62 

4.75* 



Average 2.60 


Average 2.65 


12 

6.63 

Max. Diff. 0.29 

Average 4.15 

Max. Diff. 0.06 

Average 4.74 

13 

6.67 i 

3.23 

4.31 • 

2.87 

4.77 

13 

6.67 

2.92 

4.20* 

2.94 

4.77 

13 

6.67 

2.96 

4.22* 

2.92 

4 77 



Average 3.04 


Average 2.9t 


13 

6.67 

Max. Diff. 0.31 

Average 4.24 

Max. Diff. 0.07 

Average 4.77 


* Predipitajat measured frcan graduated cylinder of smallest sufficient capacity. Figures not starred 
r e p res en t pipet measurement of precipitant. 
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APPLICATION OF THE STAHRE REACTION TO THE ACCU¬ 
RATE DETERMINATION OF CITRIC ACID. 

By B. G. Hartmann and F. Hillig (Food Control Laboratory, Bureau 
of Chemistry, U. S. Department of Agriculture, Washington, D. C.). 

The Stahre reaction^ for the qualitative determination of citric acid as 
pentabromacetone^ has been studied by a number of investigators. 
Wohlk^, after a close study, concluded “that the reaction is not quanti¬ 
tative; that the dilution, the temperature and the quantity of bromine 
are determining factors for quantitative recoveries of pentabromacetone”. 
Kunz^ demonstrated that by substituting potassium bromide for bromine 
water, the reaction could be utilized for the quantitative determination 
of the acid. He also showed that tartaric and malic acids do not inter¬ 
fere with the determination. Dunbar and Lepper^ made a collaborative 
study of this method for the determination of citric acid and found that 
with large quantities of acid the Kunz prixjedure gave acceptable results. 
No work is reported on small quantities of the acid. It was upon the 
recommendation of Dunbar and Lepper that the method was adopted 
by the Association of Official Agricultural Chemists® as a tentative 
method for the determination of citric acid in fruit products. 

Analysts have experienced some difficulty with the determination, 
particularly when the quantity of citric acid present in the aliquot under 
examination was small, and this condition has been recognized in the 
text of the tentative method inasmuch as a minimum acid content of 
50 mg. is specified. 

D. H. Tilden and H. J. Wichmann’ reported a series of results obtained 
by the tentative method on varying quantities of citric acid in aqueous 
solution. They presented data showing that the loss of citric acid varies 
almost directly with the dilutions, and also that a quantity less than 
100 mg. in the aliquot under examination yields unsatisfactory results. 

The poor results obtained, it is believed, are attributable to the fact 
that the conditions for the formation of pentabromacetone and the 
manner of collecting and washing the precipitate are not definitely con¬ 
trolled, and not to any fault of the principles of the reaction itself. 
Furthermore, the text regarding the oxidation with potassium permanga¬ 
nate is rather ambiguous. 

Pentabromacetone is a well-defined crystallizable compound with a 
melting point of 73°C. It is readily soluble in alcohol and ether but only 
sparingly soluble in dilute sulfuric acid. Because of its relatively low 

1 ThiB well-4nown r<%acttcn} comprises the oxidatioxi of citric acid into acetone and the substitution of 
bromine by means of bromine water to form pentabromacetone. 

* Nord. Farm. Tidskrifl.. 1896, 2: 141. 

* Z. anal Ckem., 1902, 41 ; 77. 

* Arch. Chem. Mikrosk., 1914, 7: 286. 

* Thi» Journal, 1920, $: 402. 

* Mclhodt Analytic, A. O. A. €., 1925, 215 

' Unpublished report of the U. S. Food and Drug lnai>ectton Station, San Frandseo, Calif. 
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melting point, it tends to separate during the bromination-oxidation 
procedure as oil, which, unless it is thoroughly chilled, crystallizes only 
with difficulty. Obviously, failure to crystallize the oil formed will 
result in a loss. It is necessary to guard against loss during drying 
because pentabromacetone is volatile at room temperature. The method 
prescribes drying in vacuo over sulfuric acid. It has been the experience 
of the authors, however, that drying overnight in vacuo over sulfuric acid 
is not always sufficient to insure complete removal of moisture. Penta¬ 
bromacetone in the dried state is not appreciably volatile at ordinary 
temperatures under atmosf)heric prei^sure. There is, however, no assur¬ 
ance that in a moist state under reduced pressure it is not measurably 
volatile. 

It should lie apparent, therefore, that the physical properties of penta¬ 
bromacetone are not conducive to the production of quantitative yields 
unless each step in the reaction is carefully controlled. Notwithstanding 
this fact, the experience of the writers with the method shows that with 
proper precautions' it should lie possible to oven'ome these difficulties 
without altering^the general principles underlying the procedure indi¬ 
cated by Kunz. The investigational work descril)ed in this paper fully 
substantiated this belief. 


i:xr>KRIMENTAL. 

First it seemed desirable to determine whether the two main reactions 
involved in the formation of pentabromacetone (oxidation of citric acid 
to acetone dicarboxylic acid and substitution of bromine) are truly 
quantitative. To do this, it seemed necessary to suppress the solubility 
of pentabromacetone as effectively as possible and to accomplish the 
drying in the least possible time. 

The results presented in Table 1 were obtained on solutions containing 
92.9 mg. of anhydrous citric acid. These solutions were prepared by 
adding to 10 cc. of a standard solution of citric acid containing 92.9 ing, 
of anhydrous citric acid, dilute sulfuric acid (1 + 1) in the proportion 
of 5 cc. to each 50 cc. of the final volume, 10 cc. of saturated bromine 
water, 5 cc. of a 27 per cent solution of potassium bromide, and sufficient 
water to complete the volumes recorded in the second column of the 
table. 

The mixtures were heated to 48®-50°C. for 5 minutes and immedia(el> 
treated with 15 cc. of a 5 per cent potassium permanganate solution. 
The potassium permanganate solution was added, under constant agita¬ 
tion, in 2 cc. portions at intervals of 10 seconds. It was found that this 
quantity of permanganate was sufficient to give the supernatant liquid 
the brownish color that Stahre recommends. After permitting the reac¬ 
tion mixture to stand for 1 minute, 40 cc. of a 20 per cent ferrous sulfate 
solution was added from a buret, drop by drop, to dissolve the precipi- 
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lated manganese dioxide. The mixture was then cooled in ice water and, 
after vigorous shaking, placed in a refrigerator. After several hours 
in the refrigerator it was again vigorously shaken and allowed to stand 
overnight. The pentabromacetone was transferred onto a thin pad of 
asbestos in a Gooch crucible by means of gentle suction, and because it 
showed a tendency to cling to the sides of the flask it was necessary to 
use a rubber-tipped glass rod to insure complete removal of the precipi¬ 
tate. To obviate possible loss owing to the large quantities of wash 
solutions required the precipitate was transferred to the crucible by 
means of the filtrate. After the precipitate had been collected, it was 
washed with 60 cc. of cold diluted sulfuric acid (1 100) and finally 

with 50 cc. of cold water. The pentabromacetone was then dried in a 
current of dry air and immediately weighed. The factor 0.424 was used 
for computing citric acid, anhydrous. 


Table 1. 

Influence of dilution on the determination of citric acid. 
(Citiio add (mnliydroos) preaent, 92.0 mg.) 


aOLUTtON 

VOLUKB 

FOUND 

AFKAAOB 

LOST 

avbhaoe 

POUND 


ee. 

mg. 

mg. 

mg. 

mg. 

per cent 

1 

50 

91.1 


1.8 



1 

50 

90.4 

90.8 

2.5 

2.1 

97.7 

2 

75 

90,7 


2.2 



2 

75 

90.1 

eo.4 

2.8 

2.5 

97.3 

3 

100 

89.9 


3.0 



3 

100 

90.5 

90.2 

2.4 

2.7 

97.1 

4 

125 

89.9 


3.0 



4 

125 

89.1 

89.5 

3.8 

3.4 

96.3 

5 

150 

89.3 


3.6 



5 

150 

88,7 

89.0 

4.2 

3.9 

95.8 

6 

200 

87.9 


5.0 



6 

200 

87.9 

87.9 

5.0 

5.0 

94.6 


The results recorded in Table 1 show good agreement of duplicates, 
and the percentage of citric acid found for the various dilutions is high. 
There is a gradual increase in loss of acid as the dilutions increase. Using 
the final volumes of the various mixtures from which the pentabrom¬ 
acetone was recovered (volume indicated in the second column of the 
table plus 55 cc.), an average loss of citric acid of 1.9 mg. per 100 cc. 
reaction mixture is shown. That the losses of citric acid recorded in the 
table are due to solubility of pentabromacetone in the reaction mixtures 
was demonstrated by the fact that a small quantity of pentabromace¬ 
tone was obtained when the filtrate was extracted with ether. 
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SENSITIVITY OF STAHRE REACTION. 

The next step in the study of the method was directed to the deter¬ 
mination of the sensitivity of the Stahre reaction. In Table 2 results 
obtained with solutions adjusted to 100 cc. and conlainin" varying 
quantities of pure anhydrous citric acid are presented. 

Table 2. 


Effect of solubility of pentabromacetone on determination of citric acid. 


SOLUTION 

PRESENT 

1 

FOUND 

lyOSI 

1 FOUND 


i 

mg 

mg 

1 

mg 

1 per cent 


1 

4,7 ! 

l.S 

2.9 

i 3S.3 


2 

ll.K 1 

8.2 

3.9 

i 99.5 


3 

23 5 i 

19 2 

‘ 4 3 

i S1.7 


4 

93.2 i 

90.8 

i 

1 97.4 


With the smaller quantities of citric acid the percentages found are low, 
but the losses for the four solutions are very similar (average ‘^.8 mg.). 
In these experiments the loss of citric acid through solubility of penta¬ 
bromacetone is 2.1 mg. per 100 cc. of reaction mixture. 

Having established that the conversion of citric acid into pentabrom¬ 
acetone is practically quantitative, the writers next attempted to adjust 
the procedure to working conditions that would permit of the highest 
possible results to be obtained in the determination. To do this it 
seemed necessary to provide means for (1) preventing the formation of 
pentabromacetone as the oil, (2) suppressing the solubility of pentabrom¬ 
acetone to a minimum, and (3) drying the precipitate for weighing. 

1, Preventing the formation of pentabromacetone as the oil. 

To overcome the tendency to form an oil that is not readily crystal- 
lizable and that for this reason might cause a loss of an appreciable 
quantity of pentabromacetone, thorough chilling of tlu* oxidation mix¬ 
ture before adding the ferrous sulfate solution was tried. It was thought 
that in this way the formation of oil might be greatly suppressed if not 
entirely avoided. Experiments in this direction showed that an actual 
gain in the percentage of citric acid found occurred when such a proce¬ 
dure was followed. This is illustrated in Table 3. 


Table 3. 

Effect of cooling on the determination of citric acid. 


SOLUTION 

PKBftBNT 

FOUND, NOT COOLED 

FOUND, COOLED 


mg 

per cent 

per cent 

1 

4.7 

38 3 

47.4 

2 

23.5 

81.7 

85.8 

3 

93.2 

97.4 

97.9 
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The formation of oil and its subsequent crystallization produce a 
material that clings tenaciously to the sides of the flask. This is not 
noticeable, however, when the pentabromacetone crystallizes without 
going through the oil stage. It was believed that a small quantity of 
asbestos would prevent this clinging of the pentabromacetone to the 
glass surface. Experiments established the fact that the addition of 
asbestos is not only helpful, but that its use slightly improves the yield. 

2. Suppressing the solubility of pentabromacetone. 

In order to prevent loss of precipitate through its reversion to the oil 
condition, chilled solutions for washing were employed. Tightly tamped 
felts of asbestos were used in the Gooch crucibles. Since the drying was 
accomplished by means of dry air, it was found advantageous to use as 
thin a felt as possible. The supernatant liquid, which is generally clear, 
was poured into the Gooch crucible, and the filtrate obtained was used 
for transferring the precipitate onto the pad. The precipitate was then 
washed with 50 cc. of ice-cold sulfuric acid (1 + 100) in three portions, 
being sucked dry after each addition. The contents of the crucible were 
then washed with 50 cc. of ice-cold water in three portions. 

3. Drying the precipitate for weighing. 

The procedure for drying pentabromacetone in vacuo over sulfuric 
acid is not always dependable and is time-consuming. It was found 
that the precipitate could be dried in less than one-half hour by aspi¬ 
rating it in a current of dry air. In fact, in all the determinations recorded 
in this investigation the pentabromacetone was dried in this manner. 
Some precautions, however, must be observed in order to obtain the 
most satisfactory results. It was found that violent aspiration had a 
tendency to yield slightly low results, while no trouble was experienced 
in obtaining constant weight to within 0.1 to 0.3 mg. within one-half 
hour when the dried air was applied under proper conditions. For the 
purpose of drying and purifying the air it was passed through sulfuric 
acid, soda lime, and a cotton filter. The seal between the drying appara- 
tus and the Gooch crucible was made by clamping tightly on the cup a 
large rubber stopper carrying a perforated delivery tube. It was found 
that the tendency of pentabromacetone to creep would not permit fitting 
a rubber stopper into the crucible. The intake tube for the air was also 
provided with small perforations through which the air was sprayed into 
the sulfuric acid. The side perforations in the delivery tube allowed 
equal distribution of dry uir to all parts of the crucible. 

OXIDATION WITH PERMANGANATE. 

Thus far in this paper no reference has been made to the oxidation of 
citric acid with permanganate with the exception of the statement that 
the text of the tentative method regarding this operation is decidedly 
ambiguous. In fact, the writers were not able to follow the directions 
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with any assurance. In the course of experiments to formulate more 
exacting conditions for the oxidation, it developed that splendid yields 
could be obtained by permitting the permanganate reaction to proceed 
“en masse*’ instead of by gradual steps, as directed in the procedure of 
the tentative method. It also developed that an excess of permanganate 
is not harmful to the reaction. The quantity of permanganate required, 
is, of course, dependent upon the quantity of oxidizable material present 
in the sample under examination. From the work done in this investiga¬ 
tion on pure citric acid, it may be stated that a distinct brown coloration 
of the liquid overlying the manganese dioxide precipitate marks the com¬ 
pletion of the reaction. 

W EIGHING THE PENTABIIOMACETONE. 

In the course of experiments on the weighing of small quantities of 
pentabromacetone, it was found that better agreement could be obtained 
by removing the precipitate from the Gooch crucible with alcohol and 
ether and ascertaining the weight by difference than could be obtained 
by weighing direct. Pentabromacetone is so readily soluble in alcohol 
and ether that such a procedure offers no difficulties. Three applications 
of 20 cc. each of alc'ohol, followed by three portions of 20 cc. each of 
ether, will completely remove several decigrams of pentabromacetone 
from the crucible. The solvent should remain in contact with the ma- 
ferial for a short time after each application before applying suction. 

THE FUNCTION OF BROMINE W ATER. 

The role of bromine water in the determination was investigated, but 
it was found that its use is not necessary for completing the Stahre 
reaction. Experiments with and without the addition of bromine water 
showed no difference in the yield of pentabromacetone. Kunz found 
that in the determination of citric acid in wine a precipitate w ith bromine 
was obtained which was not due to pentabromacetone. Accordingly, he 
recommended the addition of bromine water and filtration before brorai- 
nating with potassium bromide. 

THE ACTION OF OTHER FRUIT ACIDS. 

The observation by Kunz that other fruit acids do not interfere with 
the determination of citric acid was substantiated by the writers. A 
solution (100 cc.) containing 50 mg. each of tartaric, malic, oxalic, and 
benzoic acids was treated according to the procedure descrilKni at the 
conclusion of this paper. No pentabromacetone was recovered. An ad¬ 
dition of 54.8 mg. of anhydrous citric acid to another portion of the 
solution gave in duplicate 50.3 and 50.1 mg., or 53.0 and 52.8 mg. when 
corrected for solubility of pentabromacetone. Additional experiments 
were made on the behavior of iso-citric acid when treated b> the penta- 



270 ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS [ VoL X, No. 2 

bromacetone procedure. In a study of the non-volatile acids of the 
blackberry, E, K. Nelson^ showed that the predominating and char¬ 
acteristic acid is optically active iso-citric acid. Therefore, an aqueous 
solution of the pure triethylester of the acid containing 108 mg. per 100 
cc. was, after saponification, treated by the procedure described at the 
conclusion of this paper. No pentabromacetone was recovered. From 
these experiments it is apparent that the organic acids ordinarily found 
in fruits do not interfere with the Stahre reaction. 

With the information that this investigational work afforded, a modi¬ 
fied procedure for the determination of citric acid by the pentabrom¬ 
acetone method was worked out. This procedure is given at the con¬ 
clusion of this paper, and by it the results shown in Columns B of Table 4 
were obtained. Columns A and C are included in the table to show by 
comparison the results obtained after 2 hours’ cooling in the refrigerator 
instead of overnight and the effect that a gradual oxidation with potas¬ 
sium permanganate has upon the completion of the reaction by which 
pentabromacetone is formed. The volumes of the solutions before brorain- 
ation were held to 100 cc., totaling 155 cc. for the final reaction mixtures, 
in each instance. 


Table 4. 

Determination of citric acid under controlled conditions. 


PRESENT 

TWO 

nouns IN 

REPRIOKR- 

ATOn 

OyBRNIGHT IN 
REFIUOBRATOR 

snow AUDITION 
or PERMANGA¬ 
NATE. IN 
REFRIGERATOR 
OVBRNIGBT 

1 

LOST 

FOUND 


A 

B 

C 

A 

B 

C 

A 

B 

C 

mg. 

4.5 

mg. 

0.7 

mg. 

2.3 

2.1 

Ave. 2.2 

mg. 

2.2 

mg. 

3.8 

fng. 

2.3 

mg. 

2.3 

percenti 

15.6 

percent 

48.9 

per cent 

48.9 

11.2 

8,3 

8.8 

8.7 

Ave. 8.8 

8.8 

2.9 

2.4 

2.4 

74.1 

78.6 

78.6 

22.5 { 

1 

19.5 

19.6 
20.1 
Ave. 19.9 

19.8 

3.0 

2.6 

2.7 

86.7 

88.4 

88.0 

45.2 

41.6 

42.3 

43.9* 

42.6 

3.6 

2.9 

2.6 

92.0 

93.6 

94.3 

90.3 

85.9 

80.5 
87.0 
Ave. 86.8 

87.8 

4.4 

3.5 

2.5 

95.1 

96.1 

97.2 




Ave. 

3.5 

2.7 

2.5 





* Not u»ed in further calculations. Coustant weight could not be obtained. 


J. Am. Chem. Soe., 1026, 47: 668. 
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From the data given in Columns B of Table 4 it is evideni that the 
modified method, in which eai^h step of the procedun* is can^fully con¬ 
trolled, will give high yields of pentabrom ace tone. Even with a quantity 
of citric acid so small iis 4.5 mg. the quantity of penlabromacclone is 
such that after calculating its equivalent of citric acid and making allow¬ 
ance for the loss through solubility of the pentabromacelom' in the reac¬ 
tion mixture the result is not very far from the truth. The quantity of 
fKTitabrornacetone solubh' in each 100 cc. of the reaction rnixlun* from 
which it is crystallized is shown b> a simple calculation to be e({ui\alent 
to 1.7 mg. of anhydrous (*itric acid. The results in Columns C. show that 
the gradual addition of the permanganate giv€'s little if an> bett(‘r n*sults 
than when the cmtire amount of yiermanganate solutioii recpiired is 
added at one time. A comparison of the data reported in Columns \ 
and R shows that long standing in the cold (refrigerator) is nec(‘ssary to 
obtain a maximum yield of pentabromacetone. 

hVom th(‘s<‘ results it is concluded that tlic modified Stalin' reaction 
for th(' conversion of ('itric acid into p^mtahromacetom* is not (Jiily 
quantitative, but (hat it furnishes a splendid uK'aris for accui’a(el> d(‘- 
termining the acid. Tin* procedure for the dett*iTninalion of citric acid 
formulatc'd as a re>ult of the* work is as follow^. 

PROCEDURE FOR THE DETERMINATION OF CITRIC ACID AS PENTABROMACETONE. 

HI A(a-:NTS. 

PoltLssnim hnnnulv solntiau DiNselvr 1.*) grains of j>otas'^uirn broinitic iii 40 r( c>f 
wattr. 

Poiasamni furmangatmte sohilum - 5 grains of polassuuo p(‘i Tnani*anal(‘ in 

water and diluti* to 100 

Ferrous sulfate solufum .—Dissolve' 20 prams of ftaToiis solffile in 100 e( of water 
rontainiiip 1 ec. of i-onet'ntrated Miifurii' aeal 

lirormne water — l>estd> prepared salurali’d solution 

Astfestos - IVeal astx'stos of ttie ainptidK»l(* \ari(‘t\ as direc ted m da' otlieial methods^ 
Purif> furdier b> pennittiiip it to be aeled upon !>> the reapents used in tht' dilermina- 
tion of eilrie acid and in a manner aiudopous to tlial uM'd m tb«‘ aetual dt tt'iniination. 

DHTFHMm \ riON. 

To 100 ee. of the eitrie aeid solution add exac tK 10 (‘i* each of driute sulfuric' aeid 
(1 + 1) and bromine water. Allow to stand 10 minutes If a precipitate' is formed, 
filter. To 100 ec'. of the liltered or uidillered .solution, add 5 ee of the potassium bromide 
seduiion and aliout 0.3 gram of the purified asla'stos. Meat the' mixture to 4S°-.^)0X: 
and maintain this Uunperature for five minutes Now add at onc e and all at one time' 
15 ce. of the potassium permanganate solution and allow to stand fcjr 10 minutes shaking 
oeeasionally. If the liquid overlving the separalc'd manganese' dioxide is not eoleirt'd 
brown, add more i:K>tassium permanganate .solution CkKil the mixture* m lec* wate*r 
and add 40 ee. of iee-eedd fe'nous sulfate solution. If the mangaru'se' dioxide' has not 
l)een txmiplelely dissolved, add mon' ferrous sulfate' solutiein. Note the' veilume's of the 
various solutions added. Shake for 5 iiiiiiutes, e^ewding in ic e* wat<*r oe c asionally to keep 

^ MethofU oj Analysis, A () A (' , 1112.'), 190 
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the mixture thoroughly chilled. Place in a refrigerator overnight. Filter by decanta* 
tion onto a thin, tightly tamped pad of asbestos in a Giooch crucible. Transfer the 
contents of the flask to the crucible with the filtrate. (It is important that the filtering 
operation be completed as quickly as possible.) Now wash the contents of the crucible 
at once with three portions of 20 cc. each of ice-cold sulfuric acid (1 -f 100) and three 
portions of 20 cc. each of ice-cold water. Immediately dry the precipitate by aspirating 
with dry air until constant weight to within 0.3 mg. is obtained. Dry the air by passing 
it through sulfuric acid and soda lime and finally filter through cotton. Provide an 
intake tube for the air and a delivery tube to connect with the Gooch crucible that have 
small perforations. .Suck the air through the system at a slow rate. For a seal between 
the drying apparatus and the cup of the crucible, clamp onto the cup a large rubber 
stopper carrying the air delivery tube. Hold the stopper in place by means of a ring 
clamped to a ring support. If the drying can not be undertaken at once, place the 
crucible in the refrigerator. To remove the pentabromacetone treat the contents of 
the crucible with three portions of 20 cc. each of alcohol and three portions of 20 oc. 
each of ether. Aspirate with dry air to constant weight and reweigh. Multiply the 
difference in the weights by 0.424 to obtain the grams of anhydrous citric acid in the 
aliquot taken. Correct for the solubility of pentabromacetone by adding to the citric 
acid thus obtained 1.7 mg. for each 100 cc. of the reaction mixture. 


A COMPARISON OF SEVERAL PROCESSES FOR THE ASSAY 

OF PODOPHYLLUM'. 

By L, E. Warren (Drug Control Laboratory, Bureau of Chemistry, 

Washington, D. C.). 

Having had occasion to assay a specimen of podophyllum for its resin 
content, the writer tried the process described in U. S. Pharmacopeia X. 
The drug tested was furnished by The Wm. S. Merrell Company, with 
the statement that in the preparation of the resin on a commercial scale 
large batches of this particular lot of drug had yielded an average of 
almost exactly 5 per cent of podophyllin. 

The assay for podophyllum in the U. S. P. X is the same as that for 
jalap. For convenience of reference it is given herewith as applied to 
podophyllum: 

ASSAY OF PODOPHYLLUM BY U. S. P. X, MBTHOD I. 

Place 10 grams of podophyllum, finely powdered, in a dry flask of al)out 200 cc. 
capacity, add 50 cc. of alcohol, and stopper the flask with a perforated cork holding a 
reflux condenser. (An open glass tube of not less than 24 inches in length will suffice.) 
Place the flask on a water bath, and digest for 3 hours with occasional shaking. Then 
transfer the drug to a small percolator, allow it to drain, and percolate with alcohol until 
the percolate measures 100 cc. Allow to cool to room temperature, and add alcohol to 
make exactly 100 cc. Mix well. 

Transfer 20 cc. of this tincture, accurately measured, representing 2 grams of po¬ 
dophyllum, to a separator, and add 10 cc. of chloroform and 20 cc. of a saturated solu¬ 
tion of potassium citrate (20 grams of jKitassium citrate dissolved in 12 cc. of distilled 

1 Read before the Diviaion of Medicinal Products. Amerioan Chemical Society, at Richmond. Va. 
Ai>rU 14, 1927. Publiahed through courtesy of Indoalrial and Engineering ChemUlry* 
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water). Shake well during 2 minutes, then set aside for not less than 10 hours or over¬ 
night. Draw off* and discard the lower aqueous liquid, and filler the alcohol-chloroform 
solution through a small filter, wotted with alcohol-chloroform, into a tared flask or 
beaker. Rinse the scpuraltir with a mixture of 10 cc. of alcohol and 5 cc. of chloroform, 
and pass the rinsing through the filter. Mix the chloroformic liquids, cvaf)orate the 
solution on a water bath, dry the residue at 100°C., and weigh. 

The results obtained by the U. S. P. X assay were, respectively, 6.99, 
6.83, and 7.14 per cent of resin. Since these results were considerably 
higher than those usually obtained from good grades of authentic 
podophyllum and were much higher than was expected from this particu¬ 
lar specimen, it was decided to assay the specimen by the U. S. P. IX 
process and by the Jenkins methods I’he process given for the assay 
of podophyllum in the U. S. P. IX is not definitely described. The 
method is that directed for the production of resin of podophyllum on a 
commercial scale. For the purpose of adapting the method to small 
quantities it was rewritten as follows: 

ASSAY OF PODOPHYLLUM, METHOD H. 

(Adaptation from U. S. P. IX.) 

Moiaten 10 graniH of podophylliiin in a No. 60 fK)wder with 5 oc, of alcohol and pack 
it in a cylindrical percolator; then add enough alcohol to saturate the powder and leave 
a stratum above it. When the liquid begins to drop from the percolator, close the lower 
orifice, and, having closely ixivered the percolator, macerate for 48 hours. Then allow 
the percolation to proceed, gradually adding alcohol, until the percolate ceases to pro¬ 
duce more than a slight turbidity when dropped into water. Evaporate the alcohol in 
a tared beaker until the percolate is reduced to the consistence of a thin sirup, and pour 
this slowly, with constant stirring, into a second tared beaker containing 10 cc. of water 
previously mixed with 1 cc. of normal hydrochloric acid and cooled to a temperature 
below 10®C. When the precipitate has subsided, decant the supematcmt liquid into a 
tared Gooch crucible and wash the precipitate in the beaker twice by decantation with 
fresh portions of 5 cc, each of cold water slightly acidulated with hydrochloric acid. 
Transfer the precipitate to the crucible by means of small portions of cold water slightly 
acidulated with hydrochloric acid. Dry the contents of the crucible at 100®C. and weigh. 
If particles of resin adhere, dry the beakers and their contents at 1()0° C., c<X)l, weigh, 
and add the total net weight to the weight of the crucible contents. 

The Jenkins method is essentially as follows: 

ASSAY OP PODOPHYLLUM, METHOD m. 

Place 10 grams of the drug in a No. 60 powder in an Erlenmeyer flask of about 200 cc. 
capacity and add 25 cc. of alcohol. Fit the flask with a stopper through which is in¬ 
serted a glass tube about 24 inches in length to act as a condenser, and leave the flask 
on a sand bath at 80®C. for 3 hours. Transfer the contents of the flavsk to a small jxt- 
colator and wash with alcohol until about 50 cc. of percolate is obtained. Cool to room 
temperature and medie up the solution to exactly 50 cc. Use 10 cc. of this solution, 
representing 2 grams of the drug, for each assay. 

Measure 10 cc. of the tincture of podophyllum prepared as above descrilnxl into a 
separator and add 10 cc. of chloroform and 10 cc. of acidulated water containing 0.6 
per cent of hydrochloric acid (2 cx\ of hydrochloric acid in 100 cc. of water}. Shake the 

Ind Eng ('h^m , 1914.6 (>71 
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mixture and allow it to separate. Draw oflT the lower layer into another separator and 
repeat the extraction of the liquid in the first separator twice, using 15 cc. of a mixture 
of one volume of alcohol and two volumes of chloroform, eai^h time, and adding these 
extractions to the extractive in the sex^ond separator. Shake the combined extra<*tions 
with 10 CO. of the acidulated water and allow the mixture to separate. Draw olT the 
lower layer into a tared flask, and repeat the extraction of the acid liquid twicie, using 
15 cc. of fresh alcohol-(hloroform mixture each time. Evaporate the combined (hloro- 
form extractions and dr> the residue to constant weight at 100°C. 

The results obtained by the U. S. P. IX method and by the Jenkins 
method on the Merrell specimen of podophyllum are respectively as 
follows: 

per eeni 

U. S. P. IX method 4.79 and 5.06 

Jonkin.s method 6.04 and 6.05 

It was noted that the resin obtained by the U. S. P. X method was not 
completely soluble in alcohol as is required by the H. S. P. \ tests for 
resin of podophyllum, while the resins obtained by the other two methods 
were completely soluble in alcohol. It was also observed in the I . S. P. \ 
assay that unless particular care was taken in filtering, some of the 
potassium citrate solution would escape through the filler with (‘ons(‘- 
(fuent augmentation of the results. The difficulty was overcome by de¬ 
canting the alcohol-chloroform solution of the rosin onto the filler after 
the aqueous layer had been drawn off as complel(‘ly as possible. 

From these few results it appears probable that the 1 . S. P. X method 
for the Hvssay of podophyllum gives results that are above the truth. In 
order to test this supposition, two other specimens of Podophyllum f>el- 
latum were obtained, one from the Pharmacognosy Laboratory of the 
Bureau of Chemistry and the other from the Norwich Pharmacal Com¬ 
pany. A specimen of Indian podophyllum {Podophyllum emodi Wallich) 
also was obtained from the School of Pharmacy of the I iiiversity of 
IVlinnesota. Each of these was ground to a No. (K) powder, and each was 
assayed by each of the methods given in this pap('r. The r<\sults are 
tabulated herewith, the findings for Specimen 1 being included for com¬ 
parison : 

Th<* results in Table 1 indicate still more pointedly the probability that 
the 1). S. P. X method for the asvsay of podophyllum gives results that are 
considerably above the truth. However, in order to obtain further evi¬ 
dence several manufacturers who handle pcxlophyllum were requested to 
assay a specimen of crude drug from their own stock by the I J. S. P. IX 
method or by their own process of assay and by the U. S. P. X method. 
Only one report was receivtxl. The Norwich Pharmac/al Company found 
3.87 per cent of resin by its own method and fi.54 per cent by the U. S. 
P. X procedure. In reporting the results J. P. Snyder expressed the 
opinion that the IJ. S. P. method gave “entirely too high results”. It 
should be noted that the higher result is about 70 per cx*nt in excess of 
the lower. 
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Table 1. 


Results of assays of podophyllum by several methods. 


METHOD OP ASSAY 

U. 8. P. IX 

(adaptation) 

U. 8. P X 

JENKINS 


per eent 

per cent 

per cent 

Podophyllum petlaium 

4.79 

6.99 

6.04 

I. 

(Merrell) 

5.06 

! 

6.83 

7.14 

6.05 

Podophyllum petlaium 

4.32 

6.01 

5.04 

11 . 

4.51 1 

5.92 

5.06 

(Bureau Specimen) 




Podophyllum peltafum 

4 90 

7.02 

6.33 

111. 

4.86 

7.00 

6.42 

(Norwich) 




Podophyllum emodi 

17.09 

19.77 

17.65 


17.08 1 

20.04 

19.93 ! 

17.68 


A ground speciinon of American podophyllum and one of Indian 
podophyllum were then sent to each of three schools of pharmacy with 
thejrequest that they be assayed by each of the three methods. The 
re^sults reported are not complete, but those returned are given in Table 2. 

The results shown in Table 2 are conflicting, but in general they indi¬ 
cate that the U. S. P, X method gives higher results than the other two. 
Some of the findings by the II. S. P. X method, particularly in Podophyl¬ 
lum emodi, are so very high that it seems possible that the resin may 
have been contaminated with potassium citrate. The dangers from this 
source of error have already been mentioned. 

TRSTS FOR PURITY AND ACTIVITY. 

Attempts were then made to determine whether the resin obtained by 
the U. S. P. X assay process was of the degree of purity required by the 
U. S. Pharmacopeia for resin of podophyllum and whether it was as 
active physiologically per unit of weight as the resin of the market. A 
tincture of podophyllum (2 liters), of such strength that 100 cc. of the 
preparation represented 10 grams of podophyllum, was prepared by 
percolation with hot alcohol. A quantity of resin was prepared from 
200 cc. of this tincture by the U. S. P. X proceiss. The yield was 7.19 
per cent. 

The U. S. Pharmacopeia requires that resin of podophyllum shall be 
completely soluble in alcohol, at least 65 per cent shall be soluble in 
chloroform, and at least 75 per cent soluble in ether. The resin was 
taken up in alcohol so far as possible, and to collect the alcohol-insoluble 
matter the solution was filtered through a weighed Gooch crucible. The 
residue was washed with alcohol, dried, and weighed. The alcohol- 
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Table 2. 

Camparison of three methods for the assay of podophyllum by several investiffoiors. 



PODOPHYLLtllf PBLTATUlf 

poDoranrLLVM mom 

ANALYST 

U.S.PJX 

(Adapta> 

tion) 

U.8. P.X 

Jenkins 

U. 8. P. IX 
(Adaptation) 

U.8. P.X 

Jenkins 

Marion G. Brimston 

College of Pharmacy 
University of Washington 

per cent 

4.13 

4.80 

per cent 

7.67 

7.48 

per ten 

per cent 
16.68 

15.36 

per cent 

23.27 

22.37 

per cent 

Violet Wong 

College of Pharmacy 
University of Washington 

4.95 

3.12 

6.29 
5.67 j 


13.00 13.82 
13.74 13.73 

44.47 

35.37 


F. J, Amrhein 

Massachusetts College of 
Pharmacy 

8.43 

9.13 

7.72 

11.25 

28.62 

18.46 

T. R. Lund 

Massachusetts College of 
Pharmacy 



7.76 



18.39 

R. S. Kelley 

Massachusetts College of 
Pharmacy 

7.26 

*8.69 

7.54 

9.56 

10.25 


M. J. MacLeod 
Massachusetts College of 
Pharmacy 



5.84 



18.7S 

H. J. Schaeffer 

Philadelphia College of 
Pharmacy and Science 

6,67 

6.22 



6.82 

6.54 



I. S. Mellonoff 

Philadelphia College of 
Pharmacy and Science 

5.90 

5.61 

5.83 



6.70 

6.91 




insoluble material amounted to 0.37 per cent calculated to the original 
drug or to 5.1 per cent if calculated to the resin taken. The alcohol- 
soluble part was obtained by subtraction from 100 per cent. The pro¬ 
portions of the resin soluble both in ether and in chloroform were deter¬ 
mined on other portions of the resin by the methods described in the 
U. S. Pharmacopeia, except that the methods were modified slightly by 
grinding the resin with sand in a mortar before extraction with the 
solvents. The findings are given in Table 3. 


Table 3. 

Solubiliiy of resin of podophyllum {by U. S. P. X assay) in various solvents. 



ALCOHOL 

ethbh 

CHLonoroiiM 


per emi 

per eenl 

per cent 

Found. ... 

94.9 

56.4 

51.6 



56.4 

53.4 

U. S. P. rf‘quirefrient 

100 

76.0 

65.0 
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Ash was also determined in a portion of the resin. The value found was 
2.4 per cent. The U. S. Pharmacopeia permits not over 1.5 per cent 
of ash. 

In order to test still further the quality of the resin obtained by the 
U. S. P. X assay it was subjected to the method recommended by Eder 
and Schneiter' for the determination of podophyllotoxin. For compari¬ 
son two specimens of resin of podophyllum of known origin were also 
assayed by several collaborators and by the writer. The method is as 
follows: 

ASSAY OP RBSIN OF PODOPHYLLUM FOR PODOPHYLLOTOXIN. 

Sliake 0.5 gram of the finely powdered podophylUn in a stoppered flask with 15 (v. 
<if chloroform frequently during half an hour. Filter through a dry filler, taking cart* 
to return the first few cc. of the filtrate to tlie flask and protecting the funiu*l and con- 
U'lits from evaporation as completely as possible by covering with a watch glass. Pour 
10 cc. of the filtrate info 50 grams (HO cc.) of jietroleuni benzin contained in a tared 
Erlennieyer flask. As 8f»on as the precipitate ha.s subsidc'd, filter through a tared (iooch 
(crucible and wash the prc'cipitatc and flask witli 20 cc. of pc*lroleuin iKjnzin. Dry the 
frac'tions of the prec ipitate in the Gcxxh crucible and in the flask for an hour at 70®C. 
and weigh*. The total residues, representing two-tliirds of the podophsllin taken, 
should correspond to not less than 40 pcjr cent of the weight of pcxiophyllin taken. 

The results are given in Table 4. 


Table 4. 

Ai$ay of podophylUn for podophyllotoxin. 
(Fxtor and Schneiter Method.) 


ANALYST 

SAMPLE NO 1 

SAMPLE NO 2 

SAMPLE NO. 3 
RESIN BY 

C. 8. P r ASSAY 


per cm/ 

per cent 

per cent 

Briniaton 

52.5:i 

44.25 



53.40 

44.58 


Wong 

40.34 j 

34.00 


37.04 

34.72 


Amrhein 

53.68 

61.00 


Kelley 

66.87 

51.88 


Warren 

40.69 

40,95 

31.65 


45.86 

47.22 

33.89 


40.26 




46.50 




The findings by the Eder and Schneiter method of assay for podophyl¬ 
lotoxin show that the resin obtained by the U. S. P. X assay process 
does not compare favorably with resin of podophyllum of the market. 

1 Pkarm. Ada Hth., 1926. 1: 187 ^ ^ 

* In the method as described by Eder and Schneiter it was directed that the residues of podophyllotoxin 
be left in the balance case for an hour before weighing. Miss Brimston observed that the podophyllutoxin 
was hygroscopic and that the weight should be taken dirooUy from a desiccator This was roniirined by 
the otiiSrvation of the writer. 
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The filtrate from the determination of the alcohol-insoluble part of the 
U. S. P. X resin was assayed for resin by the U. S. P. IX adaptation. 
The yield was 5.98 per cent as calculated to the original drug, or 83.2 
per cent if calculated to the weight of resin taken. The acid filtrate 
remaining after this determination was subjected to the Jenkins method 
of assay. The yield was 0.18 per cent as calculated to the original drug 
or 2.5 per cent if calculated to the weight of resin taken. The sum of 
the alcohol-insoluble fraction, the LI. S. P. IX fraction, and the Jenkins 
fraction is 90.8 per cent. On subtraction of this value from the yield 
obtained by the U. S. P. X process a loss of 9.2 per cent was found. 

The alcohol-insoluble fraction was mixed with lactose, the mass was 
placed in capsules (11 mg. of extract), and the capsules were adminis¬ 
tered to cats by J. C. Munch and his assistants in the Pharmacological 
Laboratory of the Bureau of Chemistry. A trade specimen of resin of 
podophyllum was used as a control. The pharmacological tests indicated 
that the material was devoid of laxative properties. Other tests on a 
healthy man indicated that the material was inert. 

The fraction obtained by the Jenkins assay process following the U. S. 
P. IX assay was subjected to pharmacological tests on man and cats. 
The results indicated that this fraction was about one-half as active as 
ordinary resin of podophyllum. However, since the percentage of this 
fraction present in the total resin is very small (2.5 per cent) this fact is 
not of great significance except to show that the U. S. P. method of pre- 
paiing resin of podophyllum does not extract all the active constituents. 

A slight excess of ammonia water was added to the residue in the 
separator after the Jenkins assay had been applied, the solution was 
evaporated almost to dryness, and the residue was mixed with lactose. 
The mass was then placed in capsules (each containing about 10 mg. of 
extract), and the activity was determined in the Pharmacological Labora¬ 
tory. The results indicated that the residue was about one-half as active 
as U. S. P. resin of podophyllum. 

The work was repeated with some modification. As carried out the 
second experiment was as follows: A quantity of the tincture (200 cc.) 
was assayed by the U. S. P. X method. The yield was 1.4156 grams or 
7.08 per cent. This residue was taken up in alcohol so far as possible, 
and the alcohol-insoluble part was dissolved in water. The two solu¬ 
tions were mixed, the resultant solution was evaporated, and the assay 
was completed according to the U. S. P. IX method of assay. The yield 
was 1.0040 grams of resin or 5.10 per cent. The acid filtrate was then 
assayed by the Jenkins process for the assay of podophyllum. The resin 
obtained amounted to 0.0821 gram or 0.41 per cent. Pharmacological 
tests upon these several fractions gave results in substantial agreement 
with those obtained previously. 
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Some tests were made to ascertain whether the entire activity of 
podophyllum is obtained by the Jenkins method for the assay of the 
drug. Theoretically, two sources of error are possible in this assay, viz., 
(a) incomplete extraction by the alcohol in the first stage of the assay 
and (b) incomplete extraction by the alcohol-chloroform shaking-out 
process. It was demonstrated by appropriate tests that practically all 
the alcohol-soluble constituents are removed from the drug by the assay 
process, so that the error from the first source is negligible. In the 
Jenkins process the tincture of podophyllum is mixed with acidulated 
water and arbitrarily shaken three times with a mixture of chloroform 
and alcohol. It was found that when the shaking-out process was con¬ 
tinued for several times the fourth, fifth, and sixth shake-outs yielded 
extractives so that the total yield of resin could be increased by several 
tenths per cent. The extractives obtained beyond the third shake-out 
were tested pharinacologi(‘ally for laxative properties and were found to 
be inert. It w^as (oncluded, therefore, that all the medicinally active 
ingredients are removed by the Jenkins process of assay. 

These tests indicate that resin of podoph>llum obtained by the I'. S. 
P. \ a.ssay contains a n<»ticeable proportion of alcohol-insoluble ma¬ 
terial that is physiologically inert. Furtliermore, the resin does not con¬ 
form to the requirements of the l\ S. Pharmacopeia in respect to ash 
or to solubility in ether or in chloroform. The experiments also show’ 
that the U. S. P. I\ method for the assay of podoph>lluni (which is the 
same as the U, S. P. \ process for the manufacture of resin from 
p(Klophyllum) does not give all of the active ingredients in podophyllum. 
On the Ollier hand, the Jenkins process for the assay of podophyllum 
apparently (‘xtracts all the active ingredi<'nls. 

SUMMVUY. 

The I'. S. P. X method for the assay of ])o(lophyllum gives results 
that are higher than those obtained either by the V. S. P. IX method 
or by the Jtmkins jirocess. The resin obtained by the V, S. P. \ method 
of assay is not com])letely soluble in alcohol as is required by the V. S. 
P. X tests for the [uirity of resin of podophyllum, whereas the resin 
obtained either by the T'. S. P. IX method or by the Jenkins process is 
completely soluble. Further, the solubility of the resin in ether and in 
chloroform is lower than the requirements of the U. S. Pharmaco])eia. 
The ash limit of the Pharmacopeia is considerably exceeded. I%arma- 
cologic tests on man and on cats demonstrate that the alctdiol-insoluble 
portion of the resin (obtained by the V. S. P. X assay) is practically 
devoid of laxative properties. The resin, therefore, is not of I '. 8. 1\ 
quality. Quantitative tests indicate, also, that the resin obtained by 
the li. S. P. X assay process contains less podoph>llotoxin than the 
resin on the market. 
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From the results of these studies it is conduded that the assay process 
directed by the U. S. Pharmacopeia for podoj^yllum gives results that 
are above the truth and produces a resin that contains inert material. 
This assay process is therefore unreliable. The Jenkins process is ap¬ 
parently satisfactory. 
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JULIUS HORTVET 

Who is the most enviable of men? He who has acquired wealth; or he 
who is greatly learned; or he who has gained wide control over the fortunes 
of others? Or is it he who—whether he be rich or learned or powerful, or 
tlie reverse of th(»se—has won for himself and for what he has done the 
affection and tlie approval of his fellows? Judged by such a standard, 
Julius Hortvet must have been one of the happiest of men. 

Of Scandinavian ancestry, he was bom in Wisconsin in 1863. A country 
school near his home, and the Baraboo High School prepared him for 
entry into Wisconsin State University, whence he was graduated a Bachelor 
of Science in 1886, Moving to northwestern Minnesota, later to Minne¬ 
apolis, he devoted many yetirs to teaching in the public schools. During 
two years of this p<5riod he pursued a post-graduate course in chemistry 
at tile University of Minnesota, but he did not continue it long enough to 
complete the work required for the doctorate. In 1900 he was appointed 
Chief Chemist of the Minnesota Dairy and Food Department, a position 
he held until his death. The biennial reports of the Department furnish 
ample proof of his industry and ingenuity. 

His long—and most useful—serv ice as a memlier of the As 8 <x 3 iation of 
Official Agricultural Chemists I>egan in 1900. A research dealing with the 
characteristics of maple sirup and with methods for detec^tJng adulteration 
in maple-sugar prcxlucts, published in 1904*, was followed by his appoint¬ 
ment as Associate Referee on Saccharine Products, including Confectionery. 
In 1906 he was made Associate Referee on Wine. In 1911 we find him 
Associate Referf^e on Beer; in 1912, Referee on Food Adulterations and 
Associate Referee on Dairy Products; in 1915, Referee on Dairy Products. 
This last-mentioned post he held up to the time of his death. Beginning 
in 1905, he presented nineteen reports to the association, dealing with 
Saccharine Products*, with Colors*, with Wines*, with Food Adulteration®, 
with Dairy Products®, and with the Cryosoopic Examination of Milk’. It 
followed as a matter of course that he assisted in the work of compiling 
and editing the two editions of Official and Tentative Methods of Analysis, 

During more than twenty years, therefore, he busied himself with the 
work of deviaing, testing, and improving methods of analytical procedure 
applicalile to food products. Year after year he submitted reports of 
investigations, often of considerable length, and always characterized by 
thoroughness and impartiality. That he came to command a position 
of great influence would be only natural; yet, when his fellow-members 
sought, more than once, to honor him by his elevation to the presidency 
of the association, he would decline, pleading his deafness as an insuperable 
bar to his holding such a position. 

Another kind of work for which he was admirably fitted was that of 
deviaing definitions and standards for food products. Consequently, from 
the time of his appointment, in 1912, until his death, he ably represenU'd 

1 J, Am, Ckem. Soe., 1904, 26: 1523-1545. 

* Prooaodings, 1905 meeting, 42-45. 

* Prooeediogtt, 1907 meeting. 9 (by title only). 

« Prooeedinge, 1908 meeting, 12-25: 1909 meeting. 71-83. 

* Thit Journal, 1915, 1: 110-113, 465-470. 

•Ibid,, 1: 186-194, 538-544; 1916, 2; 238-257; 1920, 3; 436-446; 4: 201-210, 1921, 4: 
482-491; 1923, 6: 422-429; 1924,8: 4-14; 1925, 8: 471-470; 1926, 9: 231-238. 

» Ibid,, 1921, 4; 491-498; 5: 172-176; 1922, 5: 470-484 . 
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the association as a member of the Joint Committee on Definitions and 
Standards. It is betraying no secret to say tbat few, if any, of those who 
have held membership in that organization have contributed so much as 
he to the development of definitions and standards that would appeal to 
law administrators and to producers alike, by reason of their accuracy and 
of their fairness. Again and again has it happened, during sessions of the 
committee, that final decision would be postponed by vote of his associates 
until Hortvet was satisfied that every phase of the question had been 
adequately considered and that accurate analytical data, in sufficient 
volume, had been produced and studied. Should a hearing be under way, 
he would make every effort, with the cud of his aoousticon, to follow the 
testimony brought before the committee: this required constant effort on 
his part, especially when a rapid fire of questions and answers was passing. 
At times he was evidently confused by his failure to catch the drift of the 
discussion: in his courteous way, he would ask that some statement be 
repeated for his benefit and, in a moment, would respond with a question 
or a comment that showed how quickly his mind sought out essentials 
and refused to be put off with trivialities. 

Thus, his fifteen years of service upon the Joint Committee were of 
great value. The oldest member in point of service, he was for years the 
spokesman for the Committee at the annual meetings of the Association 
of Official Agricultural Chemists. His were the only reports* upon the 
work of the committee which, in the opinion of the writer, ever gave an 
adequate impression of the amount and kind of lalx»r that must be given 
to the task of formulating accurate food definitions and just food standards. 

Although most of his written work was published in the Biennial Re¬ 
ports of the Minnesota State Dairy and Food Department and as referee's 
reports in the Proceedings of the A. O. A. C. and ^ The Journal, mention 
should also be made of his “Manual of EJementary Practical Physics"*; 
of his study of the acids of wines*; of his methods for the examination of 
maple products^, of certain flavoring extracts*, and for the determination 
of the oil of cloves*; and of an elaborate paper upon the <!»yo8copy of 
milk^, in which appeal is made to chemists at large and not merely to 
those interested directly in food-law administration. 

During the past ten years Hortvet devoted much patient study to the 
process of sublimation—especially when conducted under very low pres¬ 
sures—as a means of separating more volatile substances from admixture 
with less volatile impurities. He devised a form of “sublimator" with the 
aid of which he was able to sepeurate from relatively non-volatile impurities 
such compounds as benzoic acid, salicylic acid, saccharin, caffein, etc., in 
quite pure condition, and to make quantitative determinations. By means 
of this apparatus he was enabled also to secure characteristic crystalline 
sublimates of substances contained in but minute quantity—e. g., arsenic— 
and, under the microscope, to establish the fact of their presence*. 

His Ingenuity showed itself in many other ways. He devised a form of 
graduated centrifuge tube for determining (from its volume) the amount 
of lead precipitate yielded by maple-sap products. He improved upon 


1927^*10*^8722^' 292-293; 1926, 8: 284-287; 1926, 0; 103-107; 

* H. W. Wilfton Co. (Two editions: 1900, 1902.) 

* J. Jnd. Eng, Chtm., 1909, 1: 31-38. 

< U. S. Oepi Agr., Bur. Chem. Chre. 23. 

* o/igf. Chem., 1909, 1: 84-95 (in o<dlaboration witli R. M. Weet). 

* Thu Journal, 1916. 1: 154-167. 

’ J. Ind. Eng. Chem., 1921, 13: 198-208. 

» ThU Journal, 1923, 6: 481-489; 1925, 8; 569-666. 



the types of distilling apparatus employed to determine the volatile acids 
of wines, etc. fie designed a s()ecial form of Babcock bottle which enabled 
him to determine cpiickJy the fat content of butter, and a caliper for the 
more accurate reading of Babcock milk fwttles. His milk cryoscope en¬ 
ables the chemist to determine the freezing point of milk with such accuracy 
that the presence of as little as five per cent of added water can lie estab¬ 
lished with certainty. 

In his work of research Hortvet was exact, thorough, ingenious. With 
all his thoroughness, however, he seemed to realize when absorption in 
detail failed to lie longer of irse and to see clearly the line that separated 
the really practicable from tlie merely jK^sible. He was extremely indus¬ 
trious and painstaking. While the writer worked much with him, it was 
invariably away from his home, under conditions that called for haste; 
yet his day-to-day habit was manifest even then. That his scientific 
work, especially in connection with dairy products of all kinds, was of 
outstanding importance, is known the country over. What gave it special 
value in the eyes of all were his wide knowledge and his e\ ident impartiality. 

And now with regard to the man. as distinguished from the record of 
his scientific achievement. The writer cannot rememlier when he first 
met Hortvet: looking back over the period of their acquaintance—t)f their 
friendship)—it stMiins to have existed always. Hortvet did not win friends 
through any cons<'iouH, appjarent effort to draw men to him: he simply 
showed them, through his quiet talk and courtly ways, what manner of 
man he was, and so drew from them an equally sincere showing of what 
was in them. Hena', with him, other men were their true selves, were 
genuine; they could not pose nor affect a nature that was not really 
theirs. He led one to avoid exaggeration and to shun superlatives. Yet 
this influence was in no way based upon a capacity for caustic speetdi; 
that he may have had: if so, he did not use it. It was due to the simple 
frankness witli which he expressed his thoughts, to the scorn he evidently 
felt for anything suggesting hypocrisy, and to the kindliness which never 
allowed him to hurt another’s feelings, even in cases where the provo('a- 
tion must have lieen strong. 

When all has been said, it was the character and the disposition of the 
man, rather than his demonstrated ability, that won for him the respect 
and affection of tliose who wen* privileged to know him. Integrity, 
gejiiality, humor, patience under a handic^ip such as renders many a man 
querulous or bitt(;r—these qualities and gifts, native or developed, conqyel 
our admiration. 

Death came to him at his home in Minneapolis on .\pril 7 last. Sur¬ 
viving him are his widow, a son, three daughters, and a step-daughter. 
His body was interred in I^^ikewood Cemetery. 

Va/e, CLniicf dulcis9ime! 


Wyatt W. Rxndall. 
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MONDAY—AFTERNOON SESSION—Continued. 

REPORT ON DAIRY PRODUCTS. 

By Julius Hortvet^ (State Dairy and Food Department, St. Paul, 

Minn.), Referee, 

At the meeting held in October, 1925, the cryoscopic method was 
adopted as a tentative method for the determination of added water 
in cream, with the recommendation that it be submitted to collabora¬ 
tive study during the ensuing year, and that this study include tests 
applied to samples containing added water. In accordance with this 
recommendation the referee prepared the following outline of instruc¬ 
tions to be submitted to collaborators: 

1. Samples. 

Five to ten samples of cream, together with corresponding samples of the milks from 
which the creams were derived, shall be used. The samples shall be authentic and 
shall l>e taken at different times and places. The cream samples shall be separated 
under the supervision of the analyst or the inspector who is entrusted with their col¬ 
lection. They shall test within a range of approximately 15 to 25 per cent fat. High- 
fat samples are undesirable owing to their high viscosity at low temperature, which 
makes it difficult, at times, to obtain a satisfactory freezing-point result. It will be 
most desirable to obtain results on samples testing (a) near the legal standards of 18 
to 20 per cent fat, and (b) within the range of samples yielding low fat results, owing 
either to incomplete separation of cream or to dilution with water. 

2. Methods. 

Samples are to be subjected to tests before they have undergone any marked change 
in character. Determinations are to l>e made on the samples of cream and on the cor¬ 
responding samples of milk. Acidity, total solids, non-fat solids, fat (Babcock method), 
and the freezing-point determinations are to be made on all samples, following the direc¬ 
tions given in Chapter XIX of Methods of Analysis. Before applying the cryoscopic 
tests devote some time to preliminary trials on various kinds of samples, in order to 
insure ability to obtain good check results. 

3. Tabulation. 

Tabulate results that are well verified, discarding figures that arc apparently erratic 
or not sustained by carefully made check determinations. Add to the tabulation any 
comments, criticisms, or suggestions that may have a bearing on the technique of the 
cryoscopic test in connection with its application to samples of cream. 

4 . Watered Samples. 

Make cryoscopic tests on several samples of cream diluted with water. It will not l>e 

»Died April?, 1927 
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necessary to test more than a short series prepared from each sample. Dilutions cover¬ 
ing a series from 10 to 20 per cent added water, by volume, ought to answer the pur¬ 
pose, viz., 10, 16, 20. Carry out cryoscopic tests on bb many groups as can be con¬ 
veniently handled. Include in the tabulation figures showing the actual amount of 
water added to each sample, the freezing point of the original sample, of each diluted 
sample, and the percentage of added water indicated by the freezing-point test. 

Toward the close of the summer reports were received from the fol¬ 
lowing collaborators: F. J. Doan, State College, Pa.; S. H. Hall, State 
Department of Public Health, Boston, Mass.; W. T. Mathis, Agricul- 


Table 1. 

Results obtained on undiluted samples. 
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tural Experiment Station, New Haven, Conn.; and R. W. Titus, State 
Agricultural College, Manhattan, Kans. The reports of the collaborators 
are included in Tables 1 and 2 and in the comments following. 


Table 2. 

HesulOt obtained on tocUered samples of cream. 
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W * % Serum* iu Sample {T — 7**) 


W. T. Matliis T 


0.540 

0.503 

OAm . 

0.399 . 

5.16 

10.,50 

20.66 

0.5621 

0.524 1 

0.487 

0.422 . 

. 5.14 

10.29 . . 

19.79 


% Serum* in Cream (T — T*) 

H.W. Titus ” T 


3 

0.539 


0.467 

0.435 

0.402 



10.3 

14.9 

19.6 


4 

0.539 


0.466 

0.425 

0.414 

0.374 


10.2 

15.9 

17.4 

23.0 

5 

0.528 


0,461 

0.425 

0.393 

0.352 


10.2 

15.8 

20.7 

27.0 

6 

0.528 


0,4(H 





9.4 




7 

0.528 



6,425 

6.410 

0.376 



15.6 

17.9 

23.1 

8 

0.539 


0.466 

i 0.446 

! 

0.404 

0,384 


16/2 

12.9 

18.8 

1 

21.6 


♦ Per cfot scrum 100 — (% fat -f (0.38 X S-N-F))* RasuJte calculated on basis of fat and S-IST-F 
is origi&al aampies. 

T •• frefMdng point o^ original sample. 

T *» freeaing point of diluted sample. 


COMMENTS OF COLLABORATORS. 

F. J. Doan .—Five authentic samples of herd milk (Nos. 6 to 10 ) were obtained from 
various sources, analyzed for acidity, fat, and 8 olids-not>fat and their freezing-point 
depressions noted, after which they were separated and the same data obtained on the 
resulting cream and skim milk. Five other samples were studied with reference to the 
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freezing-point depression only. The samples of milk were taken and separated within 
12 hours of milking and in the interval were kept under SO^F. As soon as all the milk 
had been separated, samples were immediately taken in liter Erlenmeyer flasks and 
placed on ice, together with a similar sample of the original milk taken from the separator 
1k>w1. These samples were kept in cracked ice until analyzed, and for the freezing-point 
and acidity results this period was never over 4 hours. The greatest variation noted 
between the whole milk and its component cream and skim milk was 0.003“C., which 
is almost within experimental error. Variations noted were not consistently lower nor 
higher for the cream or skim-milk samples than for the samples of original milk. Varia¬ 
tions in composition and acidity had no effect on this relation between the whole milk 
and the separated portions. From these observations it may be concluded that the 
freezing-point depressions of samples of cream and skim milk are identical with those 
of the whole milk from which they were derived; furthermore, that the depression of the 
freezing point depends entirely on the concentration of substances in the serum, neither 
the amount of fat present as an emulsion nor the amount of protein present as a colloid 
having any appreciable effect. The five samples of cream were diluted at the rate of 
10, 15, 20, and 25 per cent with water, and additional freezing-point observations were 
made. The dilutions were made on a volume basis. Thus, for a 20 per cent dilution, 
80 cc. of the cream sample was well mixed with 20 cc. of distilled water. 

The amounts of added water were obtained by calculations made according to the 
formula given for milk. The results were uniformly high, as would be expected, since 
the added water affects the serum but not the bulk of the cream, so far as the freezing 
point is concerned, and the higher the fat content the lower will be the amount of serum. 
Consequently, a given amount of added water will lessen the freezing-point depression 
to a greater extent in samples of rich cream than in samples of thin cream. Carrying 
this idea to its ultimate conclusion, of course, it is seen that the formula is not theoreti¬ 
cally correct even for milk, but the amount of substances other than serum present in 
milk is not large enough to affect greatly the use of the formula, especially where the 
average freezing point of milk is used for the value of T. The fomula was corrected 
by relating the change in freezing point to the cream serum instead of to the bulk of 
the cream. This formula was as follows: 

% Serum in Cream (T — T^) 

T 

Here again the value of T was taken as the depression of the undiluted sample of cream. 
The percentage of serum was obtained firom the analysis as follows: 

% Serum « 100 — (% fat -f- % protein). 

Since the cream was not analyzed for protein, this figure was obtained by assuming 
that 38 per cent of the S-N-F consisted of protein. 

Data were obtained on two samples of herd milk, after which one was diluted at the 
rate of 11.5 per cent with water and the other to the extent of 20 per cent. Data were 
also obtained on the diluted milk and again on the cream and skim milk obtained by 
separating the watered samples. The depression of the freezing point is essentially the 
same for the diluted milk and for the cream and skim milk derived therefrom, as shown 
in the following tabulation: 

5. H. Hall —Eleven samples of herd milk of known purity were obtained at different 
times and from different sources. In each case, after reserving a portion for analysis, 
the milk was separated, the skim milk being discarded. Determinations of fat, solids, 
acidity, and freezing point were made on the original sample of milk and on the cream. 
Portions of the cream were then dilujted so as to contain, respectively, 6,10,15, 20, and 
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BAMPLK.S 

i 

j 

FAT 

»-N-r 

1 

ACIWTY 

FREEZlNO-POinx 

1 DEPRESSION 


per cent 

per cent 

per cent 

°C 

Undiluted whole milk 





1. 

4.30 

8.68 

0.146 

0..536 

2. 

4.15 i 

8.57 

0.155 

0..55S 

Diluted whole milk 





1— Diluted 11.5 per c ent. 

3.80 

7.76 

0.135 

0.462 

2— Diluted 20 per cent. 

3.35 

6.89 

0.127 

0.429 

Cream from diluted whole milk 





1. . 

25.00 

5.97 

! 0.106 

0.461 

2. 

21.05 

5.92 

; 0.085 

0.430 

Skim milk from diluted whole milk 



i 


1 . 

0.05 

8.17 

0.138 

0.460 

2 . 

0.02 

7.22 

0.135 

0.429 


25 per cent added water. The dilutions were made by volume except in the cases of 
Nos. 6, 6 and 7, where they were made by weight. AH the determinations were made in 
duplicate and each freezing-i>oint result is the average of two determinations which 
checked within 0.002®. 

The following fonnula for calculating added water is sufficiently accurate: 

(100 - % Fat) (T - T') 

T 

Where W »= added water, T » freezing point of cream b<ifore dilution, and T* — freez¬ 
ing point of diluted cream. Sin('e consideration of the fat alone will give calculated 
values so close to the actual values for added water, it w^ms imnexiessary to complicate 
further Uie above formula in an attempt to correct for the colloidal protein. In the 
latter case, the fact should l)e considered that some of the protein, the albumin, is in 
true solution and consequently will depreas the freezing point. 

W, T. Mathis .—Samples in Series 1 are higher in acidity than in Series 2. This is 
because the tests and tuialym^s were made the day following that on which the cream 
was separated. In Series 1 the analyses were begun immediately after separation. The 
increase in freezing-point depression due to increase in acidity follows the relation 
which we have found in our pre\ ious work, viz., 0.003®C. for each 0.01 per cent of acidity, 
except in the instance of 20 per cent dilution, but here the acidity value may be slightly 
too low. 

/?. W. Titus .—Eight authentic samples of herd milk, with the corresponding samples 
of cream, were obtained from the College Dairy Department. About 5 gallons of well 
mixed milk was emptied into a clean separator tank, and a quart sample was taken 
for analysis. The cream sample was obtained from the first third of the milk separated 
and was assumed to be a representative sample, since the bowl was clean pre\ ious to 
this operation. The samples were tested for fat. total solids, acidity, and freezing-point 
depression. The freezing-point depressions of the milks and the corresponding cream 
samples were almost identical, with two exceptions. The dilutions were made by adding, 
with a graduated pipet, the requisite amount of distilled water to a graduated test 
tube and then filling to the mark with cream. Six samples of cream were thus diluted, 
and tlie freezing-point determinations were made. From the data presentt'd it appears 
that the freezing-point depression is not affected by the fat content of the sample, and 
no appreciable variation is shown between the freezing-point depression of the milk 
sample and the result on the corresponding cream sample. 
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DISCUSSION. 

Results were reported on 31 samples of authentic whole cream and 
on 89 samples that were systematically watered. With the exception of 
a freezing-point depression of 0.528®C. on three samples reported by 
one of the collaborators, all the freezing-point results obtained on the 
unwatered samples occurred within the range reported in recent years 
as a result of collaborative work on authentic samples of milk. It is 
noted that these samples yielded fat results ranging from 14.5 to 27.5 
per cent and acidity figures under 0.16 per cent. 

The results reported on the watered samples are all apparently satis¬ 
factory, except in a very few instances. There appears to be no absolute 
criterion by which to judge these results unless, for the present at least, 
the formula adopted by Doan and Mathis is accepted. A casual con¬ 
sideration of the nature and composition of a sample of cream is sufficient 
to reveal the fact that the formula for calculating added water in milk 
is in need of modification. This matter is well stated in the comments 
submitted by Doan. As to the real merits of the two modes of calcula¬ 
tion, the one proposed by Doan as compared with the one adopted by 
Hall, no definite statement can be made at present. It is apparent, how¬ 
ever, that Hall’s formula omits an essential factor, viz., the content of 
insoluble proteins. It has been impossible to verify the 0.38 per cent 
factor adopted in the calculation of the serum, but for the present this 
factor may be accepted as at least fairly representative of average cream. 
Doubtless the variations on either side of the figure are sufficient to 
account in part for the rather wide range shown in several instances 
between the calculated result and the known percentage of dilution. 
Further consideration of this matter may well be included in the work 
of the referee for the ensuing year. In spite of some discrepancies shown 
among results in Tables 1 and 2, two general conclusions may be stated: 

First, the freezing-point tests applied to undiluted samples of normal 
cream are comparable with results obtained on samples of pure milk. 

Second, as a means of determining quantitatively percentages of added 
water, the freezing-point test may be considered accurate to within a 
tolerance figure of 2 per cent. 

An additional interesting feature shown among the results reported by 
collaborators is the fact that freezing-point results obtained on whole 
milk, on the cream separated therefrom, and on the skim-milk are prac¬ 
tically identical. Also, freezing-point determinations applied by Doan 
to samples of watered milk indicated in each instance the same per¬ 
centage of added water in the cream as in the original milk and in the 
skim-milk derived therefrom. In other words, separation of cream from 
watered milk does not disturb the composition of the serum. The solu¬ 
ble constituents in the serum remain substantially unchanged and conse¬ 
quently have the same effect on the freezing point. 
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OTHER METHODS. 

The associate referee to whom was assigned a study of methods for 
the analysis of butter gave particular attention during the past year to 
methods for (a) sampling and (b) preparation of sample. It was im¬ 
possible, owing to the comprehensive, thorough-going plan adopted for 
the collaborative work, to devote any attention to a study of methods 
for determining acidity and for distinguishing products made from pas¬ 
teurized milk. The two remaining recommendations, (3) and (4), relat¬ 
ing, respectively, to methods for the determination of albumin in milk 
and to a study of the suggestions made by H. C. Waterman^ for the 
determination of casein, have not received consideration, chiefly on 
account of insuflicient time and assistance available for a study of these 
subjects. The associate referee assigned to the subjects of malted milk 
and dried milk will present a report dealing with investigations that have 
been made during the past season. The Associate Referee on Ice Cream 
was appointed at a rather late date to fill a vacancy occasioned by the 
resignation of A. C. Dahlberg. However, a report embodying some sub¬ 
stantial preliminary work will be presented at this meeting. A communi¬ 
cation received from E. O. Huebner relative to the work on cheese con¬ 
stitutes essentially a report of progress and includes the following state¬ 
ment indicating the work accomplished during the past season: 

Experiment have been conducted on the normal calcium and phosphorus content 
of cheese, and it has been found (as one would expect) that the ratio of calcium to 
phosphorus is a rather constant factor. As disodium phosphate is used extensively as 
an emulsifier in process chec^, it will be seen that the use of this salt disturbs the normal 
caldum-pho^horuB ratio and a high pho^horus content will be obtained. Thus, by 
determining the calcium and phosphorus in process cheese and knowing the normal 
ratio, one can calculate the added phosphate. A method has been applied to citric acid 
in cheese by which qualitative dete<'tion is certain, but quantitative results require 
further study. The method is an application to cheese of the oxidation of citric acid 
with nitric acid and the precipitation of the acetone dicarboxylic acid formed as its 
mercury salt. Although I have been unable to give any time except for reference work 
to the association this past year, I feel that some progress has been made and that in 
another year substantial progress can be reported. 

A number of additional subjects have been brought to the attention 
of the referee. The first relates to the text of the brief instructions for 
determining specific gravity*. No criticisms have arisen relating to the 
determination of specific gravity by means of a pycnometer, but the 
alternative method referred to by the phrase “or by means of a stand¬ 
ardized hydrometer”, has been the subject of some correspondence. The 
referee’s attention to this matter was directed by C. F. Hoyt, State 
Department of Agriculture, Sacramento, Calif., in connection with a 
special investigation that was carried out during the past year. A pre- 

> Thu Journal, 1926. 9: 246. 

* Mothodo Anafyiu, A.O,A. C.. 1925, 259. 
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liminary paper dealing with this subject has been prepared, and a well- 
rounded report will probably be published in the near future. After 
reading Hoyt’s paper and conducting some correspondence, it was agreed 
that the directions for determining the specific gravity of milk by means 
of a hydrometer ought to be amplified. For the present purpose three 
points are suggested as desirable for consideration: 

1. The description of the hydrometer, 

2. The instructions for standardizing, 

3. The instructions for reading. 

Something should also be included relative to the construction of the 
cylinder—its height, diameter, and other essential features. It has been 
suggested that the hydrometer scale be changed so as to permit larger 
intervals. Much uncertainty relative to the correct method of reading 
the scale when the instrument is submerged in the fluid has prevailed 
for many years; that is to say, whether the reading should be at the top 
edge of the meniscus, somewhere near the surface of the liquid, or at a 
point somewhere intermediate. In order to arrive at a definite basis for 
a revision of the paragraph in question, it will be necessary to confer 
with the Bureau of Standards and with the instrument makers. It is 
evident that many individuals have no definite conception regarding the 
construction, graduation, and method of use of the milk hydrometer, 
and it is high time that attention be given to this matter, in order that 
the paragraph referred to may be improved. 

QUALITATIVE METHODS. 

A communication from W. D. Bigelow, Director of the Reseeurch 
Laboratories, National Canners Association, contains the following 
paragraph relative to the directions given for the testing of milk and milk 
products for the presence of gelatin': 

We found that this method gave a positive test for gelatin with all the well-known 
brands of evaporated milk which we purchased on the Washington market. The pre¬ 
cipitate obtained was of a flocculent nature that settled readily and which differed 
from that obtained with the same milk to which 0.1 per cent gelatin had been added. 
It was further found, however, that a negative test for gelatin was obtained when 
the evaporated milk was diluted one-to-one with water, in order to make it comparable 
in concentration with a fresh milk. However, a slight flocculent precipitate settled 
out on long standing (2 to 3 hours); a similar precipitate was obtained with fresh 
milk that had been heated either at the temperature of boiling water or at 240^F. 
Fresh milk itself gave a similar precipitate on standing overnight. From our recent 
experience it would seem advisable to insert in the method a paragraph on the prepara¬ 
tion of the solution upon which the test is to be made. Of course, one would soarcely 
look for gelatin as an adulterant of sterilized evaporated milk, since gelatin is hydro¬ 
lyzed at the temperature of boiling water and its thickening power destroyed. How¬ 
ever, in the present case we may be somewhat embarrassed by the method as it is now 


1 Method* ofAnafytu, A. O. A. C„ 1925, 209. 
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given, as a foreign country is objecting to the importation of a shipment of American 
evaporated milk on the ground that it contains added gelatin. 

Some correspondence was carried on relative to this subject, but no 
definite conclusions were reached. The last communication received 
from the laboratory of the National Canners Association is a repetition 
in part of the statements made by Bigelow in the earlier letter and 
represents the present stage of the investigations of the referee. 

Early in the present year a questionnaire was prepared by Robert S. 
Breed of the Agricultural Experiment Station, Geneva, N. Y., and sent 
to laboratories engaged in the examination of milk. It was requested 
that the replies indicate any additional methods that seemed desirable 
to include in the standard methods of the American Public Health Asso¬ 
ciation. Although the questionnaire dealt mainly with bacteriological 
subjects, some suggestions were brought out regarding chemical methods. 
A number of persons asked for the inclusion of a method by which they 
could detect the addition of hypochlorites; one person requested that a 
method be given by which the presence of neutralizer could be detected; 
another asked for a method by which it could be determined whether 
milk or cream had lieen frozen; another wanted a test for copper in 
milk; several wanted tests that would detect reconstructed milk and the 
presence of foreign fats; one desired tests for citric acid, particularly 
with reference to goat’s milk; and several persons were interested in 
raetluxls for making pH determinations. 

It is evident from the foregoing that the scope of the study assigned 
to the various referees is increasing at a rate decidedly beyond their 
capacity to handle with the facilities now provided. None of the referees 
has been able during a given season to take care of more than one sub¬ 
ject at a time owing to the burden of regular routine duties, and it i^ 
considered rather fortunate that so many of the referees have been able 
from ye^r to year to prepare at least fairly acceptable reports. The 
circumstances indicated by the developments of the past year seem to 
demand at least two additional associate referees for the work on dairy 
products. Two suggestions are therefore presented: 

First, that an associate referee be appointed on the subject of milk 
proteins with the recommendation that he devote his time chiefly to the 
suggestions given in the paper to be presented by H. C. Waterman. 
(This paper has been published^.) 

Second, that an associate referee be appointed with instructions to 
make a special investigation of the qualitative tests concerning which 
questions have been raised during the past year. Evidently these tests 
constitute a rather formidable list, but a judicious selection can be made 
so as to give attention to those that seem most important. 


» Thit Journal, 1927, 10: 259. 
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RECOMMENDATIONS*. 

In addition it is recommended: 

(1) That the cryoscopic method be adopted as an offidal method ap¬ 
plicable to cream (second reading). 

(2) That the methods for determining specific gravity of milk be given 
attention with a view to improvements in the directions. 

(3) That the Associate Referee on Cheese be instructed to continue his 
study of methods for the detection and quantitative determination of 
emulsifying agents, preservatives, and other added substances. 

(4) That the methods for the determination of albumin, including the 
suggested use of Almen’s reagent for precipitating the albumin, be sub¬ 
jected to further consideration during the coming year; and also that 
the suggestions made by H. C. Waterman for the determination of casein 
in milk be a subject of study during the coming year. 

(5) That tests applicable to the detection and determination of (a) 
gelatin, (b) neutralizers, (c) hypochlorites, (d) citric acid, (e) sucrose, 
(f) chlorine and chlorides, and (g) glycerin be studied by an associate 
referee. 


REPORT ON BUTTER. 

By Lloyd C. Mitchell (U. S. Food and Drug Inspection Station, St. 
Louis, Mo.), AssocicUe Referee. 

The first report on butter made by this association was presented at 
the fourth annual convention in 1887, by H. W. Wiley*. On the four 
samples (oleomargarine, butterine, butter, and print butter) submitted 
for study, eight analysts reported the following maximum variations: for 
water, 1.46 to 3.15 per cent; for salt, 0.33 to 1.25 per cent; and for curd, 
1,14 to 3.29 per cent. 

Tlie next and last report on butter, in so far as the determinations of 
moisture, non-fat solids, and fat are concerned, was made at the seventh 
annual convention in 1890, by E. H. Jenkins*. Eleven analysts reported 
the following maximum variations on one sample of creamery butter: 
water, 0.38 per cent; casein, 1.07 per cent; ash (salt), 0.53 per cent; 
and fat, 1.88 per cent. 

The methods of tmalysis used in the above work are essentially the 
same as the official methods published in 1925*. The method of prepara¬ 
tion of the analyst’s sample adopted in 1890 is the same as the method 
published in 1920* except that the 1920 method gives instructions to cool 

> For mort of Sob-oonunittee C ond octioii of the oMociotiem, toe ThU t927« if: 71. 

* V. 8. D^. Afr. Dir. Chem. Ball. 16, p. U. 

* U. 8. D^t. hgt. DIt. Cheoa. BoD. 2$. p. 48. 

« Meihod$ V Anafy§i$, A. O. A, C„ 1925, 275. 

* Ibid., 19^, 232. 
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the sample while shaking until it is solidified sufficiently to prevent the 
separation of the water and the fat. This addition was first inserted into 
the method by the Committee on Revision of Methods and adopted by 
the association in 1907^ In its latest edition of methods, 1925, the Com¬ 
mittee on Editing Methods of Analysis further revised the method for 
the preparation of the sample by inserting the word “mix”, deleting the 
instructions for cooling, and substituting the word “soften” for the word 
“melt”. No collaborative study, however, has ever been made of any 
method for the preparation of the sample. 

At the 1925 meeting of the association, an associate referee was ap¬ 
pointed and directed to study the methods for the examination of butter, 
particularly methods for (a) sampling, (b) preparation of sample, (c) 
acidity, and (d) distinguishing the product made from pasteurized cream. 

As the field for investigation was so wide and the available data were 
limited, the associate referee was unable to devote the necessary time to 
cover the assignment in a single year. A study of sampling of tub 
butter, in connection with other work, and an extensive collaborative 
study of the official method and a proposed method for the preparation 
of sample were made. 

The sampling and the preparation of the analyst’s sample, in particular, 
present peculiar difficulties. The diflTerent constituents, insoluble in one 
another, with the exception of salt in water (up to the saturation point), 
are unevenly distributed throughout the mass of butter, making it im¬ 
possible to obtain a representative sample of bulk butter by the present 
methods. Even were the constituents uniformly distributed in the mass 
of butter, it would be rather doubtful whether a truly representative 
sample of bulk butter could be obtained by means of the present trier. 

In the usual preparation of the sample, a certain portion of the con¬ 
stituents l)ecomes separated, and must be reincorporated before the 
sample is ready for analysis. In practically every operation from the 
time the butter leaves the chum until the small portion is weighed for 
analysis the butter loses some moisture. This loss is probably most 
noticeable in the preparation of the sample and in the analysis of the 
butter. 

The St. Louis Station* of the Bureau of Chemistry made an extensive 
study of the wedge method, the heated and cold trier methods, and the 
auger method for the sampling of tub butter. The conclusions drawn 
from the work follow: 

(1) The wedge method is impracticable for sampling tub butter. 

(2) The heated trier method for frozen butter and the cold trier method 
for butter above freezing invariably gave samples of butter containing 
lower moisture values, hence higher fat values, than the true moisture 

* U. 8. Dept. Kfx. Bur. Ch«iD. Bull. 107, p. 123. 

Unpub^iod report. April, 1026. 
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content of the entire tub of butter, even when all the water or brine 
adhering to the trier was carefully transferred to the sample container. 

(3) The auger method, applicable only to frozen butter, gave samples 
whose moisture content is believed to be nearer the true value than the 
samples taken by the trier methods. 

(4) The variations in moisture content in different parts of any tub 
are likely to be so wide that to insure a representative sample it is 
necessary to draw many portions from all parts of the tub. This is 
obviously impracticable. 

Owing to the non-homogeneity of tub or bulk butter, the complex con¬ 
ditions encountered in sampling, the difficulties inherent in the technique 
of transferring, heating, and emulsifying the entire-tub samples of butter 
(which is apparently the only basis for comparison), the time, effort, and 
expense involved in the sampling of many tubs of butter, and the com¬ 
plete mixing of each tub sampled, it is the opinion of the associate referee 
that collaborative study of the sampling of tub or bulk butter at the 
present time is practically impossible. 

RECOMMENDATIONS FOR SAMPLING BUTTER. 

Profiting by the results of the study made at the St. Louis Station and 
from experience, the following recommendations are offered tentatively: 

(a) Print Butter. 

(1) That each analyst’s sample consist of the entire contents from one unit package 
or carton in case of pound or half-pound packages, or two unit packages or cartons in 
case of quarter-pound packages. The package or carton considered here refers to the 
product usually wrapped in a cardboard carton and not to any further subdivisions 
wrapped in parchment paper, the subdivisions being considered as part of the package 
or carton. 

(6) Tub or Bulk Butter. 

(1) That the trier, either cold or heated, be the instrument used to take the sample. 

(2) That when the butter is packed in tubs, the trierful (core) be taken by inserting 
the trier vertically into and through the butter at a point two-thirds of the distance 
from the center to the edge of the tub. 

(3) That any water or brine adhering to any part of the trier l)e carefully transferred to 
the container. 

(4) That an inch of butter from the top of the core be replaced into the hole made 
by the trier. 

(5) That each analyst’s sample consist of three trierfuls (full cores) of butter. These 
may be from one tub or from each of three tubs from the same churning. 

PREPARATION OF THE ANALYST’S SAMPLE. 

The collaborative work undertaken this year on the preparation of 
butter samples for analysis was a comparison of the present official 
method and a proposed mechanical stirrer methods The proposed 
method as submitted to the collaborators reads as follows: 


) This Journal , 1925, 8. 574. 
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Soften the sample, 250-500 grams, in a closed vessel to su(!h em extent that on stirring 
for 2-3 minutes the product will reach a temperature of 31-34°C. Stir with a malted 
milk mixer for 2-3 minutes, with an up-and-down movement of the stirring device, at 
the same time slowly moving the vessel horizontally so that the stirrer reaches all parts 
of the sample. The hnal temperature must l>e 31-34®C. If the temperature is below 
31 °C., continue stirring until this temperature is reached. A temperature above 34°C. 
will indicate that the sample has been warmed too much and will probably separate. 
In this case, (xkjI tlie sample imtil solid and repeat the warming and mixing. Weigh 
tile purtw)n for analysis within 3-4 hours with a room temperature of 25®C. or l>elow, 
and within one-half hour with a rtxim temperature of 28°C. or aliove. 

In ordor to cover both tub or bulk butter and print butter at the same 
time, the collaborators were requested to prepare both pound and half- 
pound samples by each method. Three portions were taken from the 
upper surface of the prepared sample for analysis, one from the left side, 
one from the middle, and one from the right side. Then approximately 
two-thirds of the butter was removed, and three more portions from the 
new and lower surface were taken for analysis, one from the front, one 
from the middle, and one from the back. Moisture and non-fat solids 
were determined on each portion by the official meth(xls. The fat was 
obtained by subtracting the sum of the results for moisture and non-fat 
solids from 100.00. 

, IJiiusual interest was shown in the work as evidenced by the number 
of extensive reports received by the associate referee. Several of the 
collaborators submitted other interesting items pertaining to the butter 
work which will be covered in the discussion. 

No attempt is made to report each individual result submitted by the 
collaborators. To do so would lead to more or less confusion without 
bringing out the salient points of the two methods, namely, the homo¬ 
geneity or non-homogeneity of the samples of butter as prepared by the 
methods studied. Table 1, therefore, was prepared to show the maximum 
variation obtained for each constituent determined in the different sam¬ 
ples prepared and analyzed by the collaborators. 

The results of this study were contributed by the following collabora¬ 
tors, to whom the associate referee at this time desires to express his 
thanks and appreciation: 

L. T. Anderegg, Iowa State College, Ames, Iowa. 

E. H. B(5iTy and C. A. Roach, U. S, Food and Dnig Inspcx^tion Station, Chicago, 111. 

F. W. Bouska, Beatrice Creamery Company, Chicago, 111. 

H. B. Ellenl>erger, Amcultural Experiment Station, Burlington, Vt. (J. A. Ncw- 
lander, analyst). 

L. D. Elliott^ U. S. Food and Drug Inspection Station, Seattle, Wash. 

Leonard Feldstein, IJ. S. Food and Drug Inspection Station, Denver, Colo. 

L. W. Ferris, U. S. Food and Drug Inspection Station, Buffalo, N. Y. 

H. W. Gregory, Purdue University, Lafayette, Ind. (George Spitzer and W. F. 
Epple, an'ilysts). 


* Present addrene: U. 8 . Food and Drug Inspectioo Statit>i}, Deuvor, Colo 
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C. A. Greenleaf, U. S. Food and Drug Inspection Station, Ciacinnati, Ohio. 

E. S. Guthrie, Cornell University, Ithaca, N. Y. 

R. L. Horst, U. S. Food and Drug Inspection Station, New Orleans, La. 

J. T. Keister, Bureau of Chemistry, Washington, D, C. 

T. O. KeUems, U. S. Food and £^g Inspection Station, San Francisco, Calif. 

W. D. Riphardson, Swift & Company, Chicago, Ill. 

A. £. Rowe, U. S. Food and Drug Inspection Station, Philadelphia, Pa. 

L. A. Salinger, U. S. Food and Drug Inspectkni Station, Savannah, Ga. 

E. C. Scott, Michigan State College, East Lansing, Mich. 

M. M. Simpson, The Fairmont Creamery Company, Omaha, Nebr. 

H. R. Smith, U. S. Food and Drug Inspection Station, Baltimore, Md. 

SUMMARY OF ANALYST’S COMMENTS. 

Anderegg .—No marked difference in homogeneity was observed depending upon 
whether the seunple was prepared at 27®C. or at si^C., or whether the sample was 
agitated by shaking by hand or by the use of a mechanical stirrer. It is believed that 
a mechanical stirrer will save considerable time when many samples are to be prepared 
for analysis. 

Berry and Roach .—We can see little, if any, advantage in the proposed method over 
the official method. It would seem that the emulsified condition in which the proposed 
method leaves the butter has some advantage. The present details, which call for so 
manipulating the operation that the stirrer reaches all parts of the sample, seem largely 
to have eliminated the difficulty of segregation. 

Bouska .—I believe the principle of preparing a sample with a drink mixer is correct.« 
Without further experience, however, 1 am compelled to give my preference to the 
official method. 

Ellenberger .—^The proposed method of preparing butter samples gives a homogeneous 
mass which checks closely, though no more closely than the official method, but the 
proposed method has a decided disadvantage in that considerable moisture (an average 
of 0.19 per cent in twenty tests) is lost in the process. Consequently, we cannot reoom> 
mend the method. The loss is greater than the difference between check tests by either 
method. Variations due to conditums or methods of sampling are of much greater 
importance than the differences in check tests. In every trial except one the jars 
tested first by the official method gave higher results than jars tested first by the pro¬ 
posed method, the average difference in the eight comparisons being 0.19 per cent. 

EllioU .—^The proposed stirrer method gives slightly more uniform results throughout 
the jar, both in one>pound and half-pound samples, than the shaking method. How¬ 
ever, if all the results are like mine, I would say there is very little to choose between 
the two procedures so far as the analytical results are concerned, and 1 would advocate 
making the procedure optional between the two methods, depending upon conditions. 
(Elliott also mentions the greater ease and quickness of the proposed method.) 

Fekbtein .—^The official method was first favored because it was thought that the 
sample could be mixed better. I had noticed previously that with the malted milk 
stirrer there seemed to be a slight separation of fat on the surface, although good results 
were obtained. It was just this appearance which prejudice me at first, but this slight 
apparent separation is so easily overcome by moving the jar and raising and lowering 
the stirrer, and by stirring a little longer, that now 1 prefer the proposed method. 

Ferris .—The results obtained indicate that both the official method and the stirrer 
method as interpreted in this work give a sample that is satisfactorily uniform through¬ 
out wh^ the sample consists of either one pound or one-half pound of butter. 

Gregory .—The differences between the extremes of the determinations made from 
samples taken from the side, center, and opposite side of each lot of butter are no 
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jfrealer than variation between duplicate moisture and non-fat solids tests encountered 
constantly by the careful and skilled chemist. The moisture and non-fat solids are 
uniformly distributed throughout the entire sample when the sample is properly pre¬ 
pared by either the official or the proposed method. Butter prepared by the proposed 
method will remain homogeneous for at least 3 hours when held at a temperature of 
24 to 25®C. Moisture determinations made from samples prepared by the proposed 
method are not entirely consistent with the moisture determinations made from samples 
prepared by the official method. 

Horst ,—It appears that the official method gives slightly higher average moisture 
content. We have l:)een using the proposed method, supplementing it with thorough 
stirring of the sample with a spoon after mixing as much as possible with the electric 
stirrer. 

Keister ,—As to the merits of the two methods of preparing butter samples, I am 
frank to say that 8<3 far as my limited experience with the stirrer method goes, I see no 
greater accuracy by its use, and taking into consideration the extra equipment and 
somewhat greater time and eflfort, I would hesitate at the present time to favor its 
adoption; however, with more experience and results 1 may stie an advantage in certain 
cases. The texture and other conditions of the butter no doubt play a part in deter¬ 
mining the liest treatment for moisture determinations. 

Keltems ,—Two difficulties were foimd in using the malted milk stirrer. First, the 
sample was not completedy stirred. Some butter at the top around the edge was not 
mixed in witli the 8tirr<Hi portion, and at the bottom of the jar, around the edge, there 
was even more unmixed butter than at the top. Second, the butter splashed up on the 
side of the jar and made the sample look rather sloppy. The malted milk stirrer does 
not mix the butter completely and is a little sloppy. Also more care is necessary in 
heating the butter to just tlie right temperature than is required in spatula stirring. 
Neither method is fool proof, but the spatula method, in my opinion, is more nearly 
so, and is easier of operation. In the main the results by spatula stirring are more uni¬ 
form than those by the malted milk stirrer. 

Richardson, —We have never encountered any difficulty in the preparation of butter 
samples for analysis. W'^ith the exercise of ordinary precautions, no trouble has ever 
besen experienced in getting a homogeneous mixture of the product. The only advantage 
we see in the proposed method is the standardizing of ( crtain of the details of the official 
method which arc at present somewhat vague. Our results do not convince us that 
the temperature of mixing is vital in obtaining a uniform sample providing, of course, 
it is maintained high enough so that a homogeneous mixture may be secured by proper 
mixing. 

Rowe ,—In all cases the variation in moisture was less than the variation in non-fat 
solids. The proposed stirrer iueth(xl is more accurate than the official method; the 
sample should be large enough to stir readily: and the sample should be thoroughly 
stirred by hand with a spoon immediately before weighing. 

ScoU. —Although the results of the analyses by both methods show several dis¬ 
crepancies, I l>elieve that it would be possible to get results which check much more 
consistently with the mechanical mixer than by the old method—that of stirring by a 
rod or shaking the butter in the container. There is so much agitation by the me¬ 
chanical mixer that, with very little care, a perfect emulsion of the water and non-fat 
solids in the fat sliould be obtained. 

Simpson ,—Samples prepared by either methiKl are thoroughly uniform as shown by 
the small variation of the tests. The moisture tests are lowered by stirring with the 
malted milk stirrer. The stirrer method is time saving and leas laborious. The results 
are uniform, although they are somewhat lower than those obtained by the official 
method and are lowered by increasing the period of stirring. 
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Smith .—In the second set of variations are included portions of butter scraped from 
the aides of the jar above the level of the mass of butter. Previous work had indicated 
that such samples would show less moisture and more fat than the main portion of 
butter. Since the results of these determinations are obviously in error, all of them were 
discarded in the first set of variations. This variation is not noticeable in the samples 
prepared by the stirrer method. A possible explanation is that by the official method 
the containing vessel is cooler than the sample and th«re would be a tendency for butter 
fat to congeal on the inside of the container during the first period of the shaking. In 
the stirrer method the container is warmer than the sample when sturing is commenced 
and furthermore, tlie stirrer, when properly manipulated, agitates the mixture on the 
sides of the vessel as well as the mass of sample. Of the two methods for preparing 
butter samples, the stirrer method is preferred for the following reasons: 

More than one sample may be analyzed at a time. With the official method the 
personal attention of the analyst must be concentrated on one sample. The stirrer 
method permits an analyst to prepare a series of samples, keep them in the refrigerator 
until ready to weigh out, and then do all the weighing at one sitting. 

If one determination has to be repeated the sample does not have to be reprepared. 
In one instance, a sample prepared by the stirrer method was checked after standing 
in the storeroom at room temperature for three weeks, and excellent duplicate deter¬ 
minations were obtained. 

The stirrer forms an emulsion of water, curd, fat, etc., similar to a mayonnaise dressing. 
The water is distributed throughout the mass in finer globules than is possible with 
shaking by hand. The sample is proportionately more homogeneous and stable. 

A large part of the personal equation in the preparation of the sample may be elimi¬ 
nated. The official method depends largely on a quick weighing out after the shaking. 
No two analysts will do this exactly alike. 

DISCUSSION. 

Nineteen collaborators prepared or reprepared one hundred and sixty- 
one samples of butter, and made eight hundred and forty-one moisture 
and six hundred and twenty-two non-fat solids determinations, from 
which six hundred and seventeen fat (by difference) values were cal¬ 
culated. 

In following the official method, eight of the collaborators prepared 
the samples by softening or melting the butter in various ways and shak¬ 
ing vigorously until the butter mass became loo stiff to shake, six cooling 
the butter by shaking in the air, one by allowing cold tap water to flow 
over the container, and one by setting the butter in water at 10°C. 
Eight of the collaborators softened the sample somewhat in various ways, 
then beat it to a creamy consistency by means of spatula, table knife, 
glass rod, spoon, or other device. One coUaborator used a combination 
of the variations mentioned. The butter was softened and shaken, then 
the lid was removed, and the butter adhering to the lid and sides of the 
container was scraped off and added to the butter mass, which was then 
beaten to a creamy consistency by means of a spatula. Two did not 
report the method used. 

It is apparent from these reports and comments that the official 
method is not a specific one, but allows a wide variation in technique. 
Whether or not this is desirable is questionable. 
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Two or three of the collaborators, who did not have a malted milk 
stirrer available, devised mec:hanical stirrers similar to the milk stirrer, 
and this substitution appeared to work satisfactorily. 

Seven analysts indicated a preference for the proposed method, five for 
the present official method, four were undecided, and three indicated no 
preference. Four of those in favor of the proposed methixi and two in 
favor of the official method had had no previous experience with the 
mechanical stirrer in the preparation of butter samples, but on the other 
hand they had extended experience in the preparation of butter samples 
by some variation of the official method. 

The results indicate that samples consisting of either a pound or a 
half pound of butter can be prepared satisfactorily. This fact simplifies 
the sampling of print butter in that the entire contents of a unit package 
can be used as an analyst’s sample. 

Of the 113 samples reported in Table 1, 72 per cent showed less than 
0.20 per cent total variation in the moisture content, the maximum varia¬ 
tion being 0.55 per cent and the average variation ranging from 0.13 to 
0.18 per cent for half-pound and pound samples, as prepared by the two 
methods. Of the 93 samples for which the non-fat solids are given, 70 
per cent showed less than 0.20 percent in the total variation, the maximum 
variation being 0.77 per cent and the average variation ranging from 0.15 
to 0.21 per cent. Of the 93 samples for which the fat (by difference) was 
calculated, onJy 45 per cent showed less than 0.20 per cent in the total 
variation; 61 per c^nt showed 0.25 per cent or under in the total varia¬ 
tion, the maximum variation being 0.92 per cent and the average varia¬ 
tion ranging from 0.22 to 0.31 per cent for half-pound and pound sam¬ 
ples prepared by the two methods. 

The amount of non-fat solids in salted butter ordinarily is about 20 
to 25 per cent of the water content, although the results in Table 1 
show a greater variation in the non-fat solids content than in the mois¬ 
ture content. It is a question whether this discrepancy is due to lack of 
homogeneity of the sample or to errors in the determination of the non-fat 
solids. It is noted, however, that as much as 1 gram of asbestos is con¬ 
tained in the Gooch crucibles used by some of the collaborators for the 
determination of the non-fat solids*. There is reason to lielieve that this 
may involve a significant error, due to retention of fat by the asbestos. 
Other errors that may be involved in the official method undoubtedly 
play a part in some of the variations obtained by the collaboratoi s. 

Feldstein called attention to the fact that the malted milk stirrer was 
designed to mix substances in a vessel not over 2\ inches in diameter, 
while the Mason jar used as a container suitable for butter samples had 
a diameter 3 to 3J inches. With a view to obviating the necessity of 


i Thi* Journal, 1026. 9: 200. 
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moving the jar, he suggested slightly increasing the size of the stirring 
disc, thus decreasing the liability of breaking the container. From cer¬ 
tain considerations, which will not be discussed at this time, it is doubtful 
whether this modification would prove useful owing to the decreased 
mixing action in a vertical plane. 

Two or three of the collaborators suggested tilting the jar during the 
stirring so that a stream of agitated butter hits the bottom and sides of 
the jar at an angle. This is in addition to the horizontal movement of 
the jar and the up-and-down movement of the stirring device. Tilting 
the container in this manner gives a stronger whirling action and is 
particularly effective in incorporating the butter at the bottom and on 
the sides of the jar with the remainder, but it increases the risk of break¬ 
ing the container if it is made of glass. 

Kellems^ submitted some interesting comparative data on a direct de¬ 
termination of fat in butter. Using a modification of the Schmid t- 
Bondzynski method for the determination of fat in cheese, he obtained 
variations of 0.02, 0.03, 0.12, 0.17, 0.14, 0.11, 0.41, and 0.18 per cent, 
an average difference of 0.03 per cent higher results than those obtained 
by the present official method. This adaptation appears to present for 
collaborative study a method for the direct determination of butter fat, 
the most important constituent of butter. 

EUenberger, Gregory, and Simpson observed that the moisture tests 
are lower on those samples prepared by the proposed method that are 
first prepared by the official method. Both EUenberger and Gregory 
prepared their samples by the official method by softening in closed con¬ 
tainers and shaking, though the details of their procedures differ. Simp¬ 
son softened the butter, spread it over the entire inner surface by shak¬ 
ing, and then removed the lid and scraped off the butter adhering to the 
lid and sides of the container with a spatula, adding this to the butter 
mass and finally beating up the whole mass to a creamy consistency by 
means of a spatula. Allowing for the moisture loss during the operation 
of removing two-thirds of the butter to take the lower layer of samples 
and returning this butter to the jar, the discrepancy observed by Ellen- 
berger between the moisture results obtained by the official and proposed 
methods amounts to approximately 0.10 per cent. This difference was 
caused by the evaporation of moisture during the preparation of the 
sample by the proposed method. 

Gregory found an average loss of 0.10 per cent moisture on 12 samples, 
first prepared by the official method and sampled (including removal of 
two-thirds of the butter) and then recombined and prepared by the pro¬ 
posed method. The actual error due to loss of moisture during the 
preparation of the proposed method was therefore less than 0.10 per 


1 Work aaggmted by H. J. Wiohmann. U. 8. Food axMi Dnig Izwpooiion Station, Son PVaaoiMo, Calif. 
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cent and, to judge by Ellenberger’s results, probably not over 0,05 
per cent. 

Simpson found a discrepancy of 0.25 and 0.14 per cent, respectively, on 
two samples. He repeated the work on four other samples, 100 grams 
in size, without removing two-thirds of the butter from the jar and re¬ 
combining, and found an average loss of 0.09 per cent of moisture. 

From these results, it seems clear that from 0.05 to 0.10 per cent of 
moisture is lost during the preparation of the sample by the proposed 
method. The work in the associate referee's laboratory, where the pro¬ 
posed method is a familiar one, has disclosed a usual loss of 0.05 per 
cent in repreparing by the proposed method samples that had been pre¬ 
pared by the same method. Before any definite conclusions are drawn 
on this point, it will be advisable to conduct experiments in which sam¬ 
ples will l)e (1) first prepared by the official method and then reprepared 
by the official method, both the spatula and shaking modifications being 
used, (2) prepared by the proposed method and then reprepared by the 
proposed method, (3) prepared by the proposed method and then repre¬ 
pared by the official method (both modifications), and (4) prepared by 
the official method (both modifications) and reprepared by the proposed 
method. It would be highly desirable to use synthetic butters of known 
composition, provided mixtures could be obtained that had the same 
consistency and physical structure as natural butter, but so far this has 
been practically impossible. 

The report of EUenberger brings up another point. Seven of the eight 
sets of samples, each set consisting of two samples taken from the same 
tub or churning, showed somewhat higher moisture when first prepared 
by the official method than when first prepared by the proposed method. 
This difference might possibly be caused by the condensation of moisture, 
either originally in the air in the container or evaporated from the butter 
into the air-space, on the lid and sides of the container, this condensate 
being incorporated into the samples as prepared by EUenberger according 
to the official method, but not being incorporated into the samples pre¬ 
pared according to the proposed method. 

SUMMARY AND RECOMMENDATIONS. 

Of the nineteen collaborators engaged in this work, seven preferred the 
proposed mechanical stirrer method, five preferred the present official 
method, and the remainder were either undecided or indicated no 
preference. 

Taking into consideration that the proposed method was used for the 
first time by collaborators who were unfamiliar with the manipulative 
details, the results obtained by this method are distinctly encouraging, 
and on the whole they are more promising than those obtained by the 
official method. 
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Table 

Maximum 


COL.tJi.BO- 

BA-TOB 


i pound in pint container 


i quart container 


Moisture 

Non-fat 

solids 

Fat 

Final 

temperature 
at which 
mixed 

per cent 

per cent 

per cent 

‘»C. ! 

0.05 

0.02 

0.06 

26 

0.04 

0.05 

0.06 

31 


Non-fat 

acdids 


Final 

temperature 

a ^wh teh 


per eeni 
0.12 
0.10 
0.03 
0.07 


Maximum 

Minimum 

Average 


* Used 150 and 300 icrams, reepeotivdy. instead of 1 and 1 pound samples. 

t Actual variations obtained. See comments for explanations. Not included in maximum, minimum. 
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1 . 

variations. 


PROPOSBD MBTHOD 


i pound in pint container 


Moisture 

Non-fat 

solids 

Fat 

Final 

temperature 
at which 
mixed 

per cent 

per cent 

per cent 

®C. 

0.07 

0.07 

0.12 

27 

0.23 

0.25 

0.35 

33 

0.16 

0.27 

0.40 

31-34 

0.06 



31-34 

0.17 



31-34 

0.21 



31-34 

0.10 



31-34 

0.15 

0.10 

0.19 

32 

0.22 

0.25 

0.22 

32.4 

0.25 

0.10 

0.29 

32.5 

0.09 

0.11 

0.20 

34.0 

0.15 

0.18 

0.30 

34.3 

0.24 

0.15 

0.32 

33.0 

0.13 

0.12 

0.22 

32.9 

0.18 

0.08 

0.26 

33.1 

0.20 

0.08 

0.25 

34.2 

0.39 

0.31 

0.66 

34.0 

0.37 

0.13 

0.37 

34.0 

0.20 

0.22 

0,41 

33.5 

0.09 

0.11 

0.16 

33.0 

0.21 

0.16 

0.23 

34.2 

0.55 

0.14 

0.54 

34.0 

0.10 

0.43 

0.52 

33 

0.10 

* 0.77 

0.87 


0.27 

0.75 

0.92 


0.24 

0.30 

0.22 

33 

0.31 



31 

0.12 

0.11 

0.16 

31-33 

0.05 

0.10 

0.12 

31.7 

0.13 

0.21 

0.13 

32.8 

0.04 

0.07 

0.11 

31-33 

0.27 

0.34 

0.36 

32 

0.11 

0.08 

0.13 

31 

0.04 

0.04 

0.05 

31 

0.55 

0.77 

0.92 

34.3 

0.04 

0.04 

0.05 

27 

0.18 

0.21 

0.31 



1 pound in quart container 


Moisture 

Non-fat 

solids 

Fat 

Final 

temperature 
at which 
mixed 

per cent 

per cent 

per cent 

°C. 

0.08 

0.05 

0.12 

34 

0.28 

0.30 

0.43 

34 

0.02 



31-34 

0.08 



31-34 

0.13 



31-34 

0.06 



31-34 

0.14 

0.09 

0.18 

32 

0.33 

0.16 

0.30 

33 

0.13 

0.11 

0.14 

32.5 

0.14 

0.54 

0.58 


0.22 

0.65 

0.61 


0.10 

0.14 

0.14 

31.5 

0.13 



31.0 

0.45 

0.09 

0.47 

31-33 

0.12 

0.11 

0.11 

32.8 

0.05 

0.12 

0.13 

33.2 

0.06 

0.08 

0.11 

31-33 

0.26 

0.32 

0.40 

32 

0.09 

0.08 

0.13 

33 

0.09 

0.14 

0,17 

31 

0.45 

0.65 

0.61 


0.02 

0.05 

0.11 


0.15 

0.20 

0.27 
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One outstanding result of the work done this year is the information 
disclosed as to the great ntimber of methods that passed for the official 
method. Another interesting point is the fact that some analysts ob¬ 
tained remarkably close check results by either method, while others of 
equal repute and experience in the analysis of dairy products obtained 
variations up to nearly 1 per cent. It is surprising, also, to learn that 
among some chemists check results within 0.05 per cent or less are con¬ 
sidered customary and are expected, whereas certain others engaged in 
similar work and occupying analogous positions consider that a varia¬ 
tion of 0.20-0.50 per cent in fat (by difference) is to be expected and 
in fact is encountered constantly by the analyst. 

RECOMMENDATIONS'. 

It is recommended— 

(1) That the work on the preparation of butter samples for analysis 
be continued. 

(2) That the official methods of analysis be subjected to collaborative 
study in comparison with newly proposed methods. 

(3) That it be ascertained whether or not tin containers are suitable 
for butter samples, and can be used in place of glass containers (Mason 
jars). 


No report on cheese was given by the associate referee. A short report 
of progress is included in the report of the Referee on Dairy Products, 
and the following paper was submitted. 


THE DETERMINATION OF ADDED DISODIUM PHOSPHATE 
IN PROCESS CHEESE. 

By I. M. Williams (Dairy and Food Commission, Madison, Wise.). 

INTRODUCTION. 

Since the issue of the first United States patents in 1916 protecting 
the manufacture of process cheese the industry has developed to such 
an extent that the estimated output for 1925 was over 100,000,000 
pounds. Process cheese has been defined by legislative action in Wis¬ 
consin and Illinois. The Illinois law defines the product as pasteurized 
or blended cheese rather than process cheese, but in other respects the 
two laws are practically identical, with the exception of the moisture and 
fat standards. The amount of emulsifier permissible is not specified in 
the Illinois law. 

> For report of SabKXWBunittee C and aotkm of the aaaociation, see ThU Journal^ 1926, 10: 71. 
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According to the Wisconsin law process cheese is “the food product 
produced by mixing, blending and uniting with the aid of he^t, cheese 
of one or more lots of different quality, make, flavor, age, size, weight, 
shape, of like or different milk fat or moisture content, so as to produce 
a uniform mass readily makable into desired forms, shapes, sizes, and 
weights; and may contain added seasoning, added harmless coloring 
matter, harmless emulsifying agents as disodium phosphate, sodium 
citrate, sodium and potassium tartrate or mixtures of the same or other 
harmless emulsifying chemicals in quantities not exceeding three per 
cent;”. 

Process cheese can and is being made without the use of emulsifiers, 
but at the present time most of the manufacturers use them. Of the 
emulsifiers used, disodium phosphate is the cheapest and most common. 

On the basis of some preliminary work done by I. R. Hewlett (see 
Tables 1 and 2) investigating the ratio between the phosphoric acid 
(P 2 O 6 ) and the calcium oxide of process American cheese containing 
disodium phosphate as compared with the same ratio of normal American 
cheese, it was thought advisable to collect sufficient data to determine the 
value of this ratio in the quantitative examination of process cheese for 
added phosphate. In an attempt to find a representative value for each 
kind of cheese, attention was centered on the determination of the 
P 206 /Ca 0 ratio of cheese as found on the market. 

Owing to the variation in moisture, fat, and salt content of the indi¬ 
vidual cheeses, the percentage of phosphoric acid (P 2 O 6 ), total solids, or 
ash is of little value in the quantitative determination of added disodium 
phosphate. This point is illustrated by comparing the average phosphoric 
acid (P 2 O 6 ) content of the sample, total solids, or ash of American cheese, 
according to Table 1, with the similar values of Sample PA-12, Table 2. 

EXPERIMENTAL. 

Source of Samples, 

The samples, which were representative of the products of a large 
number of cheese makers, were secured from sources available to the 
buyer of raw materials for process cheese. They were purchased in the 
open market, from cheese warehouses, from cheese factories, and from 
the dairy at the University of Wisconsin. The samples were of different 
quality, flavor, and fat and moisture content as are the cheeses used in 
blending to produce a process cheese. 

Preparation of Samples, 

The cheese samples were thoroughly mixed in a mortar, and samples 
were taken for the determination of moisture and ash. 
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Moisture. 

A sample of about 3“-4 grams of cheese was weighed into a small glass 
dish containing dried asbestos and a glass stirring rod. The cheese and 
asbestos were mixed and dried at 110°C. for 5 hours. 

Ash. 

Twenty-five to thirty grams of cheese was weighed into a platinum 
dish, and the moisture was driven off by drying overnight at 110®C. The 
sample was ignited and finally ashed in a muflle at low red heat. 

Calcium Oxide. 

The ash was treated with nitric acid; the mixture was boiled and 
filtered; and the filtrate and washings were diluted to 200 cc. Aliquots 
of 25 cc. were diluted to 40 cc., and the nitric acid was neutralized with 
ammonium hydroxide. The precipitate that formed was dissolved with 
citric acid, after which 15 cc. of citric acid solution (70 grams per liter) 
was added. The calcium was precipitated from the boiling solution with 
ammonium oxalate, cooled, ^ter^, ignited, and weighed as calcium 
oxide^ 

Phosphorus Penioxide. 

Twenty-five cubic centimeters of the nitric acid solution of the ash 
was diluted to 40 cc., and the phosphorus was determined gravimetri- 
cally as magnesium pyrophosphate. To determine whether or not all 
the phosphorus was retained in direct ashing of the cheese, potassium 
nitrate and sodium carbonate were incorporated into a sample of each 
of two cheeses before ashing. A third sample of Cheese 2 was digested 
with sulfuric acid and potassium nitrate. The results for phosphorus, 
practically the same by all methods, were as follows: 

PercenUige of phosphoric acid (PtOt) found by different methods. 


METHOD OF TRRATMBNT OP SAMPLE 

CHEESE 1 

CHEESE 2 

Direct ashing 

1.49 

1.33 

Ashing with KNOs, Na2C08 

1.48 

1.34 

H 2 SO 4 , KNOs digestion 


1.36 


DISCUSSION OF RESULTS. 

The determinations show a range of values for the P206/Ca0 ratio 
for each kind of cheese. The average of this ratio for 28 samples of 
American cheese is 1.094; for 12 samples of brick cheese, 1.096; and for 

1 Z. mngeto. Chem., 1898. 34: 770. ~ ~ 
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10 samples of Swiss cheese and one of block Swiss cheese, 1.043. The 
sample of block Swiss cheese seems to have an unusually high P^Ob/CaO 
ratio. 

From a quantitative standpoint, the relation that exists between the 
phosphoric acid (P2O5) and the calcium oxide can be used to advantage 
in determining the amount of added disodium phosphate. The added 
phosphoric acid is equal to the P 205 (^) in the sample minus the product 
of the CaO(y) in the sample and the average value for the PoOs/CaO 
ratio (Z) for the kind of cheese under examination. 

X — YZ = added phosphoric acid (P 2 O 6 ). 

Since process American cheese seems to be the most common process 
cheese on the market, samples of it were secured, and data concerning 
those that do and those that do not contain added disodium phosphate 
are given in Table 2, together with the calculated added emulsifier. 

The average P20f,/Ca0 ratio of those process cheeses to which no 
disodium phosphate has been added is 1.076. The difference between 
this and the average ratio for American cheese according to Table 1 
would amount to less than one-tenth of 1 per cent in the calculation of 
added disodium phosphate. This difference between the average P 2 O 6 /- 
CaO ratios for American cheese and process American cheese, to which 
no phosphate has been added, may be due to the use of varying quan¬ 
tities of a cheese that has a low PiOs/CaO ratio, such as Swiss cheese, 
in compounding the product that is sold under the label of pasteurized, 
blended, or process American cheese. 

SUMMARY AND CONCLUSIONS. 

1. Values for the ash of the sample and for the phosphoric acid (P 2 O 6 ) 
and calcium oxide content of the sample, total solids, and ash, and the 
P206/Ca0 ratio were determined on 28 samples of American cheese, 

11 of Swiss cheese, 12 of brick cheese, and 13 of process American cheese, 
some of which contained added disodium phosphate. 

2. The average P 2 O 6 /CaO ratios for each kind of cheese are slightly 
different. 

3. The ratio P20f,/Ca0 is sufficiently uniform in each kind of cheese 
to be of value in detecting added disodium phosphate quantitatively. 

4. By the use of the following equation the added disodium phosphate 
can be detected quantitatively. 

X — YZ ~ Added phosphoric acid (P 2 O 6 ), in which X is the phosphoric acid 
present, Y is the calcium oxide present, and Z is the average 
value of the P 206 /Ca 0 ratio for the kind of cheese under 
examination. 

5. The average of the P 205 /Ca 0 ratios of the process American cheese 
analyzed that contained no added disodium phosphate is slightly lower 
than that obtained as an average for American cheese. 
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Table 1. 

Re$uU8 of analyses of American, Swiss, and brick cheese. 


SAlEPUi 

IfO. 


auUfKJB 

TOTAL. SOLIDS 

ASH 

ASH 

NatHPOi.- 

12H«0* 

PiOs 

CaO 

p*o. 

CaO 

PlOi 

CaO 



JMT eeni 

jMT eeni 

per cent 

per cent 

per cent 

per oeni 

per eeni 

pet eeni 


American Cheese. 


A-lt 

1.023 

1.07 

1.04 

1.78 

1.74 

32.38 

31.64 

3.31 

-0.3 

A-2 

1.048 

0.99 

0.94 

1.60 

1.53 

34.78 

33.17 

2.85 

-0.1 

A-3 

1.087 

1.07 

0.99 

1.74 

1.60 

34.79 

32.00 

3.10 

-0.0 

A-4 

1.090 

1.13 

1.03 



29.61 

27.06 

3.83 

+0.0 

A-5t 

1.114 

1.06 

0.95 

1.76 

1.68 

34.31 

30.78 

3.11 

+0.1 

A^l 

1.101 

1.12 

1.02 

1.89 

1.71 

38.36 

34.83 

2.92 

+0.0 

A-7t 

1.076 

1.17 

1.08 

1.91 

1.78 

33.26 

30.91 

3.61 

-0.0 

A-8 

1.083 

1.18 

1.09 

1.95 

1.80 

36.73 

33.88 

3.23 

-0.0 

A-9 

1.118 

1.11 

0.99 

1.82 

1.63 

37.19 

33.24 

2.99 

+0.1 

A-10 

1.108 

1.18 

1.06 

1.91 

1.73 

42.10 

37.97 

2.81 

+0.1 

A«ll 

1.036 

1.26 

1.22 

2.00 

1.93 

34.25 

33.06 

3.70 

-0.3 

A-12 

1.111 

1.10 

1.03 

1.75 

1.57 

36.17 

32.56 

3.17 

-0.1 

A-13 

1.122 

1.10 

0.98 

1.83 

1.63 

41.28 

36.78 

2.67 

+0.1 

A-14 

1.210 

1.06 

0.86 

1.78 

1.47 

45.43 

37.63 

2.31 

+0.5 

A-isir 

1.080 

1.23 

1.14 

1.85 

1.71 




-0.0 

A-161f 

1.080 

1.09 

1.01 

1.69 

1.68 




-0.5 

A-171F 

1.180 

0.99 

0.83 

1.61 

1.36 




+0.4 

Maxi¬ 










mum 

1.210 

1.26 

1.22 

2.00 

1.93 

45.43 

37.97 

3.83 


Mini¬ 










mum 

1.023 

0.99 

0.83 

1.60 

1.36 

29.61 

27.06 

2.31 


Aver¬ 










age 

1.094 

1.11 

1,01 

1.81 

1.66 

36.72 

32.72 

3.15 



Swiss Cheese. 


S-1** 

0.999 

1.29 

1.29 

2.32 

2.32 

46.72 

46.76 

2.77 

-0.2 

S-2** 

1.004 

1.30 

1.29 

2.25 

2.24 

46.33 

46.13 

2.81 

-0.2 

S-3** 

1.009 

1.28 

1.27 

2.19 

2.17 

48.02 

47.65 

2.67 

-0.2 

S-4’"* 

1.024 

1.33 

1.30 

2.36 

2.31 

47.65 

46.51 

2.79 

-0.1 

S-6** 

1.027 

1.28 

1.24 

2,39 

2.33 

47.68 

46.42 

2.68 

-0.0 

S-6** 

1.018 

1.27 

1.25 

2.28 

2.26 

47.27 

46.57 

2.69 

-0.1 

S-7** 

1.028 

1.30 

1.27 

2.42 

2.36 

46.53 

45.24 

2.81 

-0.1 

S-8tt 

S-9 

1.063 

1.036 

1.46 

1.40 

1.37 

1.35 

2.12 

2.28 

2.00 

2.20 

42.80 

41.28 

3.28 

+0.1 

-0.0 

S.10« 

S-11 

1.060 

1.214 

1.63 

1.46 

1.45 

1.20 

2.32 

2.18 

2.18 

1.79 

32.21 

26.62 

4.64 

+0.1 

+1.0 

Maxi¬ 






48102 




mum 

1.214 

1.53 

1.45 

2.42 

2.36 

47.55 

4.54 


Mini¬ 

mum 

0.999 

1.27 

1.20 

1 2.12 

1.79 

32.21 

26.52 

2.67 


Aver¬ 

age 

1.043 

1.35 

1.29 

2.28 

1 2.19 

45.02 

43.66 

3.00 



Brick Cheese. 


B-1 

1.030 

1.16 

1.12 

1.66 

1.61 

46.04 

44.69 

2.52 

-0.3 

B-2 

1.045 

1,18 

1.13 

1.94 

1.86 

30.04 

28.74 

3.93 

-0.2 

B-3 

1.032 

1.23 

1.19 

2.09 

2.03 

42.34 

41.03 

2.92 

-0.3 

B-4 

1.060 

1.26 

1.19 

1.97 

1.86 

25.22 

23.78 

6.01 

-0.2 

B-6 

1.092 

1.19 

1.09 

1.96 

1.79 

21.07 

19.29 

6.68 

-0.0 

B-6 

1.131 

1.24 

1.10 

2.00 

1.77 

35.93 

31.74 

3.47 

+0.2 

B-7 

1.161 

1.20 

1.03 

1.87 

1.61 

33.22 

28.61 

3.62 

+0.4 

B.8 

1.114 

1.23 

1.10 

2.02 

1.81 

41.45 

37.19 

2.98 

+0.1 

B-9 

1.106 

1.18 

1.06 

1.92 

1.73 

36.38 

31.97 

3.34 

+0.1 

B-10 

1.135 

1.12 

0.98 



28.12 

24.76 

3.99 

+0.2 

B-11 

1.148 

1.21 

1.05 

1.88 

1.64 

27.71 

24.12 

4.37 

+0.3 

B-12 

1.101 

1.22 

1.11 

1.88 

1.71 

28.22 

26.64 

^i.34 

+0.0 
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Table 1.—Continued. 

Results of analyses of American, Swiss, and brick cheese. 


SAMPLE 

NO. 

PtO»/- 

CaO 

SAMPLE 

TOTAL SOLIDS 

ASH 

ASH 

NatHPO«.- 

12H»0* 

p«o. 

CaO 

PiO, 

CaO 

PtOi 

CaO 



per cent 

per cent 

per cent 

per cent 

per cent 

per cent 

per cent 

per eent 


Brick Cheese. 


Maxi¬ 

mum 

1.161 

1.26 

1.19 

2.09 

2.03 

46.04 

44.69 

5.68 


Mini¬ 

mum 

1.030 

1.12 

0.98 

1.66 

1.61 

21.07 

19.29 

2.52 


Aver¬ 

age 

1.096 

1.20 

1.09 

1.92 

1.76 

32.89 

30.00 

3.84 



* Percentage error calculated by using the averam PtOt/CaO ratio of the American, Swiss, and brick 
cheeses, respectively, rather ttuun the actual PtOi/GaO ratio of the individual cheese, 
t Composite of three samides. 

I Cmnposite of four samples. 
i l. R. Howlett. 

Unsalted. 

ft Imported Swiss cheese, 
tt Block Swiss cheese. 


Table 2. 

Results of analysis of process American cheese with and without disodium phosphate, 
(Containing no added disodium phosphate.) 


SAMPLE 

NO. 


SAMPLE 

TOTAL SOLIDS 

ASH 

ASH 

Na,HPO«- 

12HiO* 

PlO, 

CaO 

PlO, 

CaO 

PlO, 

CaO 



per cent 

per cent 

per cent 

per cent 

per eent 

per eent 

per eent 

per eent 

PA-1 

1.066 

1.04 

0.97 

1.59 

1.49 

19.72 

18.49 

5.29 

~0.1 

PA-2 

1.061 

1.17 

1.10 

1.73 

1.63 

24.65 

23.12 

4.76 

-0.1 

PA-3 

1.114 

1.05 

0,94 

1.70 

1.52 




4-0.1 

PA-4 

1.073 

1.02 

0.95 

1.64 

1.53 

25.54 

23.79 

4.02 

-0.1 

PA-5 

1.058 

0.99 

0.93 

1.62 

1.53 

19.73 

18.63 

5.04 

-0.1 

PA-6 

1.087 

1.03 

0.95 

1.72 

1.58 

25.98 

23.88 

3.99 

-0.0 

PA.7 

1.073 

1.07 

1.00 

1.78 

1.66 

24.95 

23.24 

4.32 

-0.1 

Maxi- 










mum 

1.114 

1.17 

1.10 

1.78 

1.66 

25.98 

23.88 

5.29 


Mini- 










mum 

1.058 

0.99 

0.93 

1.59 

1.49 

19.72 

18.49 

3.99 


Aver¬ 



1 







age 

1.076 

1.05 

0.97 

1.68 

1.56 

23.41 

21.85 

4.57 




(Containing added disodium 

phosphate.) 



PA-8 

1.721 

1.53 

0.88 

2.55 

1.48 

33.06 

19.19 

4.63 

4-2.9 

PA-9 

1.599 

1.72 

1.07 

2.55 

1.59 

30.49 

19.04 

5.64 

4-2.8 

PA-10 

1.964 

1.68 

0.85 

2.78 

1.41 

31.39 

15.98 

5.36 

4-3.8 

PA-11 

1.741 

1.63 

0.94 

3.19 

1.83 

33.15 

19.03 

4.94 

4-3.1 

PA.12 

1.651 

1.94 

1.17 

3.27 

1.98 

33.88 

20.52 

5.73 

4-3.3 

PA-13 

1.400 

0.82 

0.58 

1.60 

1.14 

21.12 

15.04 

3.87 

4-0.9 

PA-14t 

1.620 

1.57 

0.96 

2.66 

1.67 




4-2.6 

PA-16t 

1.600 

1.70 

1.06 

3.14 

1.96 




4-2.7 

Maxi¬ 










mum 

1.964 

1.94 

1.17 

3.27 

1.98 

33.88 

20.52 

5.73 


Mini¬ 










mum 

1.400 

0.82 

0.58 

1.60 

1.14 

21.12 

15.04 

3.87 


Aver¬ 










age 

1.662 

1.57 

0.94 

2.71 

1.63 

30.51 

18.13 

5.03 



* Percentage error calculated by using the average PaOj/CaO ratio of all process American cheese 
rather than the actual PsOg/CaO ratio of the individual cheese 
t 1. R. Ilowictt. 



308 ASSOCIATION OF OFFICIAL AGRICULTURAL CHEMISTS [ VoL X, No. 3 

REPORT ON DRIED MILK. 

By J. T. Keister (Bureau of Chemistry, Washington, D. C.), Associate 

Referee, 

The time of the associate referee was devoted to: (1) The further 
study of the determination of moisture by the vacuum-oven method, 
upon which report was made last year^; and (2) the study of the present 
tentative method for the determination of fat^. 

Three samples, representing (1) a “spray-dried” whole milk powder, 
(2) a “drum-dried” partially skimmed powder, and (3) a skimmed 
powder (method of drying not known), were submitted to four collabora¬ 
tors. The methods used in the work follow: 


moisture in milk powder. 

APPARATUS. 

(a) Aluminum dish, —Diameter 55 to 60 mm. and about 15 mm. deep, provided with 
a slip-in inverted cover fitting tightly on the inside. 

(b) Vacuum ocen. —Should have a vacuum of at least 25 inches or not exceeding 
5 inches* pressure. 

Table 1. 

Moisture and fat in milk powders—results by collaborators. 


COLLABORATOR 

WHOLE MILK 

PARTIALLY SKIMMED 

SKIMMED 

Moisture 

Fat 

Moisture 

Fat 

Moisture 

Fat 

Dried 

3 

hours 

1 

Dried 

L ® i 

hours 

Dried 

3 

hours 

Dried 

5 

hours 

Dried 

3 

hour*' 

Dried 

5 

hours 

Fred Hillig 

percent 

2.55 

2.50 

percent 

2.57 

2.49 

p^ cent 

26.69 

26.77 

26.81 

26.82 

percent 

4.64 

4.63 

percent 

4.78 

4.75 

per cent 

11.47 

11.48 
11.59 

percent 

8.15 

8.12 

per cent 

8.23 

8.23 

percent 

0.99 

0.93 

0.95 

L. H. Bailey 1 

2.38 

2.44 

2.48 

25.70 

25.71 
25.76 

4.59 

4.61 

4.72 

4.58 

11.31 

11.42 

8.12 

8.14 

8.27 

8.31 

0.83 

0.83 

C. E. Goodrich 

2.66 

2.69 

2.77 

2.69 

26.66 

26.79 

4.84 

4.76 

4.81 

4.80 

11.49 

11.36 

8.27 

8.29 

8.56 
j 8.56 

0.90 

1.02 

C. A. Greenleaf 

2.52 

2.52 

2.64 

2.64 

27.20 

27.18 

4.75 

4.63 

4.77 

4.72 

11.32 

11.27 

8.38 

8.17 

8.49 

8.38 

0.95 

0.94 

J. T. Keister 

2.54 

2.47 

2.63 

2.67 

27.05 

27.12 

4.87 

4.92 

4.73 

4.75 

11.95 

11.81 

8.17 

8.07 

8.31 

8.37 

0.89 

0.85 

Maximum 

Minimum 

Average 

26.70L tQ 

27 20/1*0^ 

11.271q ^ 
11.95r*^ 

^•^\o 19 

1.02r*^^ 


1 This Journal, 1926, 9: 243. 

2 Ibid., 1925, 8: 482. 
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DETERMINATION. 

Weigh about 1 gram of the well mixed sample free from lumps into a previously 
weighed dish, leaving cover on during weighing. Place the dish in 4irect contact with 
the metal shelf of the vacuum oven. Remove the cover and dry for 5 hours under a 
pressure not exceeding 5 inches (25 inches’ vacuum) at the temperature of boiling water. 
During the drying, admit into the oven a slow current of air (about 2 bubbles per second), 
drying by passing through concentrated sulfuric acid. Turn off vacuum pump and 
slowly admit air into the oven. Press the cover tightly into the dish whiJc stiU in the 
oven, place in a desiccator, cool, and weigh. Express loss in weight as moisture. 

FAT IN MILK POWDER—TENTATIVE METHOD^. 

Weigh out about 1 gram of well mixed sample into a small lipped beaker. Add about 
1 cc. of water. Mix well with a glass rod to form a thick liquid free from lumps. Add 

Table 2. 

Moisiure in milk poivders—resuUs by associate referee. 


TYPE OF POWDER 

DRYING FOR 3 
HOURS IN VACUUM 

AT 97®-100°C 

DRYING FOR 5 
HOURS IN VACUUM 

AT 97°-100‘^C. 

DRYING IN WATER 
OVEN AT 100°C. 


per cent 

per cent 

per cent 

Skim milk 

3.83 

3.87 



3.82 

3.82 


Skim milk 

4.60 

4.83 



4.50 

4.81 


Skim milk 

6.18 

6.29 



6.05 

6.26 


Skim milk 

5.90 

5.86 



5.90 

5.86 



(6.08) 

(6.02) 


Partly skimmed “dnmi process” 

2.69 

2.74 

1.96 


2.68 

2.79 

1.98 

Skim milk 

2.77 

2.79 

2.04 


2.69 

2.81 

1.94 


2.71 



Skim milk “Just” process (drum 

3.46 

3.41 

3.24 

process) 

3.44 

3.46 

2.92 

Skim milk “Just” process 

3.84 

3.82 



3.79 

3.84 


Skim milk 

4.82 

4.87 



4.81 

4.85 


Whole milk “spray” prot'ess 

1.64 

1.67 



1.74 

1.73 



1.75 

1.69 


Skim milk 

4.11 

4.16 



4.12 

4.20 


Whole milk “spray” proc^ess 

2.49 

2.67 



2.58 

2.64 



1 Ibid., 1925, 8; 482. 
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9 cc. more of water and 1 cc. of ammonia. Warm on the steam bath to 50°-60°C. Trans¬ 
fer to a Rohrig tube or similar apparatus. Cool. Add 10 cc. of 95 per cent alcohol. Mix. 
Add 25 cc. of ethyl ether and proceed with the extra^on as in the official Roese- 
Gottlieb method for milk. Dissolve the dried fat in petroleum ether and determine 
the quantity of any insoluble residue that may be present. In case of whole milk and 
cream powders, make a third extraction, using a mixture of 15 cc. of each ether. 

The results reported by the collaborators are presented in Table 1. 
In Table 2 the results obtained independently by the associate referee 
are given. 

The following comments were made by collaborators on the moisture 
work: 

COMMENTS OF COLLABORATORS. 

L. H. Bailey: The three hours’ drying under the conditions outlined in the method 
is insufficient to secure complete dryness. 

C. E. Goodrich: In case of the “part skim” product, the three hours* drying period 
seems comparable with the five hour period. The other samples were not so completely 
dried after three hours, the greatest variation beipg with the skimmed powder. 

The following comments on the determination of fat were made by 
the collaborators: 

F. Hillig: It would seem that specific instructions as to temperature and length of 
time for warming on the steam bath should be inserted in the method. 

L. H, Bailey: The fats were dissolved in chloroform instead of petrolic ether as pro¬ 
vided for in the method. 

C. E, Goodrich: Same comments as given by Bailey. 

DISCUSSION. 

The results obtained on moisture, Table 2, confirm the conclusions of 
the associate referee given last year. They show that at least three hours’ 
drying in vacuo at a temperature of nearly 100°C. is required for the 
complete removal of the moisture from “milk powders” in any case and 
that in some instances an additional two hours is indicated. This con¬ 
clusion is in accord with the findings of the collaborators as shown in 
Table 1. The results obtained by the collaborators are very satisfactory 
from the standpoint of checks, A slight darkening of the desiccated 
material was noted, which would indicate decomposition. It would seem 
desirable to make a comparative study of this method and the Bidwell- 
Sterling procedure. The latter method, it is understood, removes the 
moisture without decomposing the material. 

As regards the data on the determination of fat, it may be said that 
the check determinations of the individual analysts are acceptable in all 
instances, and for the most part they are very close. This would indicate 
that the procedure is satisfactory, and that the discrepancies are due 
either to a difference in the sample or to a lack of specific details in the 
directions of the method. That the difficulty is not due to a difference 
in the sample is indicated by the fact that the low results by Bailey and 
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the results of Goodrich (which agree well with the other collaborators) 
were obtained on the same subdivision of the sample. It is believed that 
the directions for the method which relate to the extraction of fat are 
clearly stated and it only remains to consider the preparation of the 
sample for extraction. It was found that 1 cc. of water is not always 
sufficient to permit of the preparation of a smooth paste; about 2 cc. is 
necessary for some samples. Also the directions for warming the sample 
on the steam bath are too indefinite. It is believed that the changes 
in the directions dealing with the latter point are desirable and should 
be written into the method. The time and temperature to be used should 
be made the subject of study. 

RECOMMENDATIONS^ 

It is recommended— 

(1) That the method here described for determining moisture in milk 
powders be compared with the Bidwell-Sterling method before finally 
adopting it as a tentative method. 

(2) That the tentative method for the determination of fat in milk 
powders be further studied with a view to establishing the best condi¬ 
tions of preparing the sample for extraction. 

(3) That the method for preparing sample and the determination for 
protein and ash as given under “Malted Milk”, page 275, 61 , 63 , and 64 , 
be adopted tentatively for “dried milk”. These methods are generally 
recognized and are applicable to such products; however, it is suggested 
that “as prepared for sale” be deleted from 61 . 


REPORT ON MALTED MILK. 

By B. G. Hartmann^ (Bureau of Chemistry, Washington, D. C.), 

A ssoc iale Beferee . 

No work was undertaken on the studies of methods for the analysis 
of mailed milk recommended at the last meeting of the association®. 

In view of the fact that there is some question regarding the adequacy 
of the definition contained in Circular 136^, particularly that part of it 
which pertains to “the full enzymic action of the malt extract”, it was 
believed advisable to identify the product before considering methods 
of analysis. Furthermore, the Food Standards Committee directed that 
a study of the enzymic activities of malt on milk be made so that the 
necessary information might be available if it was found desirable to 
revise the definition for malted milk. Accordingly the entire time of 
the associate referee was devoted to this question. 

1 For report of Suh-committc»e C and action of the aacMKsiatiou, see This Journal, 1927, 10; 72 

* Presented by F. Hillig. 

* This Journal, 1926, 9: 80. 

* U. S. Dept. Agr. Giro. 136, 
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The following is a brief statement of the results obtained on the 
enzymic activities of malt on milk. 

Malted milk is essentially the product resulting from evaporation in 
vacuo of an especially prepared malt-flour infusion and milk. Although 
the methods used in different factories vary somewhat with respect to 
the quantities of malt and flour used, and also in the manner of preparing 
the mash, the final products are very much the same from the standpoint 
of chemical composition. Biological differences may exist, since in the 
process of manufacture the temperatures and the manner of adding the 
alkali for neutralization have a marked effect on enzymic activities. 
There is no doubt that in the absence of careful control the action of 
enzymes will be decreased or even inhibited. 

The first step in the investigation was directed to determining the best 
conditions for obtaining maximum enzymic activities. Since the malt 
infusion obtained from the malt-flour mash is the enzyme carrier it is 
obvious that means for preserving its enzymic content during manu¬ 
facture are of first importance. The mashing process was studied par¬ 
ticularly with regard to conditions of temperature and time required for 
obtaining a suitable extraction of the malt-flour mixture. A high diasta- 
tic malt and a good grade of wheat flour were used. The mash was pre¬ 
pared by gelatinizing the flour with the aid of heat and adding an equal 
quantity of freshly ground malt and sufficient water to yield an infusion 
of a solid content of approximately 18.5 per cent when mashed at 65®C. 

The following points relating to the effect of temperature and hydro¬ 
gen-ion concentration during mashing were established: 

1. A malt-flour infusion prepared at 65°C. (the temperature generally 
used in practice) has a pH of about 5.7 and an acidity in terms of lactic 
acid of approximately 0.14 per cent. 

2. The mashing temperature does not materially affect the hydrogen- 
ion concentration; however an increase in acidity is obtained at lower 
mashing temperatures. 

3. The highest sugar degree (percentage of sugar in solids) is obtained 
at a temperature of 55°C. However, for complete conversion of starch 
a temperature of 65°C. is necessary. 

4. The temperature of 55°C. does not permit of complete starch con¬ 
version in 4 hours, but if the temperature is increased to 65°C. for 1 
hour a maximum sugar degree is obtained. 

Having established the characteristics of the malt infusion, the next 
step was to determine its biological effect upon milk. This phase of the 
work was restricted to the study of the effect of the more important 
enzymes, lipase and proteases. 

For following the action of lipase digestion, measurements of acidity 
increases were almost wholly relied upon. For recognizing proteolytic 
activities determinations of amino nitrogen and soluble protein were 
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made. Measurements of viscosity, hydrogen-ion concentration, and 
titratable acidity were also included. It is not necessary to go into details 
regarding the data obtained. It seems sufficient at this time to give a 
brief summary of the main features of the work. 

LYPOLYSIS. 

For determining lypolysis, malt infusions prepared at temperatures 
ranging from 35° to 65°C. were permitted to act upon neutral butter fat 
and dried whole milk at pH ranges of 5.0, 5.8 and 6.5. Broadly speaking, 
no increase in acidity was observed after 4 hours of incubation in any 
of these experiments. There were indications in some instances of a 
slight increase or decrease in acidity, but these were not pronounced 
enough to justify the conclusion that these changes were caused by 
lipolytic activity. After 20 hours of incubation a decided increase in 
acidity was observed in some cases, particularly at low temperatures, 
that is between 35° and 45°C. This increase was due to bacterial action. 

From these results it was concluded that no lipolytic action occurs 
when malt infusions prepared at temperatures of 35° to 65°C. and at 
pH values of 5.0, 5.8, and 6.5 are permitted to act on neutral butter fat 
and dried whole milk. Since these temperatures and pH ranges cover 
the conditions generally obtaining in good factory practice it is very 
doubtful that lipolytic digestion of fats occurs during drying in the 
manufacturing process. 

STUDIES OF PROTEOLYTIC DIGESTION. 

Studies of proteolytic digestion were conducted in very much the same 
manner as the experiments just described. However, in this instance 
the digestion was measured by the increase of the amino nitrogen and 
of the soluble protein that occurred during the incubation of the various 
mixtures. It was found impracticable to use fresh whole milk. Diffi¬ 
culty was also experienced in using dried whole milk, because it was found 
impossible to obtain the necessary clear filtrates for the various deter¬ 
minations. After unsuccessful attempts to use dried whole milk, milk 
proteins precipitated from dried whole milk with 70 per cent alcohol were 
employed. Additional experiments were also made with pure casein. The 
digestions were conducted at carefully controlled temperatures ranging 
from 35° to 65°C. and pH ranges of 5.0 to 6,5. The mixtures were 
incubated for 4 hours and 20 hours. For determining the amino nitrogen 
content the Van Slyke method was followed. The soluble proteins were 
determined by digesting the material according to the modified Kjeldahl- 
Gunning-Arnold method. Determinations of viscosity, acidity, and hy¬ 
drogen-ion concentration were also made. 
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The results of determinations of the amino nitrogen and soluble protein 
content showed an increase after 4 hours and 20 hours of incubation at 
all the temperatures and for all the hydrogen-ion concentrations used. 
These results showed also that the most active digestion usually occurred 
at a pH of 5.0 and a temperature between 45° and 55°C. The changes 
in viscosity were marked, decreasing as the length of the incubation 
period increased. These changes are due to an increase in the sugar 
content of the mixtures rather than to digested protein. The acidities 
showed a slight increase in all cases. 

It was also deemed advisable during these experiments to ascertain just 
what changes take place in‘the malt infusions themselves during incuba¬ 
tion. It was found that at low temperatures there is a considerable 
change in the amino nitrogen content during incubation at a pH of 5.0. 
The largest increase took place at 35°C. and gradually decreased until 
for 55° and 65°C. no changes were delected. Using the determinations 
on the malt infusions themselves as blanks and deducting the results 
from the totals obtained in the digestion experiments on milk protein 
and casein, it was found that a positive increase in amino nitrogen and 
soluble protein occurred due entirely to the digestion of the milk protein 
and casein. One of the striking developments in the investigation was 
the uniform relation existing between the increase in amino nitrogen 
and the acidity. 

During the evaporation process in factory practice a vacuum of 27 
inches is maintained, which corresponds to a temperature of approxi¬ 
mately 45°C. This is the temperature found in this investigation for 
optimum proteolytic activity. 

CONCLUSION.S. 

From the results obtained in this investigation it is concluded that 
with proper control of conditions with respect to temperature and hy¬ 
drogen-ion concentration, a malt infusion will cause digestion of milk 
proteins. Furthermore, it is concluded that there is no digestion of fats 
through lipolytic activities during the process of manufacture. 

RECOMMENDATION'. 

It is recommended that the study of methods proposed last year be 
continued during the coming year. 


»For report of Sub*<xxmmittee C and action of tfie association, see This Journal, 1927, 10: 72. 
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REPORT ON ICE CREAMS 
By L. H. McRoberts* and R. E. Remington*. 

The present associate referee was appointed in June of this year. 
Although some work has been done on two different methods (the gelatin 
and ash content) the investigation has thus far been confined to his 
laboratory. 

The instructions to the former associate referee, A. C. Dahlberg, to 
“give special attention to methods for the determination of sugars, milk 
solids, and gelatin” were noted, with the result that particular attention 
was given to a method for gelatin. The present official methods for the 
determination of ash in milk, cream, condensed milk, and sweetened 
milk were also investigated with reference to formulating a method for 
ash in ice cream. 

R. E. Remington was employed by this department during the 
summer months and is responsible for a large part of the work in in¬ 
vestigation of methods of analysis for ice cream. 

Although no collaborative work has been done on the two methods 
here considered, it is believed^that a trial of the method for ash will 
meet with favor. As noted in the description of the proposed method 
for gelatin, certain points required further investigation before it could 
be submitted with the recommendation of the associate referee as a 
satisfactory method for food inspection analysis. 

TtlE DETERMINATION OF GELATIN IN ICE CREAM. 

It is believed that the importance of the determination of gelatin in 
ice cream lies not so much in finding the actual gelatin content as in 
making possible a means of calculating the milk solids not fat. Dahl¬ 
berg mentions the possibility of determining milk solids as based on 
their nitrogen content and states in his recent correspondence: “Many 
states have laws governing the total solids not fat that can be put into 
ice cream. Most of these laws require not less than 10 per cent of 
milk solids not fat, although there is no official method of making this 
determination. I recognize that such a determination may be an abso¬ 
lute impossibility, yet if this is true and there is some definite relation¬ 
ship between some of the constituents, such as the proteins and the 
milk solids not fat, it may be possible to bring out this fact and have a 
method for making a protein determination. It may even be desirable 
to bring this inconsistency to the attention of interested people with the 
idea of having an enforceable standard used in the future”. 

* Presented by J. Hortvet. 

> Associate Referee (Food and Drug Laboratory, Bismarck, N. D ) 

* North Dakota Agricultural College, Fargo, N. D 
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A determination of the total nitrogen content of ice cream will, of 
course, include gelatin; therefore, if the nitrogen figure is to be of value 
a correction must be made for the gelatin content. 

Since the ash content of normal milk averages very close to 0.7 per 
cent it is thought that a nitrogen ash ratio correction for gelatin will be 
of value in calculating milk solids and in the detection of added neu¬ 
tralizers. 

Ferris^ has reported determinations of gelatin on a number of ice 
cream mixes and with very good results, so that it was thought advisable 
to make a thorough trial of the suggested method before attempting to 
formulate a new method. In earlier trials by this method the associate 
referee always obtained low results, usually recovering about 90 per cent 
of the gelatin added. By certain modifications it was possible to obtain 
a more complete recovery, but still not all the gelatin added. 

In order that the discussion and suggested changes may be followed 
to best advantage the Ferris method will be given in detail and then the 
method modified as believed necessary for food inspection analysis. 

GELATIN. 

Ferris Method. 

Weigh 450 grams of ice cream into a 500 cc. flask, warm to 35®C., and dilute to the 
mark. Transfer to a larger flask and add 10 per cent acetic acid until the casein is 
coagulated, observing the volume of acetic acid added. Calculate the volume of the 
fat and casein (volume of fat » weight of fat in sample X 1.075; volume of casein =« 
weight of casein in sample X 0.73), and determine the volume of serum by subtracting 
this from 500 plus the number of cc. of acetic acid added. If the curd does not settle 
readily, shake with a small quantity of carbon tetrachloride, centrifuge, and decant 
the supernatant serum. Measure 100 cc. of the serum into a 400 cc. lipped beaker, and 
while still warm add slowly, with stirring, 200 cc. of 95 per cent alcohol. Cool in ice 
water and let stand until the precipitate settles, leaving the supernatant liquid clear. 
(At this point the precipitate may be allowed to settle overnight in an ice box at as 
near zero Centigrade as possible.) Filter on a large hardened paper in a Buchner 
funnel and wash with cold alcohol, two volumes of 95 per cent alcohol, and one of water. 
Drain the precipitate, remove to a small beaker, and rub up with 50 cc. of water. Allow 
to soak at room temperature until the gelatin swells, then heat to about 90®C. in a hot 
water bath, filter, and wash with hot water. Make up to 100 cc. at 35°C. and polarize. 
Cool a portion of the solution rapidly to 15®C., pour into a cold polariscope tube, let 
stand at 15°C. for 24 hours, and polarize again. The reading at 15°C., divided by the 
i>eading at 35°C., will give an indication of the jelly strength of the gelatin^ Calculate 
the percentage of gelatin in the sample from the reading at 35®C. from the following 
formula: 


Percentage of gelatin 


R X 0.346 X F X 100 
IF X 2 X specific rotation 


When W *= weight of sample; V =■ volume of acetic acid serum; and 
R « polariscope reading in Ventzke degrees in a 2 dm. tube. 


1 J. Dairy Sci., 1922, 5: 555. 
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The specific rotation of hij^h-grade gelatin is given by Smiths as 141, when calculated 
to a moisture and ash-free basis. Determine nitrogen in an aliquot of the gelatin solu¬ 
tion and calculate the percentage of gelatin in the ice cream as follows: 

^ . iV X F X 5.55 X 100 

Percentage of gelatm = ->OF-* 

When W = weight of sample; V = volume of acetic acid serum; a — volume of 
aliquot of gelatin solution; and N = weight of nitrogen in aliquot of gelatin solution. 

Modified Method. 

Into a tared 400 cc. iieaker weigh 200 grams of the melted and tlioroughly mixed 
sample. Add 25 cc. of water and enough hematoxylin indicator to color the sample 
distinctly pink. Heat to 40®C. and titrate with 10 per cent acetic acid until the pink 
color has completely disappeared. Return the beaker to the balance and add water 
until the weight of the contents reaches 250 grams. Accuracy of 0.5 gram is sufficient. 
Mix tlioroughly and return to the 40®C. water bath until the curd has fully separated. 
Filter through a small bag of cotton or linen. 

Weigh out 100 grams of the filtrate, add 3 cc. of a saturated solution of potassium 
alum, then 200 cc. of 95 per cent alcohol, with stirring. (Cooling hastens the separation 
of the precipitate.) Filter by suction on a 9 cm. filter, using a Buchner funnel. Tear 
up the paper and place in water in a small beaker. Soak until the gelatin has an op¬ 
portunity to swell, then place the beaker in w6U'm water for half an hour, first adding 
water to approximately 50 cc. Bring rapidly to incipient boiling and filter at once 
into a 100 cc. volumetric flask, washing with hot water until the flask is nearly full. 
Allow the flask to c(X)l to near room temperature, make to the mark, and mix. 

Make the polarization at once, using a jacketed tube. Circulate water, that has lieen 
heated, through the jacket until a thermometer placed in the tubulature reads 40°C. 
Then shut off the water, allow the tube to cool to 35‘^C., and read. If the flasks are 
not read at once, heat them in a water bath at 35-40°C. for half an hour or more before 
placing in the polariscope tube. 

The weight of serum to be used as a basis in calculating is obtained by subtracting 
the weight of fat and casein in 200 grams of the sample from 250 grams. 

By adhering strictly to the quantities given in the modification of the 
Ferris method the calculation becomes much simplified. The percentage 
of gelatin is obtained by substituting the weight of the serum for the 
volume in the original formula. But since the total weight of the sample 
is 200 grams and the specific rotation taken is 117 for commercial gelatin, 
the only variables become the polariscope reading (/?) and the weight 
of the serum (IF), and hence: 

Percentage of gelatin = 0.00074 X B X W. 

In the estimation of gelatin in the final solution on the basis of the 
nitrogen content the factor 6.75 is recommended instead of 5.55, as used 
by Ferris, and the formula therefore reduces to: 

Percentage of gelatin = 0.135 X N X W, 

in which N = mg. of nitrogen in 25 cc. of final solution and IF = the 
weight of the serum. 


» J, Am. Chem. Soe., 1919, 41. 135; J. Ind. Eng. Chem., 1920, 12: 878. 
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It is always necessary to correct the value (N) for nitrogen found in 
blank determinations. That the filtrate actually does contain proteins 
other than gelatin is shown by the invariable appearance of a beautiful 
violet color (tryptophane reaction) as soon as the sulfuric acid is added 
for digestion. Pure gelatin becomes yellow, but never shows violet. 

SUGGESTED CHANGES IN THE FERRIS METHOD FOR THE QUANTITA¬ 
TIVE DETERMINATION OF GELATIN IN ICE CREAM. 

(!) Smaller Sample. 

Commercial ice cream weighs from 500 to 600 grams to the frozen 
quart, with an average weight of possibly 550 grams. Because a quart 
makes a convenient sample, it appeared desirable to so modify the method 
as to permit the use of a smaller quantity, that duplicate determina¬ 
tions might be made from one quart and sufficient material remain for 
other analyses. Therefore a sample of 200 grams instead of 450 grams 
is suggested. 

(2) Basis of weight dilution instead of volume dilution. 

Ice cream contains a large amount of air incorporated throughout the 
mass in finely divided form; ovring to the colloids present this air escapes 
very slowly, even when the sample is melted. Many samples, particu¬ 
larly those that contain milk powder, in which the casein is but imper¬ 
fectly brought into solution, will on melting separate a frothy curd from 
which the air cannot be well removed. A method involving dilution to 
definite volume is thus open to criticism when applied to commercial 
ice cream. 

(3) Alum solution used with alcohol to give more complete precipitation 
of gelatin. 

In attempting to account for low results it was noted that when two 
volumes of alcohol were added to a gelatin solution, no definite precipi¬ 
tation was produced, even at 0°C., if the gelatin solution was of 0.5 per 
cent concentration, and at 1.0 per cent only a part of the gelatin was 
precipitated in visible form. The addition of a polyvalent cation should 
help, and actually, a few cc. of a saturated solution of alum, with the 
alcohol, precipitated the gelatin promptly and completely at room 
temperature. Alum alone does not precipitate isoelectric gelatin, nor 
does alcohol alone, but the two together insure a quantitative precipi¬ 
tation. 

(4) Procedure with reference to the final solution of gelatin. 

The precipitate obtained with alum and alcohol is heated to 90°C. 
after treatment with water—not only to dissolve the gelatin, for which 
no such high heat is needed or desired, but to coagulate the albumin 
that was not precipitated with the casein in the first separation. Conse¬ 
quently, bringing the beaker up to this temperature as rapidly as possible 
and filtering at once is favored and recommended. 



1927 ] MCROBERTS AND REMINGTON.* REPORT ON ICE CREAM 319 

For extreme accuracy the final dilution should be made at the tempera¬ 
ture at which the specific rotation of gelatin was determined and at the 
temperature at which the solution is to be polarized. Practically making 
to volume at 20°C. introduces an error of only 0.4 per cent of the gelatin 
present. 

To insure that the gelatin is all in the sol form, it is held at a tempera¬ 
ture slightly above 35°C, for some time before polarizing. 

(5) Specific rotation values of commercial gelatin. 

In arriving at the value which he used for the specific rotation of com¬ 
mercial gelatin (—122), Ferris is evidently guided by the data on four 
samples, of which he does not give the origin, and by the work of Smith, 
to which reference has been made, who used only six samples, mostly 
of imported gelatin. Smith calculated from his observed rotation of 
—123 that the rotation on a moisture- and ash-free basis should be —141, 
assuming for this puri)ose a content of 11.4 per cent moisture and 1.6 per 
cent ash. Bogue\ however, reports that the moisture content varies 
with the humidity and with the grade of the material, higher grade 
products being more hygroscopic. For medium humidity and best grades 
he finds 15-16 per cent of moisture. If —141 is the correct rotation for 
pure dry gelatin, then —123 is too high for gelatin containing over 13 
per cent of moisture. 

Obviously, if the method is to be applied in inspection analysis and 
the analyst has no means of knowing the constants on the particular lot 
of gelatin used in the ice cream, accurate results cannot be assured unless 
it is possible to deduce an average value for the rotation which can be 
applied without too great an error to any grade of gelatin likely to be 
encountered. 

In order to obtain such average values of specific rotation of commer¬ 
cial gelatin, samples were obtained from ice cream makers in the State 
of North Dakota and also from manufacturers of gelatin catering to the 
ice cream trade. On these samples determinations for moisture, ash, 
nitrogen, and specific rotation were made. The results are given in 
Table 1. 

The results given in Part 1 of the table are doubtless more reliable 
than those given in Part 2, because the samples came directly to the 
associate referee from makers of gelatin and without the possibility of 
contamination that exists when the packages are opened in ice cream 
establishments. The average value for the specific rotation of commer¬ 
cial gelatin was, however, the same on both lots (—117°). It is recom¬ 
mended, therefore, that the value of —117 be used in the calculation 
when gelatin is determined by polarization. 


I Chemistry and Teohnidogy of Gelatin and Glae. McGraw-Hill, 1922. 
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Table 1. 


Results of analyses. 


1 

&A.MPLE j 

MOISTURE 

ASH 

NITROGEN 

ROTATION IN 

1 PER CENT ! 

ON DRY, A8H-PREB BASIS 

NUMBER 




SOLUTION 
AT 36®C. 

NITROGEN 

ROTATION 


per cent 

per cent 

per eerU ‘ 


per caU 


Part 1.—Gelatin used by ice cream makers in North Dakota. 


6054 

13.03 

1.61 

15.26 

123 

17.88 1 

144 

6055 

14.48 

1.47 

14.95 

114 j 

17.78 

136 

6056 

14.50 

1.58 

14.87 

114 

17.72 

136 

6057 

14.31 

0.86 

15.28 

121 

18.02 

143 

6058 

12.76 

1.97 

15.26 

118 

17.89 

138 

6059 

14.74 

2.51 

14.61 

116 

17.65 

140 

6062 

13.81 

1.00 

15.23 

118 

17.88 

139 

6070 

15.25 

1.58 

14.50 

119 

17.43 

143 

6071 

13.17 

1.53 

14.96 

122 

17.54 

143 

6072 

12.73 

0.98 

15.30 

124 

17.73 

144 

6073 

15.53 

2.05 

14.20 

114 

17.23 

139 

6074 

15.58 

3.12 

14.27 

108 

17.56 

133 

6075 

14.68 

2.34 

14.67 

111 

17.67 

1 134 

Highest 

15.58 

3.12 

15.30 

124 

18.02 

i 144 

Lowest 

12.73 

0.86 

14.20 

108 

17.23 

133 

Average 

14.20 

1.74 

14.81 

117 

17.69 

i 139 


Part 2.—Ice cream gelatins from manufacturers. 


6065 

12.45 

0.74 

15.36 

122 

17.69 

141 

6066 

11.71 

0.75 

15.20 

119 

17.37 

136 

6067 

13.30 

0.97 

15.20 

119 

17.73 

139 

6068 

14.96 

2.11 

14.59 

114 

17.59 

138 

6069 

14.69 

2.24 

14.66 

114 

17.64 

138 

6076 

13.93 

2.60 

14.64 

115 

17.54 

138 

6077 

13.23 

2.31 

14,65 

116 

17.35 

137 

6078 

13.01 

2.02 

15.02 

119 

17.67 

140 

6079 

13.17 

2.16 

14.74 

119 

17.40 

140 

6080 

14.64 

2.25 

14.39 

115 

17.31 

139 

6081 

15.33 

1.12 

14.65 

117 

17.53 

140 

6082 

13.73 

1.02 

14.93 

118 

17.63 

138 

6083 

14.08 

1.10 

14.99 

117 

17.67 

138 

6084 

13.40 

1.35 

15.02 

118 

17.62 

138 

6085 

13.20 

2.21 

14.60 

118 

17.26 

139 

Highest 

15.33 

2.60 

15.36 

122 

17.73 

141 

Lowest 

11.71 

0.74 

14.39 

114 

17.26 

136 

Average 

13.66 

1.66 

14.84 

117 

17.53 

139 


(6) Nitrogen factor to be used when gelatin is estimated on nitrogen basis. 

In calculating gelatin from the nitrogen determinations, Ferris made 
use of the nitrogen values of the individual samples of gelatin used, viz., 
15.7 per cent for three samples and 14.8 for the fourth. In his method, 
however, he directs the use of the factor 5.55, which corresponds to 
18.0 per cent of nitrogen. Smith prepared ash-free gelatin and found 
it to contain 17.53 per cent of nitrogen on the dry basis, which is quite 
comparable with the results of Halla^ and Bogue, reference cited, 17.61 
and 17.5, respectively. But if 17.5 is the correct nitrogen value, then 


1 Z. angew. Chem.t 1907, 20: 24. 
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5.71 is the factor, while if it is desired to calculate gelatin on the basis 
of the original commercial material a still higher factor should be used. 
On the basis of the samples analyzed and listed in Table 1 the factor 
6.75 is recommended to be used in the calculation of commercial gelatin 
from the nitrogen determination. 

(7) Blank determination necessary. 

Ferris does not specify any correction for nitrogen in the final filtrate 
that is not due to gelatin. From 2 to 3 mg. of nitrogen has been found 
in 25 cc. of the final solution in blank determinations containing no gelatin. 
Although good results may be obtained by the Ferris method as here 
modified, great care is needed in order to achieve success. No mention 
was made in the discussion of the use of an indicator as noted in the 
precipitation of the casein. Best results were obtained with hematoxylin 
to indicate the complete precipitation of casein and fat, but even with 
this indicator experience with the method is necessary to obtain compara¬ 
ble results. 

Further investigation will be made in an effort to standardize certain 
points with reference to precipitations, separations, and figures to be 
used in the calculations before submitting the method to collaborators. 

THE DETERMINATION OF ASH IN ICE CREAM. 

Ice cre^im may be said to resemble cream in its high fat content and 
sweetened condensed milk in that a large part of its dry matter is sugar. 
The methods of the A. O. A. C. for the ashing of milk, cream, and sweet¬ 
ened condensed milk were therefore investigated as to their applicability 
to ice cream. 

In attempting to evaporate to dryness after the addition of strong 
nitric acid, as in the method for ash in milk and cream, considerable 
effervescence resulted, and extreme care was necessary to avoid a large 
loss. Direct ashing after evaporating the sample to dryness without the 
use of nitric acid is also open to objection in that charring of the sugars 
produces some water, which, on account of the fat present, is apt to 
cause spattering. 

These difficulties might be overcome if the ash determination were to 
be made on the residual solution from the fat determination by the 
official Roese-Gottlieb method^ for ice cream. This should give reliable 
results if (1) no mineral matter is carried away in the ether layer, and 
(2) no mineral matter is introduced in the ammonia or by the action of 
ammonia on the tubes used for the extraction. Blank determinations 
have satisfied the associate referee that these conditions have been 
fulfilled when Pyrex tubes are used. Instead of the Rohrig tubes usually 
used for the fat determination, Pyrex tubes of 25 x 250 mm. dimensions. 


» Methods of Analysis, A. O. A. C., 1925, 89. 
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equipped with devices for blowing off the ether similar to those employed 
in the Werner-Schmidt method^ are preferred. 

The suggested method for the determination of ash in ice cream is as 
follows: 

ASH IN ICB CRBAM. 

After the last portion of the ether has been removed in the determination of fat, place 
the tubes in a water bath and heat slowly until the ether and most of the alcohol have 
been expelled. (Frothing is kept down by a jet of air directed into the tube.) Pour 
into a weighed dish, washing the tube twice with small quantities of water, and evaporate 
to dryness on the water bath. Ignite and weigh as usual. 

Care should be taken in igniting the residue, but there should be no 
difficulty because all the fat has been removed. It is easily possible to 
ash milk products rapidly at temperatures below 500°C. The usual 
directions to ash at dull redness, or below redness, are vague, as pointed 
out by Hopper^, because this point would depend on the eye of the 
observer and the illumination of the room. Pyrometer control would 
insure a definite temperature and was used in the ashing of the milk 
products listed in Table 2. 


Table 2. 

Results of a comparison of methods for ashing of dairy products. 


SAMPLX! 

WITH 

NITRIC ACID 

WITHOUT 
NITRIC ACID 

writer’s 

METHOD 


per cent 

per cent 

per cent 

1 Milk. 

0.71 


0.71 

2 Milk. 

0.72 

6.73 

0.73 

3 Milk. 

0.68 

0.69 

0.69 

4 Cream. 

0.54 


0.56 

5 Cream. 

0.66 

0.52 

0.58 

6 Ice cream. 

0.64 


0.64 

7 Ice cream*. 

0.65 

6.55 

0.55 

8 Ice cream. 

0.54 

0.54 

0.57 


* This sample was ashed with extreme care. 


The suggested method is evidently as accurate as either of the former 
methods when applied to milk and gives higher results when applied to 
cream and ice cream, thereby accounting for the loss due to spattering. 
Sample No. 7 was ashed with extreme care by all the methods, which 
accounts, no doubt, for the identical results. However, more time was 
needed in the case of the former methods than can usually be given to 
routine examination. 

SUMMARY OF REPORT. 

Determination of Gelatin in Ice Cream. 

Changes are suggested in the Ferris method for the estimation of 
gelatin in ice cream that make the method more accurate and better 

I Leach. Food Inspwtion and Analysie, 1920, p. 120. 

> AgriouHaral Experiment Station, Fargo, N Dak. Personal communication. 















JAMIESON: REPORT ON FATS AND OILS 


323 


1927 ] 


adapted for use in inspection analysis. These are (1) smaller sample, 
(2) weight instead of volume dilution, (3) control of the casein precipi¬ 
tation by means of hematoxylin indicator, (4) the use of alum to assure 
complete precipitation of the gelatin, and (5) the correction of the nitro¬ 
gen found for that from the milk which comes through into the filtrate. 

Nitrogen determinations and specific rotation values have been ob¬ 
tained for 28 samples of commercial ice cream gelatin, the average value 
of the nitrogen being 14.84 and for the specific rotation 117, corresponding 
to 17.53 and 139 on the dry, ash-free basis. These values are recom¬ 
mended to be used in calculating gelatin determinations in ice cream. 

Determinal ion of Ash in Ice Cream. 

1. The official method for the determination of ash in milk is criticised, 
particularly when applied to ice cream, on account of the liability to 
mechanical loss through the effervescence due to production of carbon 
dioxide from the action of nitric acid on sugar. 

2. The official method for ash in condensed milk is not applicable to 
ice cream on account of the mechanical losses incidental to the combus¬ 
tion of considerable amounts of fat, and the unavoidability of losses 
through spattering. 

3. A method is proposed in which the residual solution from the official 
fat determination by the Roese-Gottlieb method is evaporated and 
ignited, and which gives reliable results. 


REPORT ON FATS AND OILS. 

By G. S. Jamieson (Bureau of Chemistry, Washington, D. C.), Referee. 

During the past year study has been made of the Thomas and Yu^ 
method for the separation and determination of peanut oil in admixture 
with other oils, and also of the Andre-Cook^ method for the determina¬ 
tion of acetyl value. 

DETERMINATION OF PEANUT OIL. 

The premise upon which the Thomas and Yu method exists consists 
of the differential solubilities of the magnesium soaps of the saturated 
and unsaturated acids occurring in peanut oil and the fractional crys¬ 
tallization of arachidic and lignoceric acids from other saturated acids. 
Advantage has been taken of the fact that magnesium soaps of higher 
saturated acids are practically insoluble in 90 per cent alcohol at 25°C. 
(0.007 gram of stearate and 0.006 gram of lignocerate per 100 cc.), while 
the oleate and other unsaturated acid soaps dissolve readily (8.GO grams 

ij. Am. Chem Soc., 1923, 45. 113 

> Andr6. Compt rend , 1921, 172. 984. See also Bull. Soc. Chim , (4), 1921, 29 745 Cook. J. Am. 
Chem. Soc., 1922, 44: 392 
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of oleate per 100 cc. of 90 per cent alcohol). Considerable study of the 
method by the authors indicated that a clear-cut separation of peanut 
oil from olive and cottonseed oils could be readily obtained. Other oils, 
notably rape and tung oils, yielded insoluble magnesium soaps of un¬ 
saturated acids and precluded the use of the method for peanut oil in 
such admixtures. 

The initial investigation carried out in the present study was a test 
on peanut oils of authentic origin. A cold-pressed oil from Spanish nuts 
and a hot-pressed oil from Virginia nuts were analyzed by the procedure 
recommended, and the results shown in Table 1 were obtained. 


Table 1. 

ResuUs of analysis of peanut oils {Thomas and Yu method). 


TYPE OF OIL 

WEIGHT 

OF 

BAICPLE 

WEIGHT 

OP 

ACIDS 

WASHINGS 

90% 

ALCOHOL 

AT 20*C. 

CORREC¬ 

TION 

CORRECTED 

WEIGHT 

OF ACIDS 

SATURATED 

ACIDS 

PEANUT 

OIL 

INDICATED 


i 

grams 

gram 

ee. 

gram 

gram 

per cent 

grams 

Spanish 

9.9819 

0.4711 

70 

0.0609 

0.5320 

5.31 

10.6400 


10.4050 

0.5278 

55 

0.0500 

0.5778 

5.55 

11.5560 


10.9898 

0.5715 

55 

0.0528 

0 6243 

5.68 

12 4860 

Virginia 

9.7327 

0.4569 

55 

0.0478 

0.5047 

5.18 

10.0940 


10.5491 

0.4971 

45 

0.0409 

0.5380 

5.10 

10.7600 


10 1329 

0.4531 

60 

0.0522 

0.5053 

4.99 

10.1060 


10.0826 

0.4570 

55 

0.0478 

0.5048 

5.01 

10.0960 


The same oils were also analyzed by the Renard-Tolman^ lead-salt- 
ether method, the results being shown in Table 2. 


Table 2. 

Results of analysis of peanut oils {Renard-Tolman method). 



WEIGHT 

WEIGHT 

VOLUME 


CORRECTED 


PEANUT 

TYPE OF OIL 

OF 

OF 

90% 

CORRBC- 

WEIGHT 

SATURATED 

OIL 


SAMPLE 

ACIDS 

ALCOHOL 

AT 2(FC. 

TION 

OF ACIDS 

ACIDS 

INDICATED 


grams 

grams 

CC. 

gram 

grams 

per cent 

grams 

Spanish 

21.6307 

1.1337 

110 

0.0495 

1.1832 

5.47 

23.664 

19.0650 

0.9771 

110 

0.0495 

1.0266 

5.38 

20.532 


19.5590 

1.0282 

110 

0.0495 

1.0777 

5.51 

21.554 

Virginia 

18.9600 

0.8920 1 

110 

0.0495 

0.9415 

5.02 

18.830 

22.5835 

1.0729 

110 

0.0495 

1.1224 

4.97 

22.448 


After this preliminary treatment samples of peanut oil were mixed 
with a high-grade olive oil, and analyses were made of the mixtures so 
prepared. Oils No. 1 and No. 2 contained 25 per cent and 15 per cent 
of peanut oil, respectively, and oil No. 3 was a pure olive oil. These oils 


* Methods of Analysis, A. O. A. C., 1925. 296. 
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and directions for the separation were forwarded to collaborators, whose 
reports are mentioned later. 

DETERMINATION OF PEANUT OIL IN OLIVE OIL. 

, Thomas and Yu Method. 

(As submitted to collaborators.) 

REAGENTS. 

(a) Alcohol solutions. —Carefully prepare suitable quantities of 90 per cent and 70 
per cent alcohol by volume. (This may be conveniently done by diluting 90 cc. of 
95 per cent alcohol to 95 cc. with distilled water and 70 cc. of 95 per cent alcohol to 
95 cc. with distilled water.) 

(b) Alcoholic acetic acid. —Dissolve 40 cc. of glacial acetic acid in 160 cc. of 95 per 
cent alcohol. 

(C) Alcoholic magnesium acetate. —Dissolve 50 grams of the pure salt in 100 cc. of 
water, heat to boiling, filter off any basic salt, and to the cool filtered solution add three 
volumes of 95 per cent alcohol. 

(d) Purified alcohol. —Add 1.5 grams of silver nitrate dissolved in 3 cc of water l,o 
1.1 liters of 95 per cent alcohol. Dissolve 3.0 grams of potassium hydroxide in 15 cc. 
of hot 95 per cent alcohol, cool, and add to the first solution. Shake, and allow to stand 
until the precif)itate has completely settled. Decant or syphon off the solution for use. 

(e) Alcoholic potash. —Dissolve 50 grams of pure potassium hydroxide in 1 liter of 
purified alcohol. 

DETERMINATION. 

Weigh accurately approximately 10 grams of the sample into an Erlenmeyer flask 
(300 cc.) and saponify it with a mixture of 50 cc. of alcoholic fKJtash and 50 (;c. of 95 
per cent alcohol by heating to a gentle boil under a reflux condenser for 30 minutes. 
Neutralize to phenolphthalein, while still warm, with alcoholic acetic acid, finally adding 
a drop or two of alcoholic potash to give the solution a light but permanent pink color. 
Now add 25 cc. of magnesium acetate solution and heat to lK>iling. (Care must be taken 
here as the solution bumps violently owing to separation of magnesium soaps.) Allow 
to stand overnight at 10"C. 

Filter the insoluble magnesium soaps upon an 11 cm. filter (a folded filter should not 
l>e used as it causes trouble in removing the soaps) and wash twice with 15 cc. portions 
of the 90 per cent alcohol previously used to rinse the precipitation Cask. With a nar¬ 
row spatula transfer as much as possible of the washed soaps to the original flask. 
Treat the residue upon the filter with 100 cc. of boiling 1 : 1 hydrochloric acid (to de¬ 
compose the soaps), the filtrate being caught in the flask containing the bulk of the 
soaps. (Should all the acids fail to filter, the filter paper may be washed with two 
15 cc. portions of boiling 90 per cent alcohol.) Boil the flask containing the soaps and 
acid for 5 minutes to complete tiie decomposition of the soaps, then cool rapidly in a 
stream of cold water while agitating vigorously, in order to separate the free fatty 
acids in small particles suitable for filtration and washing. Filter the free fatty ac^ids 
upon an 11 cm. filter and wavsh free of magnesium chloride with distilled water. During 
the washing dry the precipitation flask at 1()0°-130°C. Transfer as much as possible 
of the free fatty a(;ids from the filter to a 150 cc. beaker. Dissolve the portion remain¬ 
ing with three 20 cc. portions of the hot 90 per cent alcohol previously used to wash 
out the dried precipitation flask, caU'hing the filtrate in the 150 cc. beaker containing 
the fatty acids. Heat to boiling and place when cool in a 20° or 25°C. thermostat and 
allow to stand overnight. 

Filter the separated acids, and wash twice with 10 cc. portions of 90 per cent aUohol 
(20° or 25°C.). Collect and measure the filtrate and alcohol washings. Now wash 
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the acids on the filter with 70 per cent alcohol at 20°C. until 10 drops of the filtrate 
produce no turbidity with water. Dissolve the fatty acids upon the filter with boiling 
absolute alcohol, catching the filtrate in a weighed flask or beaker. Wash the original 
beaker thoroughly with absolute alcohol, pouring the washings through the filter to 
l>e sure all acids are dissolved. Evaporate the alcohol and dry the flask or beaker to 
constant weight. Correct this weight for arachidic and lignoceric acids dissolved in 
the 90 per cent alcohol filtrate and washings. 

The mixed acids obtained should melt at from 71® to 73®C. Recrystallization from 
90 per cent alcohol gives crystals that melt at 76°-76®C. 

Multiply the corrected weight of the fatty acids by 20 to obtain the approximate 
quantity of peanut oil. 

Solubility corrections for weighed acids per 100 cc. of 
alcoholic solution. 


WBIORT OF ACIDS 

ooniuBCnoifs 

At 20®C. 

At 25®C. 

gram 

0.60 

0.099 

0.172 

0.55 

0.096 

0.167 

0.50 

0.091 

0.162 

0,45 

0.087 

0.157 

0.40 

0.083 

0.152 

0.35 1 

0,079 

0.147 

0.30 

0.075 

0.142 

0.25 

0.070 

0.137 

0.20 

0.066 

0.132 

0.15 

0.062 

0.127 

0.10 

0.059 

0.122 

0.05 

0.054 

0.117 


COLLABORATIVE RESULTS AND COMMENTS. 

Six sets of collaborative results were obtained on the mixtures of oils. 
These are given in Table 3. 

In general it would seem that the results obtained are somewhat high, 
Oil 1 generally being reported about 10 per cent over that present and 
Oil 2 about 2 to 3 per cent too high. One analyst reported obtaining 
a residue of 0.0042 gram of fatty acid from Oil 3, a pure olive oil. It 
has been the experience of the writer that a weighable residue was ob¬ 
tained from the olive oil, and the reports of two collaborators indicate 
that considerable fatty acid was recovered by them. From these results 
it would appear that the magnesium soap method as now outlined allows 
the entrainment of some lower melting saturated acids, along with the 
arachidic and lignoceric acids, causing high results. It would seem 
that some slight change in the procedure might yield better results, 
and it is accordingly recommended that study of the Thomas and Yu 
method be continued. 

ACETYL VALUE. 

The past year’s work, as recommended at the last annual meeting, 
was limited to a further study of the Andr6-Cook method for the deter- 
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Table 3. 


Collaborative results with Thomas and Yu method. 


ANALYST 

OIL NO. 1 

25 PBR OBNT 
PBANUT OIL 

OIL NO. 2 

15 PER CENT 
PBANUT OIL 

OIL NO 3 

OLIVE OIL 


per eent 

per eent 

per eent 

M. L. Sheeley 

42.3 

26.45 

None 

42.7 

26.95 

None 

W. D. Richardson 




Analyst No. 1 

36.8 

16.6 

None 

34.0 

17.3 

None 

Analyst No. 2 

35.5 

16.8 

None 

35.0 

14.5 

None 

C. Griggs 

1 35.8 

15.43 

10.34 

35.8 

15.49 

9.50 


35.66 


10.15 

A. Edt‘lcr 

35.0 

16.4 

18.4 


34.4 

36.4 

16.7 

17.1 

n. M. llann 

36.24 

16.91 

None 


36.84 

17.33 

None 


35.71 

16.99 

None 


mination of the acetyl value. Since the previous collaborative st udy of 
this method failed to yield satisfactory results, a study was made at the 
Oil, Fat and Wax Laboratory to determine a more satisfactory procedure 
for the removal of the excess of acetic anhydride from the acetylated 
oil, because it was believed that the principal reason for the lack of 
agreement in the results obtained by difTereiit analysts was eilher the 
incomplete removal of the acetic acid or the partial hydrolysis of the 
acetylated oil owing to excessive washing with water. As a result of 
this investigation, detailed directions for the removal of the excess of 
acetic anhydride from the acetylated oil were included in the Andre- 
Cook method sent to the collaborators. The directions for the method 
were as follows: 

ACETYL VALUE. 

Andre-Cook Method. 

Acetylation. — Boil 50 cc. of the sample with 50 cc. of freshly distilled acetic anhydride 
under a reflux condenser for 2 hours. Pour the mixture into 500 cc. of water in a beaker 
and l)oil for 15 minutes while bubbling a stream of air or carbon dioxide through the 
solution to prevent bumping. Syphon off the water, add 500 cc. more of water, and 
boil for 15 minutes. Syphon off the water and boil for 15 minutes with a third 500 cc. 
portion of water. Allow the mixture to cool and separate the water layer, which should 
be neutral to litmus. Transfer the acetylated oil to a separatory funnel and wash with 
two 200 cc. portions of warm water. Separate as much of the water as possible, add 
6 grams of cmhydrous sodium sulfate, and let stand an hour, agitating occasionally to 
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assist in drying. Filter through a dry folded filter, preferably in an oven, and let the 
acetylated oil remain in the oven until it is completely dried. The acetylated product 
should be a clear brilliant oil. 

Saponification ,—^Weigh accurately from 2 to 2.6 gram portions of the acetylated oil 
and the untreated oil into 250 cc. Erlenmeyer flasks. Add exactly 25 cc. of alcoholic 
potash (40 grams of potassium hydroxide per liter) to each flask. Heat the flasks with 
reflux condensers for 1 hour. Titrate the solutions with half-normal standard hydro¬ 
chloric acid, using phenolphthalein as indicator. Also titrate two 25 cc. portions of the 
alcoholic potash solution with the standard acid solution. Deduct in each analysis the 
quantity of acid used from that required to neutralize the blank and calculate the 
saponification values of the oil and the acetylated oil. Calculate the acetyl value by 
the following formula: 

A = —^ -, in which 

1 - 0.00075 S 

A is the acetyl value, 5 is the saponification value of oil, and is the saponification 
value of the acetylated oil. 

COLLABORATIVE RESULTS AND COMMENTS. 

Collaborators reported results that were in satisfactory agreement, 
showing that a standardized washing procedure undoubtedly aided in 
gaining more concurrent values. In this connection it may be pointed 
out that one drop of the standard hydrochloric acid solution used in 
titrating the saponified product may mean a difference of from 0.5 to 
1.0 unit in the acetyl value. It follows that slight differences in the 
normality of the titrating acid of the various collaborators, ordinarily 
negligible, in this method may introduce appreciable variation in the 
acetylation value. 

The collaborative results are summarized in Table 4. 


Table 4. 

Collaborative results with Andri-Cook method. 


ANALYST 

on. A* 

OIL Bt 

OIL Ct 


per cent 

per cent 

per cent 

M. L. Sheeley 

6.05 

43.15 

140.00 


6.06 

43.60 

140.40 

C. Griggs 

4.19 

23.6 

143.0 


5.04 

21.9 

144.1 

A. Edeler 

5.1 

40.8 

147.3 


6.7 

41.6 

148.2 

W. D. Richardson 

7.4 

45.3 

149.2 


8.3 

44.9 

149.1 

R. M. Hann 

7.5 

44.2 

149.3 


7.6 

44.5 

149.3 


7.9 

j 44.1 

149.1 


* A Japanese rape seed oil. 

t A mixture of 75 per cent rape and 25 per cent castor oil. 
t Castor oil. 



1927 ] bailey: report on baking powder 329 

Sheeley writes; “The Andre-Cook method seems to give fairly satis¬ 
factory results and there seems to be no difficulty in obtaining checks”. 

Richardson comments as follows: “The work with the Andre-Cook 
method appeared to give quite satisfactory results, so far as check results 
were concerned, especially with the higher numbers”. 

Using a somewhat stronger alkali (50 grams of potassium hydroxide 
per liter), Edeler reports that he obtained somewhat higher values for 
Oil C, namely 149.9 and 149.4. These values are more closely in agree¬ 
ment with those of Richardson and Hann. With few exceptions the 
results are satisfactory, the mixed oil in particular yielding checking 
results, and it is accordingly recommended that the Andre-Cook method 
be adopted as an official method. 

RECOMMENDATIONS^. 

It is recommended— 

(1) That the F. A. C. method for the determination of unsaponifiable 
matter be made official (second reading). 

(2) That the study of the Thomas and Yu method for the detection 
and determination of peanut oil alone or in the presence of other oils 
be continued. 

(3) That the Andr6-Cook method for the determination of acetyla¬ 
tion value, as outlined in the report, be adopted as officiaJ (first reading). 

(4) That a study be made of the determination of saturated and un¬ 
saturated acids by the lead-soap-ether and Twitchell’s lead-soap-alcohol 
methods (new work). 


REPORT ON BAKING POWDER. 

By L. H. Bailey (Bureau of Chemistry, Washington, D. C.), Referee, 

The work on baking powder this year was largely a continuation of 
the work of last year. Collaborative studies were made on the deter¬ 
minations of carbon dioxide, lead, and the phosphates. 

CARBON DIOXIDE. 

The instructions sent to collaborators who had signified a willingness 
to make the determination of carbon dioxide were to use the reagents 
and apparatus as described in Methods of Analysisy A. 0. A. C., 1925, page 
305, but to make some modifications in the method. They were directed 
to use 1.7 grams of the sample instead of a factor weight as previously 
indicated and, after measuring the volume of gas evolved, refer to a 
table (furnished by the referee) for the factor to employ in calculating 


> For report of Siib-oommittee G and action of the aaaociation, aee This Journal, 1927, 10 : 72. 
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the percentage of carbon dioxide. This table, prepared by J. R. Chittick 
of Chicago, required a large amount of work, and the thanks of this 
association are due him for this contribution. 

Table I. 


Carbon dioxide. 


DAIS 

AlfALYST 

TOTAL 

CO, 

BS8IDUAL 

CO, 

AYAILABUB 

CO, 

5/10/26 

G. A. McDonald 

Victor Chemical Works 

Chicago Heights, Ill. 

per eeni 

13.8 

per cent 

0.8 

per eeni 

13.0 

5/11/26 

M. R. Stanley 

Victor Chemical Works 

Chicago Heights, III. 

13.9 

0.7 

13.2 

5/12/26 

A. H. Allen 

Virginia-Carolina Chemical Corp. 
Richmond, Va. 

14.46 

0.54 

13.92 

5/—/26 

Grace Vincent 

Royal Baking Powder Co. 

Brooklyn, N. Y. 

14.18 

0.49 

13.69 

6/—/26 

-De Lemon 

Royal Baking Powder Co, 

Chicago, Ill. 

14.19 

0.49 

13.70 

-/-/26 

J. T. Field* 

Food and Drug Inspection Lab. 
Minneapolis, Minn. 

13.24 

1 

0.50 

12.74 

-/—/26 

W. C. Luckow 

American Institute of Baking 

Chicago, Ill. 

14.03 

0.66 

13.37 

6/ 5/26 

Milton H. Kemp 

Calumet Bakmg Powder Co. 

Chicago, Ill. 

14.40 

0.61 

13.79 

5/19/26 

L. H. Bailey 

14.03 

0.49 

13.54 

-/-/- 

Percy O’Meara 

Department of Agriculture 

Lansing, Mich. 

14.20 

0.41 

13,79 


* The apparatus used was a 100 oc. buret, instead of the regulation apparatus, whidi may aooount for 
the low results. These results are given by way of comparison, but they oannot be considered in oonnec* 
tion with the other results. 


Ten analysts collaborated in making determinations of carbon dioxide. 
One of the analysts did not have the apparatus specified in the method, 
and his results are about 1 per cent too low. They should not be con¬ 
sidered with the others. Another analyst used a special gasometric 
apparatus, but as it is based on the same principles as the one described 
in the method his results are comparable. The other analysts secured 
concordant results. The averages of their several determinations are 
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shown in Table 1. The agreement in results is not perfect, but it is 
fully as close as has been obtained by other methods. The referee 
recommends that the modified gasometric method as studied this year 
be made official because it is simple, rapid, and reasonably accurate. 

TOTAL CARBON DIOXIDE. 

PREPARATION OF SAMPLE. 

Remove the entire sample from the package, pass through a 20-mesh sieve, and mix 
thoroughly. 

REAGENTS. 

(a) Dilute sulfuric acid (f -f- 5). 

(b) Displacement solution. —Dissolve 100 grams of sodium chloride or sodium sulfate 

cry8t€d8 in 350 cc. of water. Add approximately 1 gram of sodium bicarbonate and 2 cc. 
of methyl orange indicator [p. 48, 3 (f)] and then sufficient of the dilute sulfuric acid 
(1 5) to medte just acid (a decided pink color). Stir until all carbon dioxide is removed. 

This solution is used in the gas-measuring tube and leveling bulb and seldom needs to 
be replaced. 

APPARATUS. 

The apparatus. Fig. 21\ consists of a deox)mpo8ition flask (A) connected by means 
of a glass T-tube (B), provided with a stopcock (C), to a graduated gas-measuring 
tube (Z>), which in turn is connected with a leveling bulb (E). The decx)mpo8ition 
flask consists of a 250 cc. wide-mouth extraction flask of Pyrex or other resistant glass 
fitted with a two-holed rubber stopper, through one hole of which passes the extended 
tip of a 25 cc. buret (F) and through the other a glass tube of the same diameter as the 
connecting T-tube. The 25 cc. buret is graduated in cc. at 20° C., numbered at 5 cc. 
intervals, and is provided with an extra long tip bent to pass through the rubber stopper. 
The glass tube leading from the decomposition flask to the T-tube is connected to the 
latter by means of rubber tubing to permit rotation of the flask. The gas-measuring 
tube is graduated in cc. at 20°C., the zero mark being placed at a point 25 cc. below the 
top marking to allow for graduating upwards from 0 to 25 cc. and downward from 0 to 
200 cc. The gas-measuring tube is connected by means of a long rubl>er tube with the 
leveling bulb, which has a capacity of about 300 cc. 

DETERMINATION. 

Weigh 1.7 grams of the sample, prepared as above, into a dry decomposition flask 
and connect with the gasometric apparatus (Fig. 21). Open the T-tube 8U)pcock and 
by means of the leveling bulb bring the displacement solution to the 10 cc. graduation 
above the zero mark. (This 10 cc. is equal in volume to the volume of acid to be used 
in the decomposition.) Allow the apparatus to stand 1-2 minutes to insure equaliza¬ 
tion of temperature and pressure within the apparatus with that of the room. Close 
the stopcock, lower the leveling bulb somewhat to reduce the pressure within the ap¬ 
paratus, and slowly run into the decomposition flask from the buret 10 cc. of the dilute 
sulfuric acid. To prevent the liberated carbon dioxide from escaping through the acid 
buret into the air, keep the displacement solution in the leveling bulb at all times during 
the decomposition at a lower level than that in the gas-measuring tube. Rotate and 
then vigorously agitate the decomposition flask to secure intimate mixture of the con¬ 
tents. Allow to stand for 5 minutes to secure equilibrium. Equalize the pressure in 
the measuring tube by means of the leveling bulb and read the volume of gas evolved. 
Read the temperature of the air surrounding the apparatus and also obtain the baro- 

* Methods of AnalysU, A. O. A. C, 1925, 305. 
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metric pressure at the time the volume of gas is read. Refer to the table submitted^ 
for value of carbon dioxide. 

RESIDUAL CARBON DIOXIDB. 

Gasometric Method, 

Weigh 1.7 grams of the sample, prepared as above, into the decomposition flask; 
add 20 cc. of water; and allow to stand for 20 minutes. Place the flask in a metal drying 
cell surrounded by boiling water and heat, with occasional shaking, for 20 minutes. 
To complete the reaction, heat quickly to boiling and boil for 1 minute. Cool to room 
temperature, connect the flask to the apparatus, and determine the carbon dioxide 
present by treating with 10 cc. of the dilute sulfuric acid. Proceed as directed for the 
determination of total carbon dioxide. 

AVAILABLE CARBON DIOXIDE. 

Subtract the residual carbon dioxide from the total carbon dioxide. 

LEAD. 

Under normal conditions lead in baking powder occurs in very small 
quantities. In fact, the quantities are so small that accurate determina¬ 
tions are diflGicult. 

The electrolytic method now being studied by the association is the 
most promising of any method yet proposed. Heretofore the referee 
has had special baking powders prepared in which known quantities of 
lead salts were added. This year the collaborative work was done on 
commercial baking powder without the addition of any lead compound. 

Very few laboratories are equipped with suitable electrical apparatus 
to make this determination, and accordingly only three collaborators 
were secured for this study. The results obtained by these collaborators 
are in good agreement, and the referee recommends that the electrolytic 
method for the determination of lead as published in Methods of Analysis, 
page 310, as a tentative method now be made an official method. Col¬ 
laborative results are shown in Table 2. 


Table 2. 
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PHOSPHATES. 

The referee recommended last year that suitable methods be developed 
for the separation and estimation of meta-, pyro-, and orthophosj)hates 
in the presence of each other. 

This task is not an easy one; several collaborators have been working 
earnestly with the problem, but they have not progressed sufficiently to 
make a final report. Some of them have made preliminary reports and 
asked for more time before submitting definite results. None submitted 
a complete method of separating and determining the three forms of 
phosphates. On the collaborative sample submitted for analysis, J. T. 
Field reported total phosphoric acid, P 2 O 6 , 49.06 and 49.12 per cent and 
pyrophosphoric acid (Fiske method), 24.56 and 24.60 per cent, and 
Milton H. Kemp reported 4.2, 4.2, 3.9, and 4.0 per cent, average of 
4.07 per cent of metaphosphoric acid. His method follows: 

Dissolve a 0.2 gram sample in 100 cc. of cold 5 per cent acetic acid. Filter the solu¬ 
tion and wash with cold 5 per cent acetic acid. (This procedure should be carried out 
as quickly as possible.) Add 10 cc. of 10 per cent BaCfi solution to the filtrate. Allow 
the solution to stand overnight, filter the precipitate, wasli with cold water, ignite, and 
weigh as BaCPOs)?. This method is based upon the fact tliat BaCb or Ba(N 03)2 will 
precipitate metaphosphoric acid but not ortho- or pyrophosphoric acids. The success 
of the method seems to depend largely upon how long the solution stands before pre¬ 
cipitation. If it is allowed to stand too long some metaphosphoric acid will change 
over into orthophosphoric acid and thus lower the results. 

RECOMMENDATIONS^ 

It is recommended— 

(1) That the elect roly tic method for the determination of lead, as 
published in Methods of Analysis, page 310, as a tentative method be 
made an official method (final reading). 

(2) That the modified gasometric method for the determination of 
carbon dioxide, as studied this year, be made official (first reading). 

(3) That study of methods for the separation and determination of 
ortho-, pyro-, and metaphosphates in the presence of one another be 
continued. 

LITERATURE REFERENCES. 
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DRUG SECTION. 

REPORT ON DRUGS 

By Arthur E. Paul (U. S. Food and Drug Inspection Station, Trans¬ 
portation Building, Chicago, Ill.), Referee, 

In harmony with the recommendations approved last year, twenty 
topics were selected for study, and the association appointed an asso¬ 
ciate referee for each of these topics. It was the hope of the referee that 
as a result of this year’s work many of these subjects might be discon¬ 
tinued. In this hope, however, he was somewhat disappointed. Never¬ 
theless, it is recommended that four topics be discontinued because the 
methods are deemed worthy of adoption. In addition, it is believed 
that the general status of the drug work has been materially advanced 
as a result of this year’s work. 

As in former years, the referee attempted to review all reports re¬ 
ceived. Many of these are splendid and represent definite progress. In 
a few instances urgent regular duties prevented the associates from per¬ 
forming any work. This condition is regretted, but it is, no doubt, un¬ 
avoidable. The referee has made such comments in each instance as 
appeared necessary or desirable, in order to harmonize the reports with 
present methods and the usual procedure of this association. 

The attached table will show in convenient form the present status of 
the subjects that were assigned this year: 

Acetylsalicylic acid—No report received. 

Alcohol in drugs—Continue topic. Study various alcohols in presence of each other 
and interfering substances. 

Apomorphine—Adopt method and discontinue study. 

Arsenicals—Adopt method and discontinue study. 

Bioassay of drugs—Continue study. 

Chaulmoogra oil—Continue study. 

Chloroform and carbon tetrachloride—Adopt method. Study determination in 
mixtures. 

Cocaine—Further study. 

Crude drugs—No report received. 

Ether—Further study. 

Ipecac alkaloids—Further study. 

Laxatives and bitter tonics—Continue study. 

Mercurials—Adopt method. Continue study. 

Microchemical methods for alkaloids—Continue study. 

Nitroglycerin—Adopt methods. Close topic. 

Pyramidon—Adopt amended method. Close topic. 

Radioactivity in drugs and water—Adopt methods. Continue study. 

Santonin—Report of associate referee not received. 

Silver proteinates—Adopt method. Study alkalinity. 

Terpin hydrate—Continue study. 
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GENERAL RECOMMENDATIONS. 

It is recommended— 

(1) That the following topics be discontinued: 

Apomorphine, 

Arsenicals, 

Nitroglycerin, and 
Pyramid on. 

(2) That the following topics be continued: 

Chloroform and Carbon Tetrachloride, 

Cocaine, 

Ether, 

Ipecac Alkaloids, 

Laxatives and Bitter Tonics, 

Mercurials, 

Microchemical Methods for Alkaloids, 

Radioactivity in Drugs and Water, 

Bioassay of Drugs, 

Chaulmoogra Oil, 

Silver Proteinates, and 
Terpin Hydrate. 

(3) That last year’s recommendations respecting the following topics 
on which no reports were received from the respective associate referees 
be repeated: 

Acetylsalicylic Acid, 

Crude Drugs, and 
Santonin. 

The following comments are made by the referee for consideration in 
connection with the reports given by the various associate referees: 

ALCOHOL IN DRUGS. 

The associate referee last year studied methods for the determination 
of alcohol in the presence of a number of interfering substances. As 
very little collaborative work was reported, it was recommended that the 
methods, as revised by the referee, be resubmitted to collaborative study 
this year. However, no reports were received from collaborators, and no 
work was performed on the methods by the associate referee. Some col¬ 
laborative work was done by C. K. Glycart, whose report-, unfortunately, 
was made after the associate referee’s report was mailed. This collabo¬ 
rator’s report deals with samples prepared by himself, containing only 
two of the several interfering substances included in the associate ref¬ 
eree’s proposed methods. It seems, therefore, that the status of this 
work, so far as last year’s recommendations are concerned, remains 
practically unaltered. 
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The associate referee this year suggests details for procedure in the 
presence of two additional interfering substances, acetaldehyde and 
methyl alcohol. 

With respect to acetaldehyde or paraldehyde, both the associate ref¬ 
eree and Glycart made some determinations. While the former reports 
satisfactory results, the latter offers some criticisms of the details and 
makes certain suggestions for clearness. 

Relative to the proposed directions to be used in the presence of 
methyl alcohol, attention is called to the fact that the official methods 
already include three methods for the determination of methyl alcohol in 
the presence of ethyl alcohoP, and that the method prepared by the asso¬ 
ciate referee constitutes an additional determination. It is believed that 
this method has distinct advantages over the two color methods given in 
Methods of Analysis ( 16 , 17 ). It would seem desirable to correlate the 
methyl alcohol methods for drugs through a referee or associate referee, 
whose topic would include all methods for alcohol. 

The associate referee also submits a suggestion made by one of the 
prospective collaborators to whom he sent his methods for study, H. 
Wales, that the determination of isopropyl alcohol be given considera¬ 
tion. 

The associate referee makes no definite recommendations, but from 
his report and the consideration enumerated above, the following rec¬ 
ommendations are now made by the referee: 

RECOMMENDATIONS—ALCOHOL IN DRUGS. 

(1) That the methods, as given in the referee’s report last year, be 
submitted to collaborators for study. 

(2) That to the methods so submitted, there be added the method 
proposed by this year’s associate referee, but including the suggestions 
made by Glycart. 

ARSENICALS. 

Several methods for the determination of arsenic are now recognized 
in Methods of Analysis and in the U. S. Pharmacopeia. However, as 
pointed out by the associate referee, these are not satisfactorily applic¬ 
able to iron-arsenic tablets. Because it is believed that the proposed 
method will serve a very useful purpose, in view of the satisfactory 
results reported by collaborators, it is considered that the associate 
referee’s recommendation for tentative adoption might well be adopted. 

COCAINE. 

|§ The associate referee states that owing to the instability of cocaine 
tojthe action of heat, acids, and alkalis, the usual methods are not appli¬ 
cable. In general, this is undoubtedly correct. In his method, therefore. 


1 Methods of Analysis, A. O. A. C., 1925, 372-3. 




1927] 


PAUL: REPORT ON DRUGS 


337 


he employs a procedure that has been tried for various alkaloid de¬ 
terminations. It includes extraction with petroleum ether from an 
alkaline solution, and then extraction of the ethereal solution with a 
measured volume of standard solution. Ordinarily, this procedure is 
considered less desirable than the usual alkaloidal method of extraction 
from an ammoniacal solution, evaporation, and titration of the alka¬ 
loids, although it may be necessary to resort to this in connection with 
cocaine. Attention is called to the fact that the American Drug 
Manufacturers Association has proposed a procedure which follows the 
ordinary alkaloidal method with certain precautions to be observed in 
the evaporation. 

The volumetric method proposed by the associate referee for tentative 
adoption apparently yielded satisfactory results as reported by the 
collaborators. 

The gravimetric che(^k method results were somewhat less so, but the 
reports indicate that the method has its possibilities, particularly in 
view of the results obtained by the associate referee himself. As 
suggested, it seems probable that he employs certain details that are not 
described as clearly or definitely as may be desirable. 

In view of the importaiux' of this alkaloid, and because the volumetric 
method itself does not differentiate between cocaine and another alka¬ 
loid or mixture of alkaloids, the gravimetric check method would be 
very desirable. Possibly, volumetric details for the determination of 
the benzoic acid formed may be devised. 

Since the associate referee’s volumetric method yielded satisfactory 
results, it is considered desirable that it be adopted tentatively. It is 
also recommended, however, that before final adoption as official, this 
method and the additional details for the determination of benzoic acid 
be subjected to collaborative study in comparison with the method of the 
American Drug Manufacturers Association, which, amended, is as follovrs: 

HYPODERMIC TABLETS—COCAINE HYDROCHLORIDE. 

Count and weigh sufficient tafdets cf)iTesp()nding to 2 grains of cocaine. Transfer 
to a.?iniall separatory funnel. Dissolve in the minimum amount of water. Make the 
solution slightly alkaline witti ammonium hydroxide and shake out with several por¬ 
tions of ether until the aqueous layer is shown tx) he completely exhausted of alkaloid, 
using Mayer’s reagent for the test. Combine the ether extracts and evaporate the 
major portion f)f the ether on the steam bath, finally allowing the remainder to l>e 
dissipated at room temperature. Dissolve the residue in a few cc. of neutral alcohol. 
Add 20 cc. of 0.05 N sulfuric acid, and titrate the excess of acid with 0.02 N sodium 
hydroxide, using metliyl red indicator. (Each cubic centimeter of 0.05 sulfuric acid 
corr(‘sponds to 0 0169S3 gram of (X)caine hydrochloride, C17II21O4NHCI). 

CHAULMOOGRA OIL. 

It was recommended and approved last year that further study be 
given to color reactions of chaulmoogra oil and to loss or gain of weight 
on heating. 
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In the report this year, the associate referee states that no collabora¬ 
tive work was done. 

In view of the fact that the recommendation for further work was 
approved, it is considered desirable to expedite the closing of this sub¬ 
ject. It is suggested, therefore, that last year’s recommendation be 
given appropriate attention next year. 

CHLOROFORM AND CARBON TETRACHLORIDE. 

The results reported by all collaborators are excellent. A number of 
these collaborators questioned the necessity for some of the steps re¬ 
quired by the method. However, as the associate referee, by his own 
work, has shown the need for these details, it is thought desirable that 
the recommendation for the adoption of his method as tentative be ap¬ 
proved. It is also suggested, in accord with his recommendation, that 
the details given for determining these constituents in complex mixtures 
be further studied next year. 

IPECAC ALKALOIDS. 

It seems from the associate referee’s report that it was his intention to 
submit to collaborators two different samples of fluidextract, but that he 
failed to identify the two bottles that he submitted to them. Conse¬ 
quently, the two Chicago coUaborators assumed that the two bottles 
were alike. As indicated in their communication, it was definitely shown 
that one of these contained approximately double the proportion of alka¬ 
loids. The third collaborator reported alkaloids approximately midway 
between the other two, showing that there was some confusion of the 
samples submitted. 

While the work performed by this associate referee during several 
years has not yet resulted in a satisfactory conclusion, it is considered 
that material progress has been made in connection with this difficult 
determination. 

The recommendations of the associate referee, that this topic be 
further studied with a view to the selection of the most serviceable pro¬ 
cedure for tentative adoption by the association, are therefore approved. 

RADIOACTIVITY IN DRUGS AND WATER. 

In 1924 tentative methods for the determination of radioactivity were 
adopted. However, detailed methods for the preparation of diversified 
products preliminary to the actual determination were not included. 
The task of compiling such details was begun by the associate referee 
and his assistants two years ago because it was hardly possible, owing to 
the highly technical and specialized nature of this work, to conduct the 
investigation by means of the usual procedure, through collaborators. 

Under the circumstances, it would seem desirable that the recom¬ 
mendations of the associate referee be approved, and that the details 
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submitted by him be tentatively adopted. Also that this second recom¬ 
mendation, relative to next year’s work, be given consideration. 

In addition, it is recommended that the present tentative methods be 
now made official (first reading). 

LAXATIVES AND BITTER TONICS. 

No collaborative work was reported by the associate referee. How¬ 
ever, a series of results on cascara bark and its fluidextract is given to 
show the values of the colorimetric determinations in comparison 
with the gravimetric results. The associate referee finds that the colori¬ 
metric results are approximate. 

No methods have yet been adopted by the associhtion, and no recom¬ 
mendation is made by the associate referee. In view of the fact that no 
collaborative work was done, it is recommended that study be continued 
as outlined in 1924 and approved last year. 

MERCURIALS. 

The recommendations of the associate referee are approved, and it is 
deemed desirable that the proposed method be adopted by the associa¬ 
tion as a tentative method. 


PYRAMIDON. 

Two tentative quantitative procedures are now available for the 
determination of this important synthetic drug, namely, an extraction 
method and a precipitation method. For the last two years, the asso¬ 
ciate referee has carefully studied, either personally or collaboratively, a 
modification of the extraction method that appears to have advantages. 
In view of the satisfactory results obtained it is suggested that the tenta¬ 
tive method be amended according to the associate referee’s recommen¬ 
dation, and that then this method as well as the precipitation method 
be adopted as official (first reading). 

MICROCHEMICAL METHODS FOR ALKALOIDS. 

While the microchemical examination of alkaloids is a rather old 
subject, so far as this association is concerned it is relatively new. How¬ 
ever, it was believed that some of the available methods might be studied 
advantageously and later adopted as tentative or official. 

At present a large number of alkaloids are known, but during the 
present year the associate referee confined his attention to five of the more 
important alkaloids. From the results reported by the collaborators, it 
seems that the methods submitted have merit and it is recommended 
that the study be continued next year. 
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SILVER PROTEINATES. 

The following is quoted from a letter received from H. Wales: 

In glancing over the report “Changes made in the Official and Tentative Methods 
of Analysis, etc.’*, I note on p. 55 a method for the detection and estimation of ionizable 
silver compounds that has been made official (first action). In view of results obtained 
by a number of investigators in the last few years, I believe that this should read, 
“dialyzable silver compounds’* and not “ionizable silver compounds’*. By means of 
potentiometer measurements several chemists have shown that in silver proteinates 
the percentage of silver more ionizable than Agl is considerably greater than that more 
ionizable than AgCl, i. e., furnishes a greater concentration of silver ion than AgCl. 
Also Smith and Giesy^ found that for protargentum the dialyzable silver was approxi¬ 
mately equal to that portion more ionizable than silver chloride. The question is— 
what is ionizable silver? In view of this it seems to me that the title of this subject 
should be changed to show exactly what is determined by the method. 

The question raised by Wales is indeed interesting, but since it in¬ 
volves merely a change in designation, it is suggested that the matter 
be referred for consideration to the Committee on Editing Methods of 
Analysis. 

The associate referee has called attention to a lack of clearness and 
definiteness in the description of the present official method and makes a 
suggestion as to an amendment that would provide the desired clearness. 
It is believed that the three recommendations made by him are desirable 
and that they should be approved by the association. 

It is suggested that this topic be considered closed with the exception 
that, as recommended last year, consideration be given to the determi¬ 
nation of alkalinity or acidity in this class of compound. 

NITROGLYCERIN. 

The associate referee’s attention has been confined to the determina- ' 
tion of nitroglycerin in tablets. The method that was studied last year 
and again this year is highly satisfactory, and the abbreviated procedure 
that was also studied this year is likewise desirable. In accord with the 
associate referee’s suggestion, it is now recommended— 

(1) That the modified Devarda method, described as Method No. 2, 
on page 319, Vol. IX, This Journal, be adopted as a tentative method 
for the determination of nitroglycerin in tablets. 

(2) That the abbreviated details, described by the associate referee 
and referred to by him as “C”, be adopted as a tentative method for the 
determination of nitroglycerin in tablets. 

TERPIN HYDRATE. 

As pointed out by the associate referee, the determination of terpin 
hydrate is a decidedly difficult problem, one that he was unable to solve 


I J. Am. Pharm. Auoe., 1025, 14: 10. 
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satisfactorily owing to the limited time. In view of the importance of 
the topic and the absence of any usable methods, it seems desirable that 
the work be continued. 


APOMORPHINE. 

A method for the determination of apomorphine was studied last year 
by Associate Referee Glycart, and a report was made^ It may be stated 
that the method studied last year corresponds closely to Method I in the 
present report. 

The results reported last year were fairly satisfactory. However, the 
associate referee did not recommend adoption, but rather pointed out 
some details for study. The points raised are met, at least in part, in 
this year’s report, and the results reported by both methods are very ac¬ 
ceptable. 

The referee approves of this method being adopted as tentative and 
suggests that the topic be considered closed. 

ETHER. 

It will be noted that the associate referee scanned the literature on the 
subject of ether, and has decided upon a line of investigation that ap¬ 
pears to him to have possibilities. 

It is recommended, therefore, that this subject be continued along the 
lines indicated by him. 


BIOASSAY OF DRUGS. 

The associate referee reports on the bioassay of mydriatics, which con¬ 
sists of a quantitative determination for atropine hyoscyamine and 
scopolamine (hyoscine) in drug samples by the cat’s threshold method. 
The assay was developed primarily for use on mixtures such as mor¬ 
phine and atropine in tablets when chemical methods are not suited or 
adequate. 

Although certain details concerning the samples submitted for col¬ 
laborative study are omitted in the repoil, the comments of the col¬ 
laborators show that the method is satisfactory. 

Therefore, the recommendations of the associate referee that those 
methods be adopted as tentative are approved by the referee. 


No report on acetylsalicylic acid was given by the associate referee.^ 


» This Journal, 1926, 9 323. 

* For report of Sub-committee B and action of tiie aHsociatiun, see Thi£ Jourtuil, 1927, 10 07. 
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REPORT ON ALCOHOL IN DRUGS. 

By E. V. Lynn^ (Food and Drug Inspection Station, Seattle, Wash.), 

Associate Referee. 

The associate referee continued the study of interfering substances and 
of the estimation of small quantities of alcohol, as recommended last 
year*. 

It was found that aldehyde or paraldehyde can be effectively removed 
by alkaline silver nitrate solution without in any way interfering with 
the determination of alcohol. Experiments illustrative of the results 
obtainable are given as follows: 


Volume of absolute alcohol in 100 cc. 

I 

.. 9.27 

II 

ni 

IV 

Percentage of aldehyde or paraldehyde added. ... 

.. 3.00 

2.00 

2.00 

2.00 

Percentage of alcohol recovered. 

.. 9.25 

9.27 

9.25 

9.27 


If methyl alcohol is present in the sample, ascertain its percentage by 
a colorimetric determination and subtract the result from total alcohol, 
as indicated by specific gravity. The gravity of both alcohols is 
so nearly identical that no appreciable error is thus introduced. Some of 
the results obtained are shown: 



STANDARD 

STANDARD 

DILUTION 

I 

II 

III 

Percentage of methyl alcohol. 

1.00 

0.002 

1.00 

1.00 

1.00 

Percentage of ethyl alcohol. 

10.00 


9.57 

9.57 

9.57 

Reading (Duboscq). 


50 

47 

52 

53 

Percentage of methyl calculated. ... 



1.05 

0.96 

0.95 

Percentage of ethyl calculated. 



9.52 

9.61 

9.62 


It is recommended, therefore, that the following paragraphs be added 
to the report of the referee as given last year under the heading “Prepara¬ 
tion of Sample”: 

In the presence of acetaldehyde or paraldehyde, add an excess of Tollen’s reagent 
(alkaline silver nitrate solution)* and heat on the water bath under a reflux condenser 
for 30 minutes. Cool, and proceed as directed. 

In the presence of methyl alcohol, prepare a standard solution containing 0.1 per 
cent of methyl and 0.9 per cent of ethyl alcohol. Dilute the distillate from the deter¬ 
mination below so that it contains about 1 per cent of the mixed alcohols, noting the 
amount of dilution. To 2 cc. each of this dilution and the standard solution, add 2 cc. 
of 3 per cent potassium permanganate solution and 0.2 cc. of concentrated sulfuric 
acid. After 5 minutes, decolorize with sulfurous acid, add 1 cc. of concentrated sulfuric 
acid and 5 cc. of fuchsin-sulfurous acid T. S. (U. S. P., page 488), and dilute each in a 
standard colorimeter until the colors are equal. From the results, calculate the per¬ 
centage of methyl alcohol in the sample. 

1 Presented by V. K. Chesnut. 

« Thii Journal, 1926, 9: 282. 

’ Prei^e a solution containing 10 per cent silver nitrate in a mixture of ec|ual parts of water and strong 
ammonium hydroxide (sp gr 0.90). To prepare the reagent mix equal parts of the ammoniacal silver 
nitrate s<4ution and 10 per cent of aqueous sodium hydroxide solution. Keep the scJution of silver nitrate 
in diluted ammonium hydroxide in stock, but do not mix with sodium hydroxide nntU needed because 
on lung standing the mixture deposits a highly explosive black {M'eoipitate. 
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In the event that the quantity of alcohol in the sample is very small, 
it has been shown that it is only necessary to redistil into 50 cc. as shown 
by the following results: 



per cent 

per cent 

per cent 

per cent 

Alcohol. 

. 2.00 

0.95 

0.49 

0.25 

First distillate. 

.1.96 

1.10 

0.44 

0.33 

Second distillate. 

. 2.00 

0.96 

0.48 

0.24 


REGOM MENDATION*. 

It is recommended that the following paragraph be added to the 
method under “Determination” as recommended last year: 

If the sample contains a very small quantity of alcohol, redistil the distillate into a 
volume of 50 cc. 


REPORT ON ARSENICALS. 

By H. Wales (Drug Control Laboratory, Bureau of Chemistry, Wash¬ 
ington, D. C.), Associate Referee, 

The official methods for the determination of arsenic are not applicable 
to iron-arsenic tablets. A few methods have been given in the literature, 
but none compares in simplicity and accuracy with that developed by A. 
HansenThis method is a modification of the Ramberg-Sjostrom 
method^. It was awarded a prize given by the Danmarks Apoteker- 
forenings for a method which, besides other requirements, should use 
not more tham 10 pills, each pill to contain from 0 . 5 - 1.0 mg. of arsenic 
trioxide. 

It is of interest to note that the author recommends ferrous sulfate 
for reduction in place of the expensive hydrazine sulfate, which is appar¬ 
ently contradictory to the A. 0. A. C. findings. This is not contradic¬ 
tory, however, for two reasons: first, all nitrates are destroyed before 
distillation; and second, it is claimed that the reduction in this case as 
as well as with hydrazine sulfate is in reality accomplished by the bromide 
in accordance with the following equations: 

AS2O5 "I" 4HBr = AS2O3 -f- 2 Br 2 **1“ 2 H 2 O, 

AS 2 O 3 “f- 6HC1 = 2 ASCI 3 -}- 3 H 2 O, 

2 FeS 04 “h Br 2 + H 2 SO 4 = Fe 2 (S 04)3 + 2HBr, or 
H 2 NNH 2 + 2 Br 2 = N 2 -f- 4HBr. 

The first reaction is believed to take place in the cold when the sul¬ 
furic acid content is over 26 per cent, but this has not been proved. 


* For report of Suh-oommittee B and action of the association, see This Journal, 1926, 10: 67. 
*i4rc^i®. Pharm. Chemi, 1926, 32, Nr. 14-16: 208; Pharm. Zentr., 1925, 66: 701 
’ Arsenikkomixiission. Bil. VII-X. Lund, 1919; Analyst, 1925, 50 6 
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Hansen claims that results of equal accuracy were obtained with 
either of the reducing agents. An investigation of this data shows that 
eight determinations in which ferrous sulfate was used gave an average 
variation of 0.018 per cent, while the same number with hydrazine 
gave an average of =±= 0.025 per cent. The author claims an accuracy of 
between 0.125 and 0.25 per cent. 

Hansen used the Ramberg-Sjostrom arsenic flask for the determina¬ 
tions. This consists of a 300 cc. Kjeldahl flask with the outlet tube 
ground into the neck. Excellent results have been obtained in this 
laboratory by using an outlet tube of about 15 mm. diameter fastened 
to a Kjeldahl flask through a rubber stopper, the lower end of the tube 
being drawn out to about 5 mm. diameter. 

This method, as reported by the associate referee, has been published^ 

COLLABORATIVE WORK. 

Two samples of pulverized tablets, together with their average weights, 
were sent to the collaborators. No. 1 consisted of compressed tablets of 
arsenic trioxide, labeled 1/30 grain, and No. 2, chocolate coated Blaud 
and arsenic tablets, labeled 1 /40 grain arsenic trioxide. 

Collaborators outside the Government laboratories were secured 
through the courtesy of the chairmen of the contact committees of the 
American Drug Manufacturers Association and the American Pharma¬ 
ceutical Manufacturing Association. 

COMMENTS OF COLLABORATORS. 

Robert McNeil, Philadelphia, Pa.: Preliminary experiments did not work out satis¬ 
factorily. We have been unable to complete the tests. I doubt very much whether it 
would ever prove to be a very popular metbod in pharmaceuticed laboratories. The 
large amount of evaporation of strong acid is rather an objectional feature. 

The Zemmer Co.: With the coated tablets, the addition of ferrous sulfate always 
produced an evolution of free bromine and, so far, we have had no success with the 
coated tablet. 

We found it necessary to add ammonium oxalate at least two and sometimes three 
times in order to get the nitric add entirely out of the solution and, also, the solution 
had to be heated 20 to 30 minutes after the evolution of sulfur trioxide. WitJh a 
standardized solution of arsenic trioxide alone we were able to get practically 100 per 
cent results. The method appears to be rather long to be used in control work in a 
manufacturing plant. 

Parke, Davis 4 Co.: To get good results with the method required some experience, 
our first experiments being rather erratic. After the analyst had acquired a little 
experience following the method m detail it appeared to give good results ♦ * The 
method is apparently accurate, but it is almost too lengthy to be used as a rapid check 
assay in the course of manufacture. 

C. K. Glycart: The method requires practice, especially experience with the titra¬ 
tion. This, no doubt, is the reason for the lack of agreement in results on Sample No. 1. 

E. 0. Eaton: I had some difficulty witli Sample No. 2. Apparently I had not removed 


» Thi» Journal, 1927, 10. 44, 
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Table 1. 


CoUaborative results on determination of arsenic in pills. 


COLLABOflATOR 

A. O. A. C 8AMPLBS 

BLAUB AIVD KNOWN 

AsjOa 

KNOWN AsjOi 

No. 1 

No. 2 

Taken 

Found 

Taken 

Found 

A. G. Murray 

Bureau of Chemistry 
Washington, D. C. 

mg. 

1.965 

2.065 

1.98 

1.99 
1.96 

mg. 

1.59 

1.605 

mg. 

18.0 

20.0 

22.0 

mg. 

18.1 

20.06 

21.98 

mg. 

20.01 

20.01 

mg. 

20.11 

20.06 

E. 0. Eaton 

U. S. Food and Drug Inspection 
Station, San Francisco, Calif. 

1.97 

1.57 





C. K. Glycart 

U. S. Food and Drug Inspection 
Station, Chicago, III. 

2.03 

2.11 

1.62 

1.60 





E. L. Anderson 

U. S. Food and Drug Inspection 
Station, Baltimore, Md. 

1.95 

1.93 

1.94 

1.54 

1.55 
1.52 





H. R. Smith 

U. S. Food and Drug Inspection 
Station, Baltimore, Md. 

1.94 

1.94 

1.56 

1.57 





H. Wales 

1.99 

1.99 

1.99 

1.64 

1.60 

1.57 

1.60 

10.44 

10.44 

10.42 

10.45 



Powers, Weightman, Rosengarten 
Co., Philadelphia, Pa. 

1.97 

1.90 

1.91 

1.60 

1.49 

1.49 

2.64* 

2.64 

2.71* 

2.67 

See 

No. 

table 

2 

Norwich Phamiacal Co. 

Norwich. N. Y. 

2,07 

2.16 

2,025 

1.59 

1.605 





Parke, Da>i8 & Co. 

Detroit, Mu;h. 

2.0 

1.995 
2.0 

1.60 

1.55 

1.60 





The Upjohn Co. 

Kalamazoo, Mich. 

1.92 

1.91 

1.55 

1.56 





The Zemmer Co. 

Pittsburgh, Pa. 

2.08 

2.02 







* Results expressed in percentage. 


all the nitrogen compounds because I noted a fading of the methyl orange without the 
addition of the bromate solution. Further work seemed to overcome this difficulty, 
and I have obtained the results as reported. 

The Norwich Pharmacol Company: The method is good, and in the hands of an 
experienced operator it is undoubtedly highly accurate ♦ ♦ The blank upon the 
reagents used was less than 0.05 cc. 

Potvers, Weightmariy Rosengarien Co.: We have had two of our chemists make these 
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tests. One of them, W, used a bromate solution, 1 cc. of which corresponded to 2 mg. 
of arsenic trioxide. The other, F, used a solution, 1 cc. of which corresponded to 1 mg. 
of arsenic trioxide. 

We also made a few assays by your method, but in place of bromate we titrated with 
0.05 N iodine in the presence of an excess of bicarbonate and used starch indicator. 

Our blanks, using U. S. P. ferrous sulfate, amounted to 0.2 cc. of the stronger bromate 
solution or 0.4 cc. of the weaker. When a higher grade of ferrous sulfate was used there 
was practically no blank. Chemist W checked his own results very closely. Chemist 
F made the assays only once. 

With the bromate titration at room temperature the end point is rather slow. It is 
our opinion that heating the solution to 80®-00°C. before titration should be definitely 
recommended * * *. We prefer the iodine titration because it can be done readily 
in the cold and because the end point is more striking. 


Table 2. 

Comparisons of bromcde and iodine titrations. 
(Resiilt8 from laboratory of Powers, Woightman, Rosengartciii Co.) 


BAMPXJS MABKED 

ANALYST 

BROMATE TITRATION 

IODINE TITRATION 

AssOa p4 

isr tablet 

AsaOt per taUet 

1 


per cent 

mg. 

per cent 

mg. 

1-1926 

w 

4.18 

1.97 

4.05 

1.91 

Weight of tablet: 



1 



47.156 mg. 

F 

4.02 

1.90 



2-1926 

w 

0.30 

1.60 

0.28 

1.49 

Weight of tablet: 






533.32 mg. 

F 

0.28 

1.49 



Laboratory preparation 

W 

2.71 


2.67 


Theory, 2.64 per cent 







U. S. Food and Drug Inspection Station^ BaltimorCy Md.: The results obtained by 
two analysts check very closely. After considerable experimenting and working with 
this method, the analysts have been able to get good results on the determination of 
arsenic in a number of different products. 

Our chief trouble at first was due to liberation of hydrogen sulfide, which distilled 
over with the arsenic chloride. We believe that this hydrogen sulfide was derived 
from the rubber stoppers, because after boiling these stoppers with strong hydro¬ 
chloric acid and thoroughly washing them, no further evolution was detected. 

The method is easy to manipulate, and the results were quickly obtained. We do 
not find it necessary to cool the flask in which the distillate is received. The end point 
is made considerably sharper if the solution is heated to 90°C. before titrating with 
standard bromate solution. 

H. R. Smith made a study of this method before adopting it for the use of the food 
chemists in the determination of arsenic in fruits which have been contaminated with 
arsenical sprays, and his results have shown it to be quite sensitive and accurate. 

We believe that the uses for tiiis method could be extended, and its general utility 
thereby increased. 

DISCUSSION. 

In addition to the applicability of this method for quantities of 
arsenic too large for the Gutzeit method and too small for precipitation 
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methods, it also seems adaptable for the determination of arsenic in any 
quantity and in any form, except as cacodylates and methyl arsenates, 
which are not always decomposed by this treatment. These compounds 
should be heated with sulfuric acid, potassium sulfate, and starch, as 
described by C. K. fJlycartS for destruction of the organic material, 
after which the arsenic can be distilled as previously described. Any 
adverse criticisms of the method are based on its length and the fact 
that some experience with it is necessary before accurate results can be 
obtained. Those that have done much work with the method praise it, 
and the results reported by the coUaborators are in excellent agreement. 

As originally sent to the collaborators, the method provided for titra¬ 
tion at room temperature or at 90®C. Tt is believed that the higher tem¬ 
perature should be eliminated, since several have reported trouble due 
to nitrous fumes. Also, it has been thought advisable to give iodine as 
an alternative titrating agent, because the A. O. A. C. methods for the 
determination of arsenic in insecticides by distillation provide for titra¬ 
tion by either standard bromate or iodine solution. 

RECOMMENDATION*. 

In view of the very satisfactory results obtained by the collaborators, 
it is respectfully recommended that the method presented for the deter¬ 
mination of arsenic in iron-arsenic tablets be adopted as a tentative 
method. 


REPORT ON COCAINE. 

By Elgar 0. Eaton® (IJ. S. Food and Drug Inspection Station, San 
Francisco, Calif.), Associate Referee. 

No attempt will be made to review the literature on the subject of 
cocaine as it is too voluminous. Much work has been done, and many 
methods have been recorded. For analytical purposes the use of an 
optional method does not appear feasible, but its use to check identity is 
valuable. Due to the instability of cocaine when subjected to heat or 
to the action of acids and alkalis the usual alkaloidal methods are not 
applicable. The easy hydrolysis of cocaine into definite end-products is 
taken advantage of in the methods described in this report, and the 
procedure is designed to overcome the objections ascribed to the usual 
methods. In these methods it is assumed that cocaine is the only alka¬ 
loid present, and if it is not, suitable means should be employed for its 
separation. This, however, is not always possible. Therefore, the ben¬ 
zoic acid determination herein described will prove of value as a check in 

* Thu Journal, 1926, 9. 286. 

> For report of Sub-committee B and action of the association, see Thu Journal, 1920, 9 67. 

* Presented by A. G Murray. 
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conjunction with the titration. Specific identification tests as outlined 
by Warren^ should be used in doubtful cases. 

MSTHODS^ 

Volumetric, 

Take a su^cient quantity of a uniform sample to represent approximately 0.2 gram 
of the alkaloid. Dissolve in 20 cc. of cold distilled water and add 2 drops of dilute 
hydrochloric acid. Transfer to a separatory funnel. Make alkaline, to litmus, with a 
freshly prepared saturated solution of sodium bicarbonate. Shake out to exhaustion 
with petroleum ether. (Four 20 cc. portions are usually sufficient.) Combine and filter 
through a paper moistened with petroleum ether and wash the filter with petroleum 
ether. Transfer to a separatory funnel and add a decided excess of 0.02 N sulfuric acid 
and shake violently. Separate and wash with two 10 cc. portions of water. Combine 
the acid washings. Titrate back with 0.02 N alkali, using methyl red as the indicator. 
Calculate to cocaine hydrochloride. Cc. 0.02 N acid X 0.006793 grams of cocaine 
hydrochloride in sample taken. 


Gravimetric, 

Add 10 cc. of 2.5 N sodium hydroxide solution to the titrated alkaloidal solution and 
evaporate to about 10 cc. on the steam bath. Cool, transfer to a separatory funnel, 
make acid with dilute hydrochloric acid, and exhaust with chloroform. Combine 
chloroform and wash with 5 cc. of water. Run chloroform through a plug of cotton 
previously moistened with chloroform. Evaporate spontaneously in a tarcd beaker. 
Dry in a vacuum desiccator for 2 hours and weigh*. Calculate benzoic acid weighed to 
cocaine hydrochloride. Weight found X 2.782 = grams of cocaine hydrochloride in 
sample taken. 

COLIABORATIVE WORK. 

A uniformly powdered mixture of lactose and 20 per cent by weight of 
cocaine hydrochloride was submitted to collaborators, whose reports 
are given in the table on p, 349. 

The collaborators commented in part as follows: 

II, Wales: Apparently either the temperature or alkali concentration is not correct 
for complete hydrolysis ♦ ♦ ♦. 

C, W. Harrison: I have never considered the use of standard acid as a medium in 
shaking out a solution as is directed in the method a sound procedure. It seems to me 
for many reasons that this is a dangerous procedure and very liable to lead to poor 
results ♦ * *. 

L, E, Warren: Did not consider it necessary to shake out the titrated alkaloid before 
hydrolysis. (This procedure was recommended in the method as originally sent out.) 

A, W, Hanson: The liberation of benzoic acid is a valuable confirmatory test for 
cocaine. It is possible that some of the cocaine was decomposed in the titration and 
not recovered in the ammoniacal shake-out. I would suggest that the solution after 
titration be evaporated to a small volume, hydrolyzed with sodium hydroxide, acidified 
with dilute hydrochloric acid, and extracted with chloroform. (This step was included 
in the second part of the method and reports submitted herewith are on the method 
as outlined above.) 


» J. Am. Pharm. Ag»oc., 1923, 12; 512. 

* Thu Journal, 1925, 8: 672. 

» Clark, A. H. J. Am. Pharm. Asioc., 1926, 15. 6. 
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COLLABOKATOR 

VOLUMETRIC 

GRAVIMETRIC 


per cent 

per cent 

per cent 

n, Wales 

20.2 

19.8 

16.0 

Bureau of Chemistry 

20.6 

19.9 

17.7 

Washington, D. C. 

19.9 


16.9 


19.8 




19.9 



C. W. Harrison 

19.4 


19.0 

U. S. Food and Drug Inspeetion Station 
Baltimore, Md. 

19.2 



L. E. Warren 

19.2 

21.0 

20.0 

Bureau of Chemistry 

19.5 

20.3 

18.6 

Washington, D. C. 

19.6 

20.0 

19.0 


19.9 

19.8 

18.2 


20.4 


18.9 

A. W. Hanwm 

19.3 


19.1 

IJ . S. Food and Drug Inspection Station 

19.0 


18.7 

Chicago, Ill. 

19.5 


18.5 


19.3 




19.2 



E. 0 . Eaton 

19.6 


19.2 


19.6 


19.3 


19.5 


19.6 




19.5 

Average recovery 

98.5 


93.0 


E. O, Eaton: I found practically the same results by tlie gravimetric method in 
original and revised procedures. Evidently some detail in the procedure is obscure. 
A method for the quantitative determination of cocaine should be based on its hydro¬ 
lytic end-products. 

CONCLUSIONS. 

The volumetric method appears satisfactory. 

The gravimetric method is not so satisfactory, but it is, in conjunction 
with qualitative tests, an indication of the presence of cocaine. 

RECOMMENDATIONS*. 

It is recommended— 

(1) That the volumetric method be adopted as tentative. 

(2) That the determinat ion of benzoic acid from hydrolyzed cocaine 
be further studied. 

REPORT ON CHAULMOOGRA OIL. 

By L. E. Warren (Bureau of Chemistry, Washington, D. C.), Associate 

Referee. 

No collaborative work on chaulmoogra oil was carried out this year, 
the chief reason being lack of time on the part of the associate referee, 
but there were other deterring factors. 


1 For report of Sub-comoaitloe B and action of the association, see This Journal, 1926, 10: 68. 
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This oil is now described in United States Pharmacopeia X. As 
pointed out in previous reports by the associate referee\ the tests in U. S. P. 
X are adequate for determining the identity and purity of chaulmoogra 
oil with the exception of possible adulteration with castor oil. The alco¬ 
hol solubility test adopted as a tentative method last year by the A. 0. 
A. C. excludes such adulteration within narrow limits. Two importers 
of chaulmoogra oil who collaborated last year no longer handle the prod¬ 
uct, so that it did not seem best to ask them to do collaborative work 
again. However, some progress was made with the bibliography, which 
is now chiefly therapeutic. In general, the clinical reports continue to be 
favorable. Some relapses have occurred in cases that appeared to be 
clinically cured, but this was to be expected. Some advanced cases have 
proved refractory to treatment. Improvement results, however, in most 
cases if the treatment can be continued. 

EflForts are being made the world over to find new and possibly 
cheaper sources of oils that may be used in place of chaulmoogra oil. An 
oil from a Brazilian tree Carpotroche brasiliensis^ has recently been 
brought to the attention of leprologists as possessing marked therapeutic 
properties in the treatment of leprosy. The oil has been examined by 
Andr4 and Moureu* and found to possess chemical and physical proper¬ 
ties similar to those of chaulmoogra and hydnocarpus oils. These chem- 


Table 1. 

Comparison of carpofrochea oil with several oils of the chaulmoogra group. 


KIND OF OIL 

BPBCinC 

GRAVITY 

INDEX or 
REFRACTION 

OPTIC 4L 
ROTATORY 
POWER 

SAPONIFI¬ 

CATION 

NUMBER 

IODINE 

ABSORPTION 

NUMBER 

MELTING 

POINT 

Carpotroche 

brasiliensis 

0.9499 
(at 32"C.) 

1.4755 
(at 3rC.) 

+53.67° 

183.7 

106.1 

21°-23° 

Taraktogenos 

Kurzii 

0.9425 
(at 32°C.) 

... 

48.0° 

210.4 

96.1 

33°-39° 

Hydnocarpus 

anthelmintica 

0.9427 
(at 32'’C.) 

1.4742 
(at 29°C.) 

48.0° 

187.3 

88.3 

25°-26° 


0.9447 
(at 29"C.) 

1.4755 
(at 2rC.) 

58.17° 

191.0 

90.0 

26°~29° 

Hydnocarpus alpina 

0.9346 
(at 32°C.) 

1.4764 
(at 29°C,) 

57.00° 

201.0 

95.0 

20.5° 

Hydnocarpus 

wighiiana 

0.9330 
(at 32°C.) 

1.4780 
(at 29°C.) 

61.67° 

197.2 

103.0 

28°~32° 

Asterimtigma 

macrocarpa 

0.9217 
(at 32°C.) 

1.4725 
(at 25‘’C.) 

44.0° 

189.4 

82.8 

37°~39° 

Oncoba echinata 

0.9286 
(at 32°C.) 

1.4740 
(at src.) 

56.17° 

184.5 

98.0 

40.5°-41.5° 


1 Thu Journal, 1925, 8: 515; 1920, 9: 290. 
a Machado. J. Am. Med. Ateoe., 1926, 87: 711. 
* Compl. rend., 1925, 181: 1089. 
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isls compared carpotrochea oil with several other oils of the chaul- 
moogra group. Their findings are given in Table 1. 

Steps are now being taken by the Department of Agriculture to secure 
a specimen of carpotrochea oil for study. 


No report on crude drugs was made by the associate referee. 


REPORT ON CHLOROFORM AND CARBON TETRACHLORIDE. 

By H. 0. Moraw^ (II. S. Food and Drug Inspection Station, Chicago, 

Ill.), Associate Referee. 

In accordance with the recommendations adopted by the association 
last year, the method employing saponification under pressure was 
further studied by the following collaborators on known samples: 

Valaer, Blaisdell, and Bradsliaw, Bureau of Internal Revenue, Washington, D. C 

P. W. Morgan, U. S. Food and Drug Inspection Station, Chicago, III. 

Elemer Schulek, Budapest, Hungary. 

FI. Wales, U. S. Bureau of Chemistry, Washington, D. C. 

C. K. Glycart, U. S. Ffxxl and Drug Inspection Station, Chicago, III. 

L. E. Warren, Bureau of Chemistry, Washington, D. C. 

H. O. Moraw. 

Preliminary study on the quantitative separation of chloroform in 
mixtures was conducted by the associate referee, the proposed method 
for the determination being used. This study included the following 
mixtures: 

I. White Pine Bark Cough Sirup, to which was added known quantities of chloro¬ 
form. This mixture was distilled, and the distillate was passed into the reagent in the 
pressure bottle, whi(‘.h was surrounded by ice. 

2. Water plus a known quantity of chloroform distilled into ice cold water, the 
reagent being added after distillation was complete. 

3. Equal parts of alcohol and water plus known quantities of chlorofonn. The 
mixture was distilled, and the distillate was passed into the alcoholic potash reagent 
contained in the pressure bottle, which was c^ioled by ice. 

4. Equal parti? of alcohol and water distilled into the reagent, a known quantity of 
chloroform being added to the mixed reagent and distillate. 

The results of this work are given in Table 1. 

The associate referee also made a large number of determinations to 
secure data bearing on the following uncertain points: 

(1) Whether heating is necessary to complete the reaction. 

(2) Effect of varying head space in the pressure bott les. 

The results of these determinations are given in Table 2. 


^ Present address: Swan-Myers Co., Indianapolis, Ind. Report presented by L. E. Warren. 
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Table 1. 

Results of separation and determination of chloroform in mixtures. 


DESCRIPTION OF SAMPLE 

CHLOROFORM 
PRESENT OR 
ADDED 

CHLOROFORM 

FOUND 

RECOVERY 

DISTILLATE RECEIVED IN— 

Sirup of White Pine Bark 

gram 

0.1893 

0.1717 

gram 

0.177 

0.1586 

per cent 

93.6 

92.3 

Usual reagent in pres- 
pre bottle cooled by 
ice 

Sirup of White Pine Bark 

0.1933 

0.1658 

0.1715 

0.1536 

88.7 

92.7 

Same as above. Stop¬ 
pers completely pro¬ 
tected by tinfoil 

Distilled water 

0.2237 

0.1695 

0.1044 

0.1245 

46.9 

73.8 

Water cooled by ice. 
Reagent added after¬ 
ward 

Equal parts of alcohol 
and water 

0.1731 

0.2164 

0.1657 

0.2058 

95.75 

95.1 

. 

Usu^ reagent cooled 
by ice 

Equal parts of alcohol 
and water—CHCL not 
distilled. Added to dis¬ 
tillate and reagent* 

0.1582 

0.1580 

99.8 

CHCl* added to re¬ 
agent and distillate 
but not distilled 


* To determme the effect of diluticm of reagent by the alcohol and water distilled as in the usual pro¬ 
cedure. 


Regular pressure bottles, Eimer and Amend, No. 1064, with rubber 
gaskets of 60 to 70 cc. capacity, were sent to all collaborators. 

PREPARATION AND TESTS OF PURITY OF COLLABORATIVE SAMPLES. 

Chloroform Sample No. 1. 

Prepared by shaking occasionally during 24 hours 800 grams of U. S. P. 
chloroform, protected from light, with 160 grams of sulfuric acid. The 
separated chloroform was shaken with 40 grams of dried sodium car¬ 
bonate for 30 minutes. The filtered chloroform was distilled at 60° to 
61°C. into a cooled brown bottle to a volume of 510 cc. To this was 
added 3.78 grams of absolute alcohol. The following tests were made on 
the sample: 

TESTS ON COLLABORATIVE SAMPLE NO. l~CHLOROFORM. 


Specific gravity.See Table 1 

Non-volatile residue at 100°C. (U. S. P. limits 0.001g./50 cc.).. .0.0000 

Foreign odor, U. S. P. test.None 

Chlorides, free chlorine, U. S. P. tests.None 

Substances decomposable by sulfuric acid.None 

Odorous or chlorinated decomposition products.None 


Collaborative Sample No. 2 

Collaborative Sample No. 2 consisted of repurified carbon tetrachloride 
without added preservative, prepared by treating highest purity carbon 
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Table 2. 


Effect of saponifying chloroform and carbon tetrachloride under pressure with varying head 
space and with and without heat. 


Kim> OF BOTTX.B 

S1£B 

HEAD SPACE 

treatment 

USED 

FOITND 

REMARKS 

Chloroform: 




gram 

gram 

per cm/ 


Regular 

pressure 

00-70 cc. 

None 

1 

Stood 

overnight 

unhealed 

0.1660 

0.2515 

0.1610 

0.2442 

96.98 

97.10 

Filled 

with 

C 2 H 6 ()H 

Magnesium 

citrate 

12 ( 1 . ozs. 

11 fl. ozs. 

Stood 

overnight 

unheated 

0.2444 

0.1530 

0.2382 

0.1512 

97.5 
98 8 


Magnesium 

citrate 

12 fl. ozs. 

11 fl. ozs. 

Heated 

3 hrs. at 
98°C. 

0.2312 

0.2505 

0.2321 

0.2508 

100.3 

100.1 


Regular 

pressure 

00-70 cc. 

None 

Heated 

3 hrs. at ; 
85-90°C. 

0.1741 1 
0.1544 

0.1742 

0.1546 

100.0 

100.1 

Filled 

with 

CjHfiOH 

Regular 

pressure 

00-70 c‘c. 

30 cc. 

Heated 

3 hrs. at 
98°C. 

0.2880 

0.2884 

100.1 I 

i 


Regular 

pressure 

00-70 cc. 

None 

Stood 

over 2 days 
unheated 

: 0.2146 
0.1997 

0.2104 

0.1965 

98.0 

98.4 

Filled 

with 

reagent 

Carbon 

Tetra¬ 

chloride: 








Magnesium 

citrate 

12 fl. ozs. 

11 fl. ozs. 

Stood 

overnight 

unheated 

0.2535 

0.2521 

0.1107 

0.1541 

43.7 

1 61.1 

25 cc. 
C 2 H 5 OH 
added 

Regular 

pressure 

00-70 cc. 

None 

Stood 

overnight 

unheated 

0.2291 

0.2184 

0.0148 
: 0.1030 

6.5 

47.1 


Regular 

pressure 

00-70 cc. 

30 cc 

HeatrCd 

3 hrs. at 
98°C. 

0.1626 

0.2207 

0.1626 

0.2206 

100.0 

99.9 

25 cc. 
C 2 H 5 OH 
added 

Regular 

j:)ressure 

00-70 cc. 

30 i:c. 

Heated 

3 hrs. at 

1 98°C. 

0.3003 

0.2995 

99.7 

No change 
in method 


tetrachloride in the same manner as Sample No. 1 (chloroform). The 
filtered sample was distilled into a cooled brown bottle at a temperature 
not exceeding 76°C. The following tests were then made on the purified 
sample: 

TESTS ON COLLABORATIVE SAMPLE NO. 2—CARBON TETRACHLORIDE 

Specific gravity. . See Table I 

Non-volatile residue at 100°C. (U. S. P. limits 0.001g./50 cc.) . . .0.0000 
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Chlorides, free chlorine, U. S. P. tests.None 

Aldehydes, readily carbonizable substances, U. S. P. tests.None 

Carbon disulfide, U. S. P. test.Trace 


Table 3. 

Specific gravity data on pure chloroform and carbon tetrachloride compared with the 

collaborative samples. 


AUTHORITY 

MATBRIAL 

spBcxnc 

GRAVITY 

26725*0. 

ZH AIR 

COMMENT 

Thorpe. J. Chem. Soc., 
1880, 37: 196. 

Pure chloroform 

1.4839* 


TimniemiEms. Compt. 
Rend., 1922, 174: 365. 

Pure chloroform 

1.4837* 


Thorpe 

Pure chloroform 

1.4836* 


New<x)mb. Analyst, 

1926, 51: 19. 

Pure chloroform 

1.4833* 

By Westphal balance 

Moraw 

1 

Pure chloroform—A. O. 
A. C. Sample No. 1, 
alcohol free 

1.4844 

1.4839 

1.4833 

1.4831 

1.4829 

By pycnometer 

By pycnometer 

By Westphal balance 
By Westphal balance 
By Westphal balance 

Moraw 

I Pure chloroform con¬ 
taining 0.5 per cent 
alcohol—A. 0. A. C. 
Sample No. 1 

1.4774 
1.4769 
1.4763 
1.4761 
1.4759 
. ... 1 

By pycnometer 

By pycnometer 

By Westphal balance 
By Westphal balance 
By Westphal balance 

IJ. S. Pharmacopeia 

Chloroform containing 
0.5 per cent alcohol 

1.474 to 
1.478 


Moraw 

Pure carbon tetrachlor¬ 
ide—A. 0. A. C. Sam¬ 
ple No. 2 

! 1.590 

1.589 
1.5889 

By pycnometer 

By Westphal balance 
By Westphal balance 

U. S. Pharmacopeia 

Pure carbon tetrachlor¬ 
ide 

1.588 to 
1.590 


Annual Reports of the 
Chemical Laboratory 
of the American Medi¬ 
cal Association, 1923, 
p. 42. 

Carbon tetrachloride 

1.5888 

1.5889 

Pure redistilled 

C. P. medicinal 


♦ Calculated by associate referee to 25V26®C. in air. 


The authentic data on the specific gravity of pure chloroform or carbon 
tetrachloride are limited, none being available on chloroform at the tem¬ 
perature of 25°C., which has been adopted by the Pharmacopeia as the 
working temperature. It is for this reason and the fact that the gravity 
is a valuable guide in judging purity that the data in Table 2 are given. 
The figures of Thorpe and Timmermans for pure chlorofcwm at 0°/4®C. 
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and 11.8°/4°C. in vacuo were converted to specific gravity at 25®/4°C. 
in vacuo by using Thorpe’s figures for rate of change of density per de¬ 
gree change of temperature. These values were then corrected to the 
condition of sp. gr. 25®/4°C. in air by applying the usual correction for 
the buoyancy of air. The results thus obtained were further calculated by 
the usual procedure to the condition of 25°/25°C. in air. 

dD/dt -0.00188 at 0®C., -0.00190 at 20°C. 

-0.00189 at 10°C.. -0.00192 at 30*^0. 

The specific gravity in air at 25‘"/25°C. of the A. O. A. C. Sample No. 1 
chloroform is the only result that is a direct determination. The litera¬ 
ture that contained Thorpe’s and Timmermans’ figures for specific grav¬ 
ity of pure chloroform ^ does not statethat they are for vacuo. Newcomb 
states that his figure at 27'^C. was for vacuo and represents grams per 
milliliter. The (ilose agreement between the gravities given by Thorpe 
and Timmermans, when calculated from the condition of vacuo to 
25°/25°C. in air, tends to confirm the assumption that they were taken 
in vacuo. The specific gravit y of the A. O. A. C. chloroform and carbon 
tetrachloride samples is in sufficiently (‘lose agreement with the data on 
pure products to indicate that they were of the highest purity attainable. 

COMMENTS BY COLLABOH\TORS. 

P. W, Morgan: Tho results obtained by this method are all that may be desired. 
Complete diffusion of the cxmtents of the weighing bottle is best accomplished, in my 
opinion, by inserting into the weighing bottle a narrow glass tube attached to a wash 
bottle, and flushing the contents of the bottle into tlie volumetric flask. 

H. Wales: The chloroform results show excellent agreement. Those on carbon 
tetrachloride, while sufficiently accurate for drug analysis, indic^ate that some further 
modification of the method may be necessary. Diffusion of tlie contents of the weigh¬ 
ing bottle is best accomplished by allowing it to stand overnight in the 200 cc. of water. 
The results for carbon tetrachloride were obtained by using Lintner pressure bottles, 
but almost any method is better than one using pressure bottles. Because these bottles 
are used at a higher temperature than that at which they are tested, the unequal 
expansion of the glass and metal portions may cause a leak that will escape detection. 

L. E, Warren: 1 do not consider the use of a pressure bottle necessary. 

Peter Valaer: It would seem that a larger portion for analysis would be necessary so 
as not to multiply tlie error so many times. The difference of 0.1 cc. in the titration 
made apprecuable differences in the final percentages. 

DISCUSSION OF RESULTS. 

Since no collaborative work was done on the separation of chloroform 
from mixtures, the discussion will be confined to the estimation of 
chloroform and carbon tetrachloride. A method for the separation of 
chloroform from mixtures will be proposed for further study. 

There are two points in the proposed method for the determination, 
the necessity for which has been questioned by collaborators, and it 


1 U. S. Bur. Standards Circ. No. 19. 
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Tabus 4. 

CoUahorative results on chloroform and carbon tetrachloride. 



1 SAMPLB 

1 

i 

SAMPLE NO. 2— 

COLLABOIUTOR 

CHLOROFORM 

CARBON TBTRA> 


99.5 FBR CBKT BY WEIGHT 

CHLORIDE, PURE 


per cent 

per cent 

Blaisdell and Bradshaw 



99.56 

99.41 




99.24 

Peter Valaer, Jr. 

96.9 

98.56\ 

96.01/ 

99.95 

99.95 

98.6 

99.25 

1 99.87 


P. W. Morgan 

100.4 


99.61 

99.06 



H. Wales 

99.7 


100.0 


99.3G 


98.4 


99.58 


99.1 

Elemer Schulek* 

99.4 


99.5 


99.85 

99.5 


99.7 

L. E. Warren 

98.15 

97.58 

98.83 


(99.86)t 

(96.70) t 

(98.45) t 


(99.38) 

(98.24) 

97.05 


100.2U 


(97.89) t 


(100.70) tt 


100.24 
(100.06) t 

H. O. Moraw 

99.6 


99.7 


99.9 


99.9 


99.7 


100.0 


* Assistant Professor of the Royal Hungarian University. At the Chicago Station under the auspioes 
of the Rockefeller Foundation. 

t Dufdioate determinations on those not in Ixrackets. 

t These results Stained by saponification in the ocfid. 

would be desirable to eliminate them if complete recovery could be 
obtained in any other way. These points are: 

1. The use of pressure bottles. 

2. Heating to complete the reaction. 

In this connection a large number of determinations were made by 
the associate referee, as shown in Table 2, to ascertain whether complete 
recovery could be obtained without heating, but by using pressure bot¬ 
tles. The recovery varied from 96.98 to 98.8 per cent for chloroform and 
6.5 to 61.1 per cent for carbon tetrachloride, without heating. By heat¬ 
ing, according to the proposed method, it will be seen from the results in 
Table 2 that complete recovery was obtained. One of the collaborators, 
Warren, reported as his last result on the chloroform sample 100.2 per 
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cent and a duplicate of 100.7 per cent without heating. This canrioL be 
accounted for as the associate referee tried at least six determinations, 
allowing one to stand over the week-end, and the highest recovery ob¬ 
tained without heating was 98.8 per cent on chloroform and (U.l per 
cent on carbon tetrachloride. 

Based upon these experiments, it is the opinion of th(^ associate referee 
that heating is necessary to obtain complete recovery, both on chloro¬ 
form and carbon tetrachloride, and that it must be applied under pressure. 

The directions for the estimation, as recommended for adoption last 
year, are satisfactory as they stand, with one exception. They should 
provide for the addition of alcohol in the case of carbon tetrachloride, if 
necessary, to effect solution of the latter in the cold. It was no ticked 
that in the cold this compound does not go into solution in ihe reagent. 
Of course it dissolves when warmed, as provided in the directions, and 
the results are not influenced by this condition, but it would seem de¬ 
sirable to have the carbon tetrachloride in solution. 

The collaborative results on the estimation given in Table 4, except 
for two or three of Valuer’s and Warren’s, are in good agreement and 
show complete recovery. Valuer obtained a sufficient number of ch<H^k 
results to have eliminated the low ones. Some of the disagreement in 
Warren’s results is due to failure to check on aliquot determinations and 
cannot be attributed to the saponification. 

The method for the estimation appears to be satisfactory, without 
further study. Directions are submitted herewith for the separation of 
chloroform from mixtures. 

RECOMMENDATIONS^. 

It is recommended— 

(1) That the method for the estimation of chloroform and carbon 
tetrachloride be adopted as a tentative method. (This method has been 
published.2) 

(2) That the following directions for the separation and determina¬ 
tion of chloroform in mixtures be submitted for collaborative study next 
year, and the quantitative separation with known samples be made the 
objective. 


CHLOROFORM AND CARBON TETRACHLORIDE—TENTATIVE. 

REAGENTS. 

(a) Alcoholic polassium hydroxide. —Dissolve 30 grams of p(Hassiuin h><lroxide in 
30 cc. of water. Cool, and dilute to 100 cc. witJi methyl alcohol 

(b) 0.1 N silver nitrate solution. 

(C) O.i N ammoniarti or potassium thiocyanate solution. —Adjust by titrating against 
ihe 0.1 TV silver nitrate solution. 

^ For report of Sub-<iomniiUee B and action of the associulioti, see Thisf Journal, 192(). 10 GS 
* Thu Journal^ 1926, 10. 45 
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(d) Nitric acid. —Free from the lower oxides by diluting strong nitric acid with 
water (4 -f 1) and boiling until colorless. 

(e) Ferric indicator. —A saturated solution of ferric ammonium alum. 

PREPARATION OP SAMPLE. 

Separation of chloroform in mixtures: To the accurately weighed or measured sample 
containing 0.2-0.5 gram of chloroform, add, if not present already, sufQcient alcohol 
and water to produce a mixture of 50-76 cc. containing about equal parts of the alcohol 
and water. Make acid with sulfuric acid. Distil at first with a low fiame through a long 
condenser connected to an adapter that dips into the 30 cc. of reagent in the pressure 
bottle, which is cooled in ice water. Complete the distillation in 30 to 50 minutes, 
raising the temperature toward the last. Wash off the adapter with a spray of alcohol. 
Stopper the pressure bottle and allow it to warm to room temperature. Release the 
pressure quickly. 

Proceed to “Determination’* starting with “Stopper the bottle so as to insure a tight 
fit*’. 

Carbon tetrachloride in capsules: Ascertain the gross weight of a representative num¬ 
ber of capsules. Using a pointed knife and tweezers, open the capsules under a small 
quantity of alcohol. Quickly trEinafer the alcoholic solution to a volumetric flask, 
washing the capsules free from carbon tetrachloride. Weigh the dried, empty capsules 
and calculate the average net contents. Fill the flask to the mark with alcohol at 
20®C., and stopper. 

Proceed under “Determination” with an aliquot of this solution instead of weighing. 

DETERMINATION. 

Weigh directly 0.2-0.5 gram of the sample in a ground-glass stoppered weighing 
bottle of 1 to 2 cc. capacity and of such shape that it can readily be inserted into a 
60-75 cc. pressure bottle. (The weighing bottle used for molecular weight determina¬ 
tions by the Victor Meyer method is satisfactory for this purpose.) Transfer the weigh¬ 
ing bottle with its contents to the pressure bottle containing 30 cc. of the alcoholic 
potassium hydroxide, and for ceurbon tetrachloride add an additional 15-25 cc. of 
alcohol to the reagent already in the bottle to insure complete solution of the sample. 
Remove the stopper from the weighing bottle while submerged in the reagent, by 
working it out witli a glass rod and wash the rod with a little alcohol. Stopper the 
l>ottle so as to insure a tight fit, mix the contents thoroughly, and allow to stand about 
an hour with occasioned shaking. Then place the bottle in a bath of water at room 
temperature. Invert a wire basket over the bottle and cover with a towel to prevent 
injury to the operator if the bottle should burst. Heat the bath gradually to boiling 
and maintain at this temperature for 3 hours. Cool, transfer the contents of the pres¬ 
sure bottle with the aid of water to a 200 cc. volumetric flask, removing and washing 
out the weighing bottle, fill to the mark with water, and mix. Transfer a suitable 
aliquot to a 400 cc. beaker, evaporate the alcohol, acidify with nitric acid, adding about 
3 cc. in excess, and determine the chlorine either volumetrically by the Volhard method, 
or gravimetrically by precipitating and weighing as silver chloride. Make a blank test, 
using in tlie pressure l>ottle the same quantities of solvents and reagents as when the 
sample is present and apply whatever correction may be necessary. One cc. of 0.1 iV 
silver nitrate solution is equivalent to 0.003979 gram of chloroform and to 0.003846 
gram of carbon tetrac'filoride. One gram of silver chloride is equivalent to 0.2776 gram 
of chloroform and to 0.2683 gram of carl>on tetrachloride. 

The associate referee desires to express his appreciation and thanks to 
A. E. Paul and C. K. Glycart for their many helpful suggestions. 
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REPORT ON IPECAC ALKALOIDS. 

By A. R. Bliss, Jr. (College of Medicine, University of Tennessee, 
Memphis, Tenn.), Associate Referee. 

The associate referee regrets that his report as a whole is rather dis¬ 
appointing. This fact, however, is not the fault of the collaborators who 
carried out the actual work and reported results, and whose valuable co¬ 
operation is acknowledged and appreciated. 

The collaborative work undertaken involved: I.—the hand extraction 
method II.—the mechanical extraction method; and III. the U. S. P. X 
method. 

The samples used in the studies were two manufacturers’ preparations 
of ipecac, both fluidextracts. 

The samples were sent to four investigators, two receiving one product 
and two the other. Results, however, were subsequently received from 
but three of the collaborators. 

In addition to the samples, a letter was sent to each collaborator set¬ 
ting forth the methods to be used and asking that results be reported in 
grams per 100 cc. and that comments and suggestions accompany each 
report. 

The methods of analysis studied were the following: 

FLUIDEXTRACT OF IPECAC. 

PREPARATION OF SAMPLE. 

Pipet 20 cc. of the sample into a small beakcT. Add 5 cc. of normal sulfuric acid 
and evaporate on a steam bath with the aid of an air blast to a volume of about 10 cc. 
or less. Transfer the entire alkaloidal solution to a 100 cc. volumetric flask and add 
about 30 cc. of water while rotating the flask; cool, and dilute to volume. Allow to 
stand 5 minuUis and filter. 

Method No. i —Hand Extraction. 

Pipet 20 cc. of the filtrate (representing 4 cc. of tlie original sample) into a separatory 
funnel. Add 2 cc. of 8 per cent ammonium hydroxide and extract the alkaloids with 
equal volumes of ether at least eight times, or until complete. Test the final extracted 
residue with Mayer’s reagent. 

Transfer tlie etlier extract to a second separatory funnel, wash with 10 cc. of water, 
and withdraw the ether to a beaker or 200 cc. Erlenrneyer flask. Evaporate the com¬ 
bined extracts on the steam bath, using an air blast. Warm the alkaloidal residue 
with 2-3 cc. of neutral alcohol on the steam bath to insure complete solution. Add 
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10 cc. of 0.1 N sulfuric acid, or equivalent; dilute with about 20 cc. of water; and 
titrate the excess acid with 0.02 N alkali, using methyl red indicator. One cc. of 0.1 N 
acid « 24 mg. of ether>soluble alkaloids of ipecac. 

Method No, 2—Mechanical Extraction, 

Pipet 20 cc. of the filtrate (representing 4 cc. of the original scunple) into a mechanical 
extractor that has been fitted to a 200 cc. Erlenmeyer flask. (The form described by 
Palkin, Murray, and Watkins^ is very satisfactory.) Add 2 cc. of dilute ammonia solu¬ 
tion (8 per cent ammonium hydroxide) and about 25 cc. of ether. Shake gently to pre¬ 
vent the settling of any solid matter on the bottom of the extractor, then add ether until 
about 60 cc. overflows into the flask. Heat the flask on a steam bath (not electric hot 
plate) and extract for 2 hours, or until complete. Separate the ether from the aqueous 
layer and add it to the main concentrate in the flask. Evaporate the combined ether 
extract on a steam bath, add 2-3 cc. of absolute alcohol, and repeat the evaporation 
to remove all traces of ammonia. Titrate the alkaloids as in Method No. 1. 

Reports were received from the following collaborators: H. 0. Moraw, 
U. S. Food and Drug Inspection Station, Chicago, Ill.; C. K. Glycart, 
U. S. Food and Drug Inspection Station, Chicago, Ill.; Howard R. Wat¬ 
kins, Bureau of Chemistry, Washington. D. C. The associate referee 
was unable to carry on actual work himself because of the removal of 
his laboratories to a new building. 

The results reported are given in Table 1. 


Table 1. 

Collaborative results on fluidextract of ipecac. 
(Grams per 100 oc.) 


ANALYST 

IfSTBOD NO. 1 

MBTHOD NO. 11 

U. 8. P. X METHOD 

Sample A 

Sample B 

Sample A 

Sample B 

Sample A 

Sample B 

H. 0. Moraw 

1.25 

1.17 

2AI* 1 

1.12 

1.19 


* 


C. K. Glycart 

1.08* 

2.29 

2.28 


2.34 

2.38 


1.92 

H. R. Watkins 


♦ 

1.61 

1.49 


* 

1 


* See **Di 80 UB 8 jon of Results’*. 


COMMENTS BY COLLABORATORS. 

H. 0. Moraw: I also assayed the sample sent to Glyccu't, using Method No. 1. Since 
we are in the same laboratory it was agreed not to announce results until both had 
finished. On comparing them then, it was found that my sample contained about 
half the amount of alkaloids that his contained, so we exchanged samples. 

I prefer Method No. 1 to the mechanical extraction or U. S. P. X method, as it can 
be completed more quickly and is entirely satisfactory. 

C. K. Glycart — Method No. f, hand extraction: I prefer this method because it is 
rapid and extraction is complete. No emulsion was encountered. 


»Ind Eng. Chem., 1925. 17: 612. 
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Method No. 5, mechanical extraction: Complete extraction was not o})tained in 2 hours. 
It is my opinion that the slightly higher results are due to the fac-t that the extraction 
is made at a higher temperature. 

U. S. P. X assay: The assay is long. I failed to get complete removal of the alkaloid 
even after repeated extra(;tion. 

The results of my analyses were compared witli those of Moraw on (“om{)letion of the 
work. It was found that my sample contained about twice the amount of alkaloids. 
An exchange of samples was made, and I checked his results by Metliod No. 1, hand 
extraction. 

H. B. Watkins: The results are disappointing except for the development of a new 
procedure, which in special cases may replace the acid purification of the method on 
trial in this cooperative work. 

This fluidextract contained considerable sediment, which was filtered off before 
attempting any assays. The acid purification process resulted in a cloudy or turbid 
solution, which could not be cleared by filtration. The emulsions formed by the auto¬ 
matic extraction process and by the separatory funnel were so obstinate that no satis¬ 
factory results were possible. The following, obtained by automatic extraction, are 
reported in grams per 100 cc. of fluidextract: Assay 1.61, 1.49. 

The method of U. S. Pharmacopeia X is impossible of application, owing to emulsions. 
A radically different purification process, which seemed promising for such an intractable 
preparation, was attempted. This procedure gave a solution that was practically free 
from all emulsion when well shaken in the separat-ory funnel. The final residue ob¬ 
tained had some yellow color, and tlie end point of tlie titration was quite satisfactory. 
Further work on this method of purification, on a larger number of samples, is neces¬ 
sary to test its general applicability. 

Details are as follows:—Treated 2 cc. of tlie sample with 10 cc. of alcohol in a 50 cc. 
volumetric flask and shook thoroughly. Added 1 cc. of strong ammonium hydroxide 
and 16 cc. more of alcohol and mixed thoroughly. Added ether to volume and shook 
the contents tlioroughly. Filtered and evaporated 40 cc. of the filtrate to dryness, or 
nearly so, in a beaker. Took up in about 10 cc. of 0.1 sulfuric acid, being careful to 
have all alkaloid in solution. (Warmed on steam batii when necessary.) Transferred 
the contents of the beaker to a sejiaratory funnel, washing the beaker with a little water 
and also with ether. Made alkaline and shook out with four portions (25 cc.) of ether. 
Wavshed the etlier extract with water and finally evaporated to dryness on the steam 
bath. Took up the residue in a little alcohol, being careful to get all alkaloid into 
solution. Added excess standard acid (0.02 or 0.1 TV sulfuric acid) and heated tiie 
solution on the steam bath to expel the alcohol. Cooled and titrated tlie excess acid 
with 0.2 N sodium hydroxide, using methyl red as indicator. 

Prepared 5 cc. portions of the sample similarly, using 55 cc. of alcohol (in portions), 

1 cc. of strong ammonium hydroxide, and ether to 100 cc. Carried out details as 
described. 

Table 2. 


MesuUs obtained by two collaborators, using Palkin-Watkins purification procedure. 
(Grams per 100 cc. of fluidextract.) 


ANALYST 

USING 2 CC. FLUIDEXTRACT 

USING 5 CC. FLinDEXTHACT 

S, Palkin 

1.74 

1.62 

11. U. Watkins 

1.75 

1.62 1.64 


Though similar to the preparation submitted last year, this year’s collaborative 
sample seems to be much worse as regards emulsifying properties. 
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RECOMMENDATIONS^ 

It is recommended— 

(1) That because of the incomplete collaborative reports, the studies 
of Methods I, II, and III be continued. 

(2) That the Palkin-Watkins purification procedure given in this 
report by Watkins be subjected to collaborative study. 

(3) That studies of the U. S. P. X gravimetric and the modified U. 
S. P. IX method, given in the 1925 report on ipecac cdkaloids^, be 
discontinued, since both methods present but slight modifications of the 
present U. S. P. assay, and consequently do not involve different under¬ 
lying principles. 


REPORT ON RADIOACTIVITY IN DRUGS AND WATER. 

By J. W. Sale (Bureau of Chemistry, Washington, D. C.), Associate 

Referee. 

In 1924 a procedure for the qualitative determination of radioactivity 
of samples in solid form and for the quantitative determination of clear 
solutions of drugs and water was described by the writer and adopted as 
a tentative method by the association. The description included a 
sketch of a suitable apparatus, a method of standardizing electroscopes, 
and a selected bibliography*. It did not include a method for the quali¬ 
tative examination of liquid samples nor a method for the preparation 
of samples for analysis. Many samples of drugs and water are received 
in solid or semi-solid form or in the form of liquids containing suspended 
matter. Such samples must be carefully prepared for analysis unless 
they are sufficiently radioactive to be analyzed by the gamma ray scope. 
The objects to be attained in the preparation of the samples for analysis 
are clear solutions, which will remain clear when acidified with nitric 
acid and boiled for 20 minutes. The boiled samples, after being sealed, 
should remain clear for 30 days. There must not, of course, be any loss 
of radium during the preparation of the samples for analysis. 

The procedure described below for the qualitative examination of 
liquid samples and for the analysis of solid, semi-solid, and liquid sam¬ 
ples is based on the results of tests made in the Water and Beverage 
Laboratory and on the practical experience of C. H. Badger and the 
writer over a period of about 9 years in the examination of commercial 
samples of many types. 

1 For report of Sub-oommittee B end action of the association, sea Thi* Journal, 1026, 10: 68. 

»This Journal, 1926, 9: 302. 

» Ibid., 1926, 8: 631. 
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qualitative determination. 

(For liquids.) 

Determine the natural leak of the alpha ray electroscope by taking readings over 
the same part of the scale until the rate of fall of the leaf becomes constant. Open the 
bottle containing the sample and, without delay, hold the open mouth a few cubic 
centimeters from the charged plate of the alpha ray scope. If no effect is observed 
on the rate of fall of the leaf, fill a shallow dish to a depth of al)out 1 cm. with a portion 
of the well-mixed sample. An inc rease in the rate of fall of the leaf in cither case is 
presumptive evidence of radioactivity. Negative results do not indicate an entire 
absence of radioactivity, since radium may be present in the sample in minute quan¬ 
tities without affecting the rate of fall of the leaf, under the above circumstances. 

QUANTITATIVE DETERMINATION. 

PREPARATION OF RAMPLl*:. 

A» Samples completely soluble in acids: 

(a) If the sample is in solid or semi-solid form, place 50 cc. of dilute nitric acid 

(1 -f 9) on it and l)oil for several minutes. If a residue remains, add 50 cc. of dilute 
hydrochloric acid (1 9) and again boil. (This treatment should not be applied to 

samples containing grease, such as face creams, tlie physical appearance of which will 
indicate that they are insoluble in aqueous solutions.) 

(b) If the sample is in liquid form, that is either a clear liquid, turbid liquid, or liquid 
containing suspended matter, add 50 cc. of dilute nitric acid (1 -f 9) to from 1 to 10 cc. 
of it, boil for several minutes, and examine carefully for opalescence. If a portion of 
the sample remains undissolved, add 50 cc. of dilute hydrochloric acid (14-9) and again 
boil. The addition of hydrochloric acid to nitric a(;id mixtures in this case and in the 
case of samples in solid and semi-solid form sliould be avoided if possible. 

(c) If clear and limpid solutions are obtained by tlie above procedures, take such a 
quantity of the well-mixed sample as will produce an accurately measurable increase 
in the rate of fall of the leaf, dissolve as directed under (b), preferably in a florence flask 
of 300 cc. capacity, and proceed as under C “Final preparation of clear solutions”. 

B. Samples insoluble or incompletely soluble m acids: 

(а) Preliminary treatment: 

(1) Solids: If the sample is not in powder form, grind it U) a fine powder, ignite a 
weighed portion of it in a porcelain dish in a niullle at dull red heat, avoiding fusion, 
and proceed as described below under (b) “Treatment of ash.’’ 

(?) Semi-solids: Ignite quite rapidly in a muffle a weighed portion of the sample 
contained in a por(*elain dish, avoiding fusion. Heating too slowly or heating in the 
open may cause the sample to “creep” over tlie edge of the dish. Proceed as under (b) 
“Treatment of ash”. 

(3) Liquids immiscible with water: Evajiorate a weighed or measured portion of tlie 
sample to dryness, or as nearly so as possible, on a steam bath, and dry carefully on 
a hot plate. IgniU* the residue in a muffle, avoiding fusion. Proceed as under (b) 
“Treatment of ash.” 

(4) Liquids containing material which is insoluble in dilute nitric acid: Digest the 
sample or a suitable portion of it, with dilute nitric acid (1 4-9). Filter into a 300 cc. 
florence flask, and wasli the residue thoroughly with hot water. Proceed as under (b) 
“Treatment of ash”, beginning “Ignite the washed residue in a platinum dish * * 

(б) Treatment of ash: 

(1) Digest the ash obtained under (a) with dilute nitric acid on a steam bath. Note 
the quantity of acid used in this and subsequent operations so tliat the final clear 
solution can be adjusted to contain about 10 per cent of acid by volume. Filter into 
a florence flask and wasli thoroughly with hot water. (Ordinarily a flask of 300 cc 
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capacity is the most suitable, even if it is necessary to concentrate the filtrates by 
boiling.) Ignite the washed residue in a platinum dish and cover the residue with a 
few cc. of water and 6 to 10 cc. of hydrofluoric acid. Evaporate to dryness on a steam 
bath. Add water and a few cc. of nitric acid (1 -f 9), digest on a steam bath, filter into 
a florenoe flask, and wash witli water. Ash the filter paper in a platinum dish and add 
5 to 10 cc. of watej* and 1 cc. of strong nitric acid. Examine carefully for any insoluble 
material, and if none is found, add tlie solution directly to the florence flask, rinsing 
out the platinum dish several times with water and adding the washings to the flask. 
Then follow the procedure under C “Final preparation of clear solutions’*. If an 
insoluble residue remains, proceed as follows: 

(2) Ignite the insoluble residue in a platinum dish and fuse it with five to ten times 
its weight of a fusion mixture consisting of equal weights of potassium carbonate 
and emhydrous sodium carbonate. After cooling, neutralize the fused mass with dilute 
nitric acid, using a drop of phenolphthalein solution to note when the solution is acid. 
Heat on a steam bath, add a few cc. excess of nitric acid, and l>oil carefully. Filter 
the solution into the florence flask and wasli thoroughly. Ignite the insoluble residue 
in a platinum dish and proceed as under (b) “Treatment of ash**, beginning with “cover 
the residue with a few cc. of water and 5 to 10 cc. of hydrofluoric acid**. 

C. Final preparation of clear solutions: 

Boil the clear solution obtained under A or B for 20 minutes, and dilute it with water 
and nitric acid to a volume of about 250 cc.; if the sample is contained in a flask of 
300 cc. capacity, cool somewhat and seal without delay, noting exact time of sealing. 
All regents should, of course, be free from radium or radon. Seal the flask in tlie fol¬ 
lowing manner: Bend a piece of glass tubing at right angles, draw out one end, and 
seal off. The sealed-off arm should be about 15 cm. long and the other arm al)out 
7 cm. long. Place the short arm in a one-hole rubber stopper, so that the end is flush 
with l)ottom of stopper. Place stopper and tubing in neck of flask so that a tight fit 
is obtained and tie down to the flask with a cord. Examine the solution the next day. 
If an opalescence or precipitate is noted, filter the solution, wash the insoluble residue 
with hot water, and treat it as described under B (2) beginning “Ignite the insoluble 
residue in a platinum disli and fuse it * * ***. 

RECOMMENDATIONS^. 


It is recommended— 

(1) That the procedure described in this report for the qualitative 
examination of liquid samples and for the preparation for analysis of 
solid, semi-solid, and liquid samples be adopted as tentative. 

(2) That the associate referee for next year prepare a description of 
the preparation of a standard stock solution of radium. 


REPORT ON LAXATIVES AND BITTER TONICS. 

By H. C. Fuller (Washington, D. C.), Associate Referee, 

Attention was devoted, this year, especially to cascara sagrada. A 
series of tests was applied to specimens of the crude drug, fluidextract, 
and aromatic fluidextract. The procedure adopted was as follows: 

1 For report of Sub-committee B and action of the aaaooiation, see Thi$ Journal^ 1926, 10 : 68 . 
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Treat the samples according? to the method previously published, This Journal, 1925, 
8: 537, to the point where the anthraquinones have been removed from Uie chloro¬ 
form by means of sodium hydroxide (10 per cent). 

Run the alkaline liquid into a 100 cc. flask and make up to volume with water. 

Remove 5 cc. by means of a pipet and transfer to a 50 cc. Nessler tube, making up 
to volume with water. Make up further Nessler tubes, using 2.5, 7.5, and 10 cc. of 
alkaline liquid. 

Compare the color imparted by a control specimen of known gravimetric assay, and 
from the comparisons calculate the percentage of Euithraquinoncs in the specimen. 

Use 1 gram of crude drug and 5 cc. of fluidextract for samples. 

The results obtained by the gravimetric method and some of the 
assays by color comparison are given below. The checks were not 
equivalent in every one of the specimens tested. 



ORAVIMBTIUC 

COLORIMRTRIC 


per cent 

per cent 

Crude Drug No. 1 . 

2.83 

2.37 

Cnide Drug No. 2. . 

3.80 

Standard 

Fluidextract from Drug No. 1 . 

1.53 


Fluidextract from Drug No. 2 . 

1.77 


Fluidextract, Manufacturer No. 1 . 

1.13 

0.95 

Fluidextract, Manufacturer No. 2 , 

0.75 

0.63 

Fluidextract, Manufacturer No. 3 

1.05 

1.18 

Fluidextract, Aromatic, Manufacturer No. 1 

0.32 


F'luidextract, Aromatic, Manufacturer No. 2 

0.75 


Fluidextract, Aromatic, Manufacturer No. 3 

0.39 



Following these experiments, a special test was made to compare the 
color developed by the anthraquinones from 1 gram of Crude Drug 
]\o. 2, with that developed by the anthraquinones from 5 cc. of fluid- 
extract cascara. Manufacturer No. 2. These sp)ecimens were selected 
because they gave residues of nearly the same weight by the gravi¬ 
metric test, namely, 0.0380 gram for the former and 0.0374 gram for the 
latter. It will be noted that 1 gram of the crude drug and 5 cc. of the 
fluidextract were used, th(‘re being approximately 5 times as much an- 
thraquinone in the drug as in the fluidextract. 

The color comparison was made as follows: The samples were treated 
according to the same method down to the point where the chloroform 
solution had been shaken out with 2 per cent sodium bicarbonate. The 
bicarbonate was separated and discarded. The yellow chloroform solu¬ 
tions were then made equal in volume with chloroform. Ten cc. por¬ 
tions of the solution w^ere transferred to Nessler tubes and made up to 
volume with chloroform. The yellow shades matched very closely. 

The balance of the yellow chloroform solution was shaken out with 5 
per cent potassium hydroxide, and the alkaline liquid was collected in a 
100 cc. flask and made up to volume with water. 

Five cc. portions were transferred to Nessler tubes and made up to 50 
cc. with water. The tints differed when viewed directly, but the in- 
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tensity was very close. The color from the fluidextract was a bit paler 
than that given by the drug. 

The tints imparted by different preparations are not uniform. They 
may be of the same intensity, but they differ in actual shade. It is evi¬ 
dent that the color comparison furnishes a relatively rapid method for 
arriving at an approximate idea of the strength of the drugs and fluidex- 
tracts insofar as the anthraquinones are concerned, but as yet it cannot 
be considered accurate. In actual practice with unknowns it has given 
surprisingly close results, as shown by a subsequent account of the his¬ 
tory of the specimens tested. 

The question of the anthraquinone test, either gravimetric or colori¬ 
metric, as a measure of the physiological activity of cascara is still unde¬ 
cided. It was hoped that some significant data would be secured with 
the large number of observations made, but the work is incomplete. 

It was found that there are variations in the individual susceptibility 
of human subjects, and that in order to get satisfactory comparisons, the 
same subject must be used to test a series of products with different 
anthraquinone contents. Any number of subjects can be used, but each 
is a separate research. 

Observations have shown that, given a crude drug with an assay of 
3.8 per cent, a fluidextract assaying 1.5 per cent, and an aromatic fluid- 
extract testing 0.4 per cent, the general run of subjects requires consid¬ 
erably less of the fluidextract to produce good cathartic action than of 
the aromatic fluidextract, and still less of the crude drug to produce 
equivalent effects. 

While the curve of these data follows in general the anthraquinone 
curve in an inverse manner, the comparisons are not quantitative, and it 
is evident that there are many factors that need intensive study. 

It is considered that the gravimetric assay of cascara discussed in 
this report is better than any other process yet proposed for arriving at 
an estimate of the activity of the crude drug and of an unaltered fluid- 
extract. That there may be constituents other than anthraquinone de¬ 
rivatives that are factors in producing the laxative effect, is advocated 
by other experimenters, and the associate referee is open minded on the 
subject. But intensive study leads to the belief that the anthraquinone 
value gives a good indication of the strength and purity of the drug and 
fluidextract. 

The associate referee considers that the work on this subject should be 
continued ^ 


1 For report of Sub-oomnuttee B and action of the asaociation, see This Journal^ 1027, 10 : 68 . 
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REPORT ON MERCURIALS. 

By Perry W. Morgan^ (U. S. Food and Dru^ Inspection Station, 
Chicago, III.), Associate Referee, 

In accordance with last year’s recommendation, further study was 
made of the methods for the examination of mercurials. 

The U. S. Pharmacopeia includes two methods for the estimation of 
calomel in the absence of interfering substances, namely, the iodine titra- 
tion and the electrolytic methods. The iodine method is not applicable 
in the presence of milk sugar and starch, which are common excipients in 
commercial calomel tablets. No method employing iodine is applic¬ 
able in the presence of these excipients. 

As regards the electrolytic method, the excipients present in calomel 
tablets should cause no difficulty except in washing free from the precipi¬ 
tated mercury. This, however, is a minor detail, but it is thought that 
the results of the electrolytic method should be as near the theoretical as 
is practically possible. However, most analytical laboratories are not 
equipped with an electrolysis apparatus for routine work, and it is, 
therefore, considere<l advisable to develop a method for the estimation 
of calomel in calomel tablets that can be used as a routine method and 
that will not entail the use of special apparatus or reagents. 

It was thought advisable to limit the work this year to methods for 
the estimation of calomel; therefore, little work was done with other 
mercurials. 

A thorough review of all the literature available resulted in the selec¬ 
tion of the method of A. W. Bender for the determination of mercuric 
iodide in tablets* as a promising method for the estimation of mercury in 
calomel tablets, since the excipients are essentially the same. In princi¬ 
ple, the method employs the solution of the calomel and the hydrolysis 
of the starch present by means of strong hydrochloric acid containing 
free chlorine. The chlorine is then removed, and the mercury is esti¬ 
mated by the usual sulfide method. The method as submitted for col¬ 
laborative work is as follows: 

METHOD. 

Count and weigh a representative number of tablets to ascertain the average weight. 
Pulverize the sample and weigh a portion of the well-mixed powder to represent 8 to 
4 grains of calomel and transfer it to a 250 cc. Erlenmeyer flask. Add 20 cc. of hydro¬ 
chloric a(dd (1 -f 1) and about 0.5 gram of potassium chlorate. Cover the flask with 
a small watch glass and allow the mixture to digest at room temperature for about 
30 minutes. Place tlie flask on a steam bath and digest for 30 minutes more. Dilute 
the solution to about 75 cc., aspirate to remove the free chlorine, and filter into a 250 
cc. Erlenmeyer flask, washing well with water until the volume is 150-175 cc. Add 
about 7 cc. of concentrated ammonium hydroxide water until tlie acid is almost neu- 

» Preaented by E. K. Nelson. 

* J. Ind. Eng. Chem.. 1914, 6: 753, 
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tralized, pass hydrogen sulfide through the solution for 30 minutes, and warm to 
80®C. for 5 minutes, or until the precipitate settles quickly after shaking. Pass hydrogen 
sulfide into the warm solution again for 5 minutes. Filter the solution immediately 
into a weighed Gooch crucible, and wash the filter well with water, then three times with 
alcohol (95 per cent) in 10 cc. portions, and fincdly with carbon tetrachloride or carbon 
bisulfide to remove any sulfur that may be present. Dry the precipitate to constant 
weight at 110°C. and weigh it as mercuric sulfide. The weight of mercuric sulfide 
multiplied by 1.0146 gives its equivalent in calomel. 

RESULTS. 

A sample of calomel, complying with the U. S. P. and other available 
tests, was used as it was considered of sufficient purity for this work. 

A sample containing 10 per cent calomel, 50 per cent lactose, and 40 
per cent starch was prepared and well mixed. The mercury was esti¬ 
mated by the method given and the following results were obtained: 


ANALYST 

WEIGHT or 
SAHTLE 

WEIGHT or 

HgCl rouND 

PBItCBNTAOB 

P. W. Morgan 

gram 

0.5000 

2.0600 

gram 

0.0502 

0.2050 

10.04 

9.95 

Elemer Schulek* 

Royal Hungarian University 

Budapest, Hungary 

1.0245 

2.0521 

0.1045 

0.2083 

10.20 

10.15 

H. 0. Moraw 

U. S. Food and Drug Inspection Station 
Chicago, Ill. 

1.5000 

1.5000 

0.1520 

0.1498 

! 

i 

10.13 

9.99 


* A Rockefeller Institute visitor in the United States. 


In order to obtain further indication of the accuracy of the method, 
the associate referee weighed two samples of calomel and added the 
proportional amounts of lactose and starch afterwards. The samples 
were then analyzed as before. The results are as follows: 


WEIGHT OP SAMPLE, PUBE CALOMEL ; 

CALOMEL POUND 

gram 

gram 

per cent 

0.2000 

0.1994 

99.70 

0.2000 

0.2017 

100.85 


COMMENTS BY COLLABORATORS. 

Elemer Schulek: I found that this method gives consistent results and since the 
manipulation is simple, it is an excellent method for routine analysis. 

H. 0. Moraw: It is believed that the directions for washing with carbon tetrachloride 
to remove sulfur should be given with more detail, as in the U. S. Pharmacopeia under 
“mercuric chloride,” for example. 

I have had trouble with mercuric sulfide precipitates running through the Gooch 
crucibles and believe that the asbestos mat may have been too thin. Since sulfide 
precipitates are recognized in the literature as being hard to filter quantitatively, 
might it not be well to specify a thick mat to insure better results and eliminate troubleP 
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DISCUSSION. 

It is the opinion of the associate referee that the method is correct in 
principle and that the results are within the limits of accuracy desirable 
for quantitative and regulatory work. 

The excipients used by reputable manufacturers are of such nature 
as to cause no difficulty with the estimation of the mercury by the 
method given in this report. The method has been used by the asso¬ 
ciate referee for the estimation of mercury in commercial tablets of 
calomel, mercuric iodide, and mercurous iodide, and has produced con¬ 
sistent results. It is thought that with a few changes the method will 
give results on mercuric and mercurous iodides equal to those obtained 
upon calomel. With slight modifications and additions, the method may 
also be adapted to the determination of mercury in the presence of cop¬ 
per, bismuth, and arsenic. 

HECOMMENDATIONS’. 

It is recommended— 

(1) That the method as outlined be adopted as tentative for the 
estimat ion of calomel in tablets. 

(2) That the method be further studied for the purpose of determin¬ 
ing what modifications or changes are necessary for the determination of 
other mercurials, or in the presence of copper, bismuth, and arsenic. 


REPORT ON PYRAMIDON. 

By William Rabak^ (Food and Drug Inspection Station, Chicago, Ill.), 

Associate Referee. 

The method submitted and tested by the associate referee last year 
for the quantitative determination of pyramidon was found to yield 
favorable results. This method, which is a modification of the present 
tentative extraction method (I)^ has been published^. Accordingly, at 
the suggestion of the Referee on Drugs, the method was studied this 
year in a collaborative way. The results of four collaborators are shown 
in the table. 

From the results given it will be noted that in the case of Sample No. 
1 the average recovery was 100.9 per cent, Sample No. 2—100.5 per 
cent, and Sample No. 3—100.0 per cent. 

* For report of Sub-committee B and action of the ansociation, see This Journal, 1926, 10 . 68. 

> Presented by L. N. Markwood. 

* This Journal 1925, 8: 546. 

* Ibid., 1926, 10: 309. 
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COLLABORATIVE RESULTS. 


COUABOBATOB 

SAMPLE NO. 1 

60 % PTRAlflDON 
40% MILK 8UOAK 

SAMPLE NO. 2 
70% PYIUMIPON 
30% MILK 8UGAB 

SAMPLE NO. 3 

50 % PYBAMIOON 
50% MILK SUGAB 


per cent 

per eeni 

per cent 

Ko Suto 

63.46 

72.40 

52.40 


64.36 

73.40 

61.40 

W. F. Kunke 

69.60 

70.00 

49.80 


60.30 

70.00 

49.30 


60.80 

70.10 

49.20 


60.60 

70.10 

49.60 


60.60 

70.40 

49.50 

L. H. McRoberts 

60.40 

70.35 

50.50 


58-60 


50.10 

P. J. Valaer 

58.60 

69.00 

49.50 


59.10 

68.30 

48.80 



69.90 

49.90 

L. Burritt 




-Ettienne 


! 


Average 

60.56 

70.36 

50.00 


RECOMMENDATION'. 

In view of the excellent results brought out by collaborative work, it 
is recommended that this method be adopted and that no further work 
be inaugurated on the assay of pyramidon. 


REPORT ON MICROCHEMICAL METHODS FOR ALKALOIDS. 

By Chris K. Glycart* (U. S. Food and Drug Inspection Station, 
Chicago, Ill.), Associate Referee. 

Several publications on the subject of the identification of alkaloids^ 
and other drugs* by microchemical methods have appeared since 1869. 
In 1909 and 1911, Howard and Stephenson*^ contributed to this asso¬ 
ciation, reporting the progress of their investigations on sixty-seven 
alkaloids. The complete details of this extensive study were published 
in book form by C. H. Stephenson®. 

With the exception of diacetylmorphine^, no microchemical tests for 
alkaloids have been adopted by the association. At the suggestion of the 
Referee on Drugs, the preliminary study here reported was made. 


t For report of Sub-committee B and action of the assooiation, see Thit Journal^ 1926, 10: 69. 

* Presented by J. F. Clevenger. 

•T. G. Wormley. Micro-chemistry of Poisons, 1869, 2nd ed. 1885; E. B. Putt. Microohemical Tests 
for the Identification of Some of the Alkaloids. J Ind. Eng. Chem.^ 1912, 4: 508. 

* L. E. Warren. J. Am. Pharm. Assoc., 1923, 12, 512. 

* B. J. Howard and C. H. Stephenson. U. S. Dept Agr. Bur. Chem. Bull. 122, p. 97; Ibid., 137, p. 189. 
‘ Some Microohemical Tests for Alkalcnds J. B. Lippincott Co., 1921. 

7 This Journal, 1921, 5: 150. 
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Nothing new is claimed. The literature was consulted, and the mate¬ 
rial of C. H. Stephenson and E. B. Putt was considered of especial value. 

The work this year was limited to the study of five alkaloids. Direc¬ 
tions and descriptions for the tests, control specimens of cocaine, co¬ 
deine, heroine, morphine, and strychnine, and unlabeled samples of 
tablets were sent to the following collaborators: Percy Tarver, Depart¬ 
ment of Public Health and Welfare, Cleveland, Ohio; P. W. Simonds, 
Treasury Department, Chicago, Ill.; and C. H. Stephenson, Micro¬ 
chemical Laboratory, Bureau of Chemistry, Washington, D. C. 

The unlabeled samples submitted for identification consisted of com¬ 
mercial hypodermic tablets of alkaloidal salts, respectively: (1) heroine, 
(2) cocaine, (3) morphine, (4) codeine, and (5) strychnine. 

It may be stated that an attempt was made to reduce the number of re¬ 
agents used by selecting those that produced the characteristic tests 
only. The description of the crystals was also shortened, but experience 
of the microscopist with the appearance of crystals obtained with the 
control specimens was considered important. For routine work it was 
found that the milk sugar in hypodermic tablets did not interfere with 
the formation of the crystalline precipitates. 

METHOD. 

REAGENTS. 

Marrnes Wagner*s 

Cadmiiini iodide. 3 grams Iodide . 

Potassium iodide. 6 grams Potassium iodide. 

Water.18 cc. Water. .... 

Platinic chloride.—5 per cent solution. 

Potassium permanganate.—5 per cent solution. 

PREPARATION OF SAMPLE. 

1. Control. —Dissolve a milligram of the pure alkaloidal salt in 2 drops of water to 
make approximately 1 to 100 solution. Proceed to microchemical identification. 

2. Alkaloids in compounds. —Separate the alkaloid in j)ure form by shaking from am- 
moniacal solution with suitable immiscible solvents and evaporate. To a milligram 
of the residue add, by drops, 0.1 N hydrochloric acid, but avoid excess of acid. Main¬ 
tain approximately the same strength of solution as in the control test. 

3. Hypodermic tablets. —Dissolve a portion of the tablet in water, maintaining the 
same strength as in the control. Proceed to microchemical identification. 

MICROCHEMICAL IDENTIFICATION. 

Place a drop of the alkaloidal solution on a clean glass slide and add one drop of 
reagent by means of a clean glass rod. Without stirring or (overing, examine under 
microscope, using low power. Note the formation of crystals and compare with descrip¬ 
tion of characteristic tests for alkaloids. Magnification of 100 to 150 is suitable. 


1 gram 
5 grams 
100 cc. 
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CJiarcLcteristic microchemical tesis for alkaloids. 


Cocaine 

Plaiinic chloride 

Delicate, feathery crystals, be¬ 
coming heavier in structure. 

Confirmatory test: Potassium per¬ 
manganate purple plates. 

Codeine 

Marine's reagent 

Silvery circular masses, crystal¬ 
lizing into dark rosettes of ir- j 
regular outline. 

Wagner's reagent 

Heavy red-brown precipitate, 
crystallizing very slowly m yel¬ 
low blades extending in brancnes 
(never red). 

Heroine , 

Plat in ic chloride 

Si)herical clusters of golden yellow needles slowly form around a nucleus. 

Morphine 

Mamie's reagent 

Silvery gelatinous precipitate, 
crystallizing in dense masses of 
fine needles. 

Wagner s reagent 

Small drop of reagent produces 
heavy red-brown precipitate, 
slowly crystallizing in snining 
red overlapping plates extend¬ 
ing in branches. 

Strychnine 

Plaiinic chloride 

Crystals form immediately in (jhisters and singly in small wedge- 
shape needles, which ino\e about the field. 


The results, descriptions, and comments of the (collaborators are as 
follows: 

Percy Tarver: 

Cocaine: 

Plaiinic chloride, —Feathery crystals develop almost at once, usually much more 
on one side than the other, in some cases even having the appearance of a two-pronged 
carpet tack. 

Codeine: 

Marme*s reagent, —Round white masses at first. Later crystals in irregular tufts, 
unlike heroine, which yields perfectly straight needles. Sometimes small individual 
triangular crystals may form. 

Wagner's reagent —After a time yellowish brown (with a slightly greenish cast) 
groups of crystals develop. The ends of tliese are usually somewhat pointed, unlike 
morphine, which are nearly square and red brown in color. 

Heroine: 

Plaiinic chloride, —Fine straight needles radiating from the center to a perfectly 
circular circumference. 

Morphine: 

Marme's reagent, —Gelatinous white precipitate at first, changing to fine silky needles, 
the longer ones showing a tendency to curve. 

Wagner's reagent, —In more concentrated solutions a tree-like form, with branches 
continually subdividing, starts from a nucleus. The reddish brown color suggests cer¬ 
tain species of sea weed, the large blades being on the edge of the growth. In groups 
more slowly formed, distinct rectangular-like crystals are found, which in overlapping 
one another often produce the effect of a flight of steps. The ends of such groups of 
crystals, therefore, are of a square type, and not acute angled as in the case of codeine. 
The color of the moiThine compound is a red brown (burnt sienna), quite distinct from 
the yellow brown of codeine. 

Strychnine: 

Plaiinic chloride. —Characterized by very thin crystals arranged singly and in groups, 
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which float on the surface of the drop. These are often wedge-shaped, or have wedge- 
shaped markings. Sometimes a group of rather heavy needles occurs. 

Marme’s reagent produces characteristic rosettes with a multigranular nucleus. 


Results of microchemical identification tests for unknown tablets^ submitted by Tarver, 


NO. 

REACTIONS 

INFERENCE 

1 

Platinum chloride 

. . Fine needles radiatng from center in 
perfect spherules 

Heroine 


Marme ... 

. White precipitate amorphous 



Wagner . 

. . Prex^ipitate amorphous 


2 

Platinum chloride . 

Feathery crystals, uneven develop¬ 
ment 

Cocaine 


Potassium permanganate Floating purple rosettes 



Wagner . 

. Precipitate amorj>hous red-brown 
drops 



Marme ... 

, White precipitate amorphous 


3 

Platinum chloride . 

. Amorphous droplets 

Morphine 


Marme . 

Gelatinous precipitate, developing into 
long silky needles, some curving 



Wagner 

Red brown blades, some in step form 


4 

Platinum chloride 

, Precipitate amorphous 

Codeine 


Marme 

, . Rough spheres, crystallizes in tufts, 
not straight needles like heroine 



Wagner 

. Yellow-brown iirystals, not reddish. 
End crystals usually pointed 


6 

Platinum chloride 

. Thin wedge-like crystals, some in 
groups. Float on surface 

Strychnine 


Marme . . 

Groups of scimitar-like blades and 
many rosettes 



Wagner . .... 

Precipitate develops short individual 
needles 



Paul W. Simonds: 

1. Heroine hydrochloride. —Method very satisfactory. Crystals resemble goose¬ 
berries. 

2. Cocaine hydrochloride, —Characteristic crystals form at once with platinic chloride 
and less readily with permanganate. 

3. Morphine sulfate. —Marme’s reagent forms crystals in very dilute solution. Best 
observed with field darkened. Tenth normal iodine solution seems to be more satis¬ 
factory than Wagner’s reagent as a confirmatory test. 

4. Codeine sulfate. —Marine’s reagent satisfactory. With Wagner’s reagent crystals 
appear to form more readily in a solution of about 1 : 500. 

5. Strychnine sulfate. —Method very satisfactory. 
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C. H. Stephenson: 

1. One tablet used. Not completely dissolved in three drops of water. Some com 
starch present. Is heroine. With platinum chloride the crystals of needle rosettes are 
quickly formed. Time to make test, 2 minutes. 

2. One tablet completely dissolved in three drops of water. Small amount of com 
starch present. Cocaine easily determined with both chloride and platinum chloride. 
Time used, 6 minutes. 

3. One tablet not completely dissolved in water. Morphine determined with Marme’s 
reagent in 2 minutes. 

4. One tablet not completely dissolved in water. Codeine determined with Marme’s 
reagent in 2 minutes. 

5. One tablet not completely dissolved in water. Strychnine determined with gold 
chloride and platinum chloride in 1 minute. 

Descriptions of all crystals are given in my book. These determinations are all 
exceedingly easy, and I would suggest that they be given to a dozen or more chemists 
who have never used any microchemical tests to prove that no special training is needed 
to make use of such tests. 

DISCUSSION. 

With regard to the identification of the alkaloids in the unknown 
tablets, the findings of the collaborator were correct. In addition to 
the description, Tarver submitted diagrams of the crystals sketched in 
colors. In the opinion of the associate referee these have a decided ad¬ 
vantage over photomicrographs in which much of the detail is lacking 
by comparison. This is particularly true in the reproduction of the ap¬ 
pearance of overlapping crystals as in morphine and codeine by the addi¬ 
tion of Wagner’s reagent. It may be stated that a number of photomi¬ 
crographs of crystals were taken for exhibit purposes, but the results 
were variable, and only in a few instances successful. 

RECOMMENDATIONS 

It is recommended that further study be given to microchemical 
methods for alkaloids with the view to including a systematic descrip¬ 
tion and diagrams of the more important ones. 


REPORT ON SILVER PROTEINATES. 

By Llewelyn Jones* (U. S. Food and Drug Inspection Station, Chicago, 

Ill.), Associate Referee, 

In accordance with the approved recommendations of last year, 
further study was given to the method for ionizable silver by yeast. For 
the work this year the method for ionized silver by dialysis, now ofiicial 
first action, was used as a basis of comparison. This method appeared in 
the report on Silver Proteinates given by Eaton®, and the method by 
yeast was presented by Hitchcock^. 

1 For report of Sub>committee B and action of the aasooiation, see Thii Journal, 1926, 10 : 69. 

* Presented by V. K. Chesnut. 

* Thi» Journai, 1925, 8: 551. 

« Ibid., 1926, 9 : 314. 
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Before preparing samples for collaborative examination, the asso¬ 
ciate referee, because of his limited experience with dialysis methods, 
carried on some preliminary work with the present official method. Con¬ 
siderable difficulty was experienced, partly due to the paper used, but 
more particularly to the rather ambiguous description of the details, as 
they appear at present. Four different types of paper were tried, and it 
was found that three were unsatisfactory, because there was more or 
less leakage of the silver solution. It is considered that the selection of a 
satisfactory grade of paper is of prime importance in carrying out this 
method. The instructions for the preparation of the tube should be 
made clearer, so that an analyst unfamiliar with this type of method may 
not fall into the same error as did the associate referee when he first 
undertook this work. The following change in the directions is sug¬ 
gested: Ill place of the sentence “Fold a square piece * * * of the proper 
size”, substitute the following: “Over one end of a glass tube 4 inches 
long and approximately 1 inch in diameter fold, and secure by means of a 
rubber band, a square piece of parchment paper in the form of a sack, of 
sufficient size to hold the sample solution”. 

It is regretted that the preliminary work performed made it impossible 
for the associate referee to devote attention to the matter of alkalinity 
of this class of products, as was suggested by previous associate referees. 

Three commercial samples, representing the different types of silver 
compounds, were purchased for analysis. They were labeled, respect- 
tively, “Silver Proteinate”, “Silver Nucleinate”, and “Collargolum”. 

The results of analysis are as follows: 


ANALYST 

SILVBR PROTEINATE 

SILVER NirCLEINATE 

COLLAROOLUM 

Active 
silver by 
yeast 

Ionic 
silver by 
dialysis 

Active 
silver by 
yeast 

Ionic 
silver by 
dialysis 

Active 
silver by 
yeast 

Ionic 
silver by 
dialysis 


per eerU 

per cent 

per cent 

per cent 

per cent 

per cent 

C. K. Glycart 

1.20 


0.18 1 


0.37 


L. Jones 

1.32 

1.27 

0.22 

None 

0 36 

None 


1.33 

1.25 

0.22 i 


0.36 



COMMENTS BY COLIABOBATORS. 

C. K. Glycari: The method by yeast is considered a rapid and sensitive determina¬ 
tion for differentiating between the various types of the silver proteinates. The ap¬ 
paratus is not complicated and the determination required approximately 2 hours. 

DISCUSSION OF RESULTS. 

Owing to the time consumed in the preliminary work, it was not possi¬ 
ble to send material to many collaborators. However, C. K. Glycart 
kindly agreed to collaborate. His results are in satisfactory agreement 
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with those of the associate referee. In fact, it is considered that the 
work done last year and this year is quite sufScient to demonstrate the 
value of the yeast method. Reasons for the desirability of this type 
of method for the examination of silver proteinates were given last year 
by the associate referee as well as by the referee. Under the circum¬ 
stances, it is considered that the tentative adoption of the yeast method, 
at this time, is warranted and desirable. 

RECOMMENDATIONS^ 

It is recommended— 

(1) That the present oflBcial method be finally adopted, but that the 
description of the dialyzing tube be amended as suggested in this report. 

(2) That the yeast method be adopted as a tentative method. 

(3) That the question of alkalinity or acidity be given attention, and 
especially that the details proposed by Eaton be given collaborative 
study. 


NITROGLYCERIN. 

Report by Alfred W. Hanson^ (U. S. Food and Drug Inspection Station, 
Minneapolis, Minn.), Associate Referee, 

Collaborative work was continued on the determination of nitrogly¬ 
cerin after extraction with ether and alcohol by Method No. 2 submitted 
by the associate referee in 1925*. 

Results reported under modification A in this rep)ort were obtained 
when Method 2 was used after extracting the nitroglycerin with ether. 

Results reported under modification B were obtained by the alcohol 
aliquot method, also given in the 1925 report^. The directions sent to 
collaborators this year were as follows: 

Weigh out about 15 grams of the finely powdered mixture. Transfer it to a 200 cc- 
volumetric flask. Add 95 per cent alcohok shaking the sample during the addition. 
Dilute with alcohol to 200 cc. and allow the mixture to stand, shaking it occasionally 
during 1 hour. Filter through a quantitative filter paper and determine the nitrogly¬ 
cerin in a 25 cc. aliquot of the clear alcoholic solution. The aliquot should contain 
about J grain (0.0324 gram) of nitroglycerin. Make the determination by the Proposed 
Devarda Method No. 2, mentiemed previously, commencing at the point where the 
alcoholic solution is transferred to the Kjeldahl flask. 

As the alcohol aliquot method, B, was not corrected for the volume 
occupied by the insoluble portion of the sample, the Referee on Drugs 
suggested the following modification, C, which was studied by the col¬ 
laborators : 


i For report of Sub-ccmiroittee B and action of the association, see This Journal, 1026, 10: 69. 

* Presented by H. C. Fuller 

* Thia Journal, 1026, 9: 319. 

« Ibid., 322. 
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C.—Count and weigh a number of tablets corresponding to 1 grain of nitroglycerin. 
Transfer to a glass-stoppered Erlennieyer flask. Add 50 cc. of U. S. P. 95 per cent 
alcohol by means of a pipet. Reduce the tablets to a fine powder with a glass stirring 
rod. Stopper the flask and shake tiie mixture. Allow to settle. Transfer a 25 cc. 
aliquot of the clear solution to an 800 Kjeldahl flask. Dilute with distilled water to 
about 300 cc.; then proceed as under Method 2, starting “Place the flask on an asbe.stos 
centered wire gauze”. 


SAMPLE SUBMITTED. 

The sample sent to the collaborators was prepared by mixing 20 
grams of a nitroglycerin mixture containing 9 per cent nitroglycerin 
used for the preparation of nitroglycerin hypodermic tablets with 60 
grams of milk sugar. The mixture was calculated to contain 2.25 per 
cent of nitroglycerin. This concentration corresponds to the quantity 
usually found in commercial tablets. 


COLLABORATORS. 

Reports were received from the following collaborators: 

E. L. Anderson, U. S. Food and Drug Inspection Station, Baltimore, Md. 

E. O. Eaton, U. S. Food and Drug Inspection Station, San Francisco, Calif. 
C. K. Glycart, U. S. Food and Drug Inspection Station, Chicago, Ill. 

A. W. Hanson. 

H. O. Moraw, U. S. Food €md Drug Inspection Station, Chicago, III. 

H. Wales, Bureau of Chemistry, Washington, D. C. 


RESULTS OF ANALYSIS. 

The following results were obtained: 


COL.LABORATOH 

A 

B 

c 


per cent 

per cent 

per cent 

E. L. Anderson 

1.95 

2.32 

2.23 


2.00 

2.34 

2.25 


2.07 


2.27 


2.01 



E. 0. Eaton 

2.17 

2.31 

2.18 


2.16 

2.32 

2.19 

C. K. Glycart 

2.133 

2.307 

2.187 


2.144 

2.2996 

2.219 

A. W. Hanson 

2.13 

2.29 

2.21 


2.14 

2.28 

2.23 

11. 0. Moraw 

2.08 

2.22 

2.14 


2.04 

2.19 

2.16 

H. Wales 

1.97 

2.13 

1.82 



2.24 

2.07 



2.08 




2.24 
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COMMENTS BY COLLABORATORS. 

Anderson points out that the alcoholic extraction method would give 
high results if other alcohol-soluble material were present. He further 
states that he believes Method C gives more accurate results than 
Method B and that both of these methods present a considerable ad¬ 
vantage because they eliminate the tedious ether extraction from dry 
and wet powder. 

Eaton states that Method A seems somewhat complicated and is 
probably no better than Method C. He states that in Method B true ali¬ 
quots are not taken because the volume of the undissolved lactose can¬ 
not be calculated, and that Method C seems preferable as to simplicity. 
In Method C a true aliquot is taken, and this method should be satis¬ 
factory. 

Glycart states that Method C is a rapid and accurate method, and that 
the higher results obtained by Method B are no doubt due to the space 
occupied by the milk sugar. 

DISCUSSION OF RESULTS. 

Method C was found to be a rapid and accurate method for the de¬ 
termination of nitroglycerin. The associate referee believes that in 
nitroglycerin tablets that can be reduced to a fine powder it will be sat¬ 
isfactory to determine the nitroglycerin by Method C. If the tablets are 
suspected to contain any other alcohol-soluble nitrogenous material, it 
would also be desirable to determine the nitroglycerin by Method A. 

RECOMMENDATION*. 

It is recommended that Methods A and B be adopted as tentative 
methods for the determination of nitroglycerin. 


REPORT ON TERPIN HYDRATE. 

By C. W. Harrison^ (Food and Drug Inspection Station, Baltimore, 

Md.), Associate Referee, 

An attempt was made to get a satisfactory extraction method that 
would remove terpin hydrate from solutions similar to those in which it 
is ordinarily dispensed. No satisfactory results were obtained. Even 
when the separation had been effected, the method for the determination 
of terpin hydrate produced no satisfactory results. 

Attempts were also made along several different lines to devise a 
method that would give a more satisfactory quantitative determina¬ 
tion, that is to separate the terpin hydrate by the formation of some in- 


> For report of Sub-oommittee B and action of the aasodation, see Thu Journal, 1926, 10: 6. 
* Pres^ted by A. E. Paul. 
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soluble compound so that it would be possible to weigh it. So far, how¬ 
ever, these results have also been unsuccessful. 

The work has been of such a nature that a complete report at this 
time would be useless. It is deemed desirable to continue the work for 
another year^ 

A search of the literature was made to find some method on which 
further work might be done. However, none could be found. It seems 
that other investigators have encountered difficulties similar to those 
met by the associate referee. 

REPORT ON APOMORPHINE HYDROCHLORIDE. 

By L. E. Warren (Bureau of Chemistry, Washington, D. C.), Associate 

Referee. 

Apomorphine is used in therapy as an expectorant and as a rapid and 
certain emetic. For the induction of emesis the hydrochloride of the 
alkaloid is chiefly employed hypodermatically. Because of the great 
degree of dependence that is placed on apomorphine by the physician 
in emergencies the need for accurate dosage is evident. 

The salts of apomorphine are prone to change by exposure to light and 
air, green colored decomposition products resulting. The isolated base 
being even more subject to oxidation than the salts, the usual methods 
of analysis for alkaloids in tablets do not give satisfactory results with 
tablets of apomorphine hydrochloride. 

Eaton and Murray* devised a method for the determination of apo¬ 
morphine hydrochloride in tablets that does not involve the use of heat 
or undue exposure to the air by evaporation of the immiscible solvent. 
The method consists in extracting the alkaloid with an immiscible sol¬ 
vent in the presence of sodium bicarbonate, washing the solvent with 
water, and extracting it with a measured volume of standardized acid. 
The acid is drawn off*, and the excess is titrated in the usual way. Eaton 
and Murray found the method worked well on tablets of apomorphine 
hydrochloride, as well as on those of some other alkaloids. They assayed 
a commercial specimen of apomorphine hydrochloride and found 98.1 per 
cent and 98.7 per cent of theory, respectively. 

Since the method appeared to possess promise, the subject was taken 
up by the A. 0. A. C., and a report was submitted by C. K. Glycart, as¬ 
sociate referee*. In the collaborative work for 1925 ether was used as a 
solvent in place of the chloroform-ether mixture recommended by Eaton 
and Murray, and potassium bicarbonate was employed to liberate the 
alkaloid instead of sodium bicarbonate, which had also been recom- 

^ For risport of Sub-oominittee B and action of the association, see This Journal, 1927, 10: 69. 

» This Journal, 1926, 8: 572. 

• Ibid., 1926, 9: 323. 
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mended by Eaton and Murray. In the 1925 studies two preparations 
were assayed—one consisting of one part of apomorphine hydrochloride 
and two parts of milk sugar and the other of crystallized apomorphine 
hydrochloride of the market. The results obtained by five collabora¬ 
tors varied from 29.5 to 34.8 per cent of apomorphine hydrochloride for 
the 33J per cent mixture and from 95.8 to 99.2 per cent for the mar¬ 
ket specimen of the salt. The general criticism was that owing to the 
tendency of the solutions to become colored the end point could not be 
ascertained accurately. In view of the rather wide variations in the 
results obtained it was recommended that the subject be studied further. 

Owing to the pressure of other duties the associate referee appointed 
at the 1925 meeting was unable to take charge of the project, and it was 
assigned to the writer quite late in the year. In correspondence with J. 
Rosin of the Powers-Weightman-Rosengarten Company, it was learned 
that he preferred to use ether as the solvent rather than chloroform, and 
to evaporate the ether after the addition of a measured volume of stand- 
ized acid. The titration of the cooled solution was then completed in the 
usual way. 

Two methods were studied in the collaborative work this year. In 
one chloroform was used as a solvent, and the assay was completed 
according to the procedure outlined by Eaton and Murray; in the other, 
ether was used as a solvent, and the solvent was evaporated according to 
the suggestion of Rosin. Sodium bicarbonate was used for the liberation 
of the alkaloid. As carried out, the methods are given herewith. 

METHOD 1.—ASSAY OF APOMORPHINB HYDROCHLORIDE USING ETHER AS SOLVENT. 

Weigh a number of tablets equivalent to about 0.065 gram of the alkaloid or its 
salt and dissolve in 10 cc. of water in a separator. Add 1 cc. of a freshly prepared 
saturated solution of sodium bicarbonate and 25 cc. of ether and shake the mixture. 
After separation, draw off the lower layer into a second separator and transfer tlie 
ethereal layer to a third separator. Extract the mixture in the second separator re¬ 
peatedly with 15 cc. portions of ether until the alkaloid has been C/Ompletely removed, 
using the second and the first separators alternately for the shaking, and collecting 
all the ethereal solvent in the third separator. Discard the aqueous solution, and wash 
the ethereal solution of alkaloid three times with 5 cc. each of water. Unite the aqueous 
washings in a clean separator and extract the solution with a little fresh ether. Discard 
the aqueous portion, wash the solvent with water, discard the washings, and add the 
washed solvent to the main portion of the ethereal solution. Add 20 cc. of 0.02 N 
sulfuric acid to the ethereal solution of the alkaloid in the separator and shake the 
mixture thoroughly. Transfer the mixture to a beaker, wash the separator with two 
portions of 5 cc. each of water, adding the washings to the acid liquid in the beaker, 
and evaporate the ether without delay at a low temperature, preferably on the water 
bath by the aid of a blast of air. Titrate the excess of acid with 0.02 N sodium hydroxide, 
using 1 drop of methyl red test solution as indicator. 

1 cc. of 0.02 N sulfuric add 0.00625 gram of apmnorphine hydrochloride, CnHi?- 
OiN.HCl -h iHjO. 
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METHOD n.—ASSAY FOR APOMORPHINE HYDROCHLORIDE USING CHLOROFORM AS 

SOLVENT. 

Dissolve a number of tablets equivalent t-o about 0.065 gram of the alkaloid or its 
salt in 10 et;. of water in a separator. Add 1 ce. of a concentrated solution of sodium 
bicarbonate and 25 cc. of chloroform and shake the mixture. After separation, draw 
off the lower layer into a second separator. Repeat the extraction of the mixture in 
the first separator with 5 cc. portions of chloroform until the alkaloid has been coinpletely 
removed. Unite the solvent and wash it three times with 5 cc. of water. Unite the 
washings and extract the solution with a little fresh chloroform. Discard the aqueous 
portion, wash the solvent with water, discard the washings, and add the solvent to the 
main portion. Add 20 cc. of 0.02 TV sulfuric acid to the chloroform solution of alkaloid 
in the separator and shake the mixture thoroughly. Draw off the chloroform layer 
into a third separator, wash it twice with small portions of water, and add the aqueous 
washings to the acid liquid in the second separator. Titrate the excess of acid with 
0.02 TV sodium hydroxide, using 1 drop of methyl red test sedution as indicator. 

A mixture of 25 parts of apomorphine hydrochloride and 75 parts of 
milk sugar was prepared by the associate referee. A portion of the mix¬ 
ture and a copy of each of the methods of assay were forwarded to each 
of the collaborators. The associate referee also served as a collaborator. 
The collaborators were directed to use from 0.25 to 0.3 gram of the mix¬ 
ture in each assay. Results were received from the following collabora¬ 
tors : 

E. 0. Eaton, Food and Drug Inspection Station, San Francisco, Calif. 

J. D. Hoskins, Zemmer Co., Pittsburgh, Pa. 

Wm. D. Taylor, Schieffelin Co., New York. 

Bernardelli and Weylard, Powers-Weightman-Rosengarten Co. 

L. E. Warren. 

The results obtained by the several collaborators are given in the 
accompanying table. 

COMMENTS OF COLLABORATORS. 

The comments were as follows; 

Hoskins: In the ether method, after adding the ether solution to the standard acid 
and evaporating the ether from tJie combined solutions, wc found the acid solution 
C/olored so that, upon titration, the end point was very indistinct. However, by using 
the chloroform method of washing the ether solution with the standard acid, and again 
washing the ether solution with three portions of water and adding to the standard acid 
and titrating without the necessity of evaporating the ether, we had no trouble with 
the acid solution being colored before the methyl red was added. With tins modification 
it seems to us that the ether method is preferable, as it avoids transferring from one 
separator to another, as is necessary in the chloroform extraction. 

Rosin: Both cbemists expressed a preference for the ether method, first because there 
is less manipulation and second because the tendency for emulsification is less than with 
chloroform. 

Wfirren: When the ether method is carried through without delay so as to avoid 
undue exposure to light and air the solution remains practically colorless and may be 
titrated with ease. However, if any of the alkaline solution is allowed to stand for 
more than a few minutes, discoloration will result and interfere with the determination 
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Results of collaborative assays of apomorphine hydrochloride.—Lactose mixtures. 


COLIABORATOn 

METHOD 

TAKEN 

0.02 N ACID 

EQUIVALENT OF 
APOMORPHINE 

FOUND 




CONSUMED 

BTDROCl 

ILORXDB 




gram 

ee. 

gram 

per eeni 

per cent 


E 

0.3 

11.85 


24.7 


Eaton 

E 

0.3 

11.97 


24.9 

99.6 

C 

0.3 

11.96 

0.0748 

24.9 

99,6 



C 

0.3 

11.96 

0.0748 

24.9 

99.6 


E 

0.280 

11.2 





E 


10.8 





E 

0.2655 

10.66 


24.9 

99.6 


E 

0.269 



25.1 


Hoskins 

E 

0.305 

12.1 


24.8 

99.2 


C 

0.263 

10.6 


25.2 

HI 


C 

0.253 

10.1 





C 

0.275 

11.0 




Bemardelli 

E 

0.3100 



24.4 

97.6 


C 

0.3420 



23.9 

95.6 

Weylard 

E 

0.3030 

11.45 


23.7 

94.8 

C 

0.3004 

11.45 

0.0716 

23.8 

95.2 


E 




24.4 

97.6 

Taylor 

E 




24.7 

98.8 

C 




24.4 

97.6 



C 







E 

0.2902 

11.72 

0.0732 

25.21 

100.9 


E 

0.3007 

12.06 

0.0754 

25.11 

100.4 

Warren 

E 

0.3008 

12.00 

0.0750 

25.0 

100.0 


C 

0.3006 

12.02 

0.0751 

25.0 

100.0 


C 

0.3002 

12.02 

0.0751 

25.0 

100.0 


of the end point, as Hoskins has observed. In order to avoid delay I prefer to make 
but one assay at a time, that is, not to run duplicates simultaneously. I prefer the 
ether method for the reasons pointed out by Rosin’s assistants. 

Taylor: The method using ether as solvent is somewhat easier to handle as the 
separation of ether from the aqueous layer is more complete than that of chloroform. 
It was noted that the final acid solution of the alkaloid was colored a greenish color, 
while the ether layer was of a violet tint. Both colors darkened as the evaporation of 
the ether at a fairly low temperature was taking place. This color interfered somewhat 
in the titration as it masked the end point to some degree. The chloroform method 
did not give any objectionable color but was more tedious on account of the poor 
separation of the chloroform from the water. The end point in this method was very 
easily observed. 


No report on santonin was given by the associate referee. 
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REPORT ON ETHER. 

By G. C. Spencer (Bureau of Chemistry, Washington, D. C.), Associate 

Referee. 

The Associate Referee on Ether found little opportunity to give 
attention to the subject during the past year, owing to unusual condi¬ 
tions that prevailed at times in his laboratory. 

The method that, will first be considered is proposed in an article, 
entitled “Ether and Alcohol—Quantitative Determination”, by E. V. 
Somogyi^ 

RECOMMENDATION 

It is recommended that the work on the identification and estimation 
of ethyl ether in admixture be continued. 


REPORT ON BIOASSAY OF DRUGS. 

By E. W. Schwartze® (Bureau of Chemistry, Washington, D. C.), 

ciate Referee. 

The bioassay method for the quantitative determination of mydriatics 
—atropine, hyoscyamine, scopolamine (hyoscine)—was developed in the 
Pharmacological Laboratory of the Bureau of Chemistry by J. C. Munch, 
for use in assaying drug samples where chemical assays were unsuited. 
The outlined method was submitted to several collaborators. Reports 
so far received have been satisfactory, but in some instances the method 
has not been given a rigorous trial. The associate referee is convinced 
that certain mydriatics can be assayed upon the cat’s eye. 

The method is as follows: 

APPARATUS. 

(a) One cc. Mohr pipets, graduated in 0.01 cc., with slender tips that deliver exactly 
0.05 cc. per drop, 

(b) 100-watt, nitrogen-filled, electric lamps, or equally intense illumination. 

ANIMALS. 

Adult cats in good physical condition, weighing over 1500 grams, and accustomed 
to being handled. 

PREPARATION OP SAMPLE. 

Dissolve a representative number of tablets, or a sufficient quantity of powder, in 
approximately neutral distilled water, to make a solution containing 1 mg. of the alka¬ 
loid per cc. of solution. If the alkaloids themselves are taken, add the equivalent 
quantities of acid to convert them into the corresponding salts. Add two drops of 
approximately 0.02 N acid per 50 cc. of solution. 

^ Z. angew. Chem.. 1926, 39: 280. 

* For report of Sub-committee B and action of the association, see This Journal. 1926, 10; 70. 

> Present address; Mellon Institute, Pittsburgh, Pa. 
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For great accuracy, the results of chemical assay upon the sample should be followed 
in the preparation of solutions; when such accuracy is unnecessary, the declaration of 
strength on the label may be accepted as the basis for the preparation of the solution. 

DETERMINATION OF CAT’s THRESHOLD. 

Place a cat about one foot from a 100-watt electric lamp, and determine the maximum 
contractility of its pupils under this condition. Drop 0.05 cc. of the freshly prepared 
standard mydriatic solution, obtained by diluting the 1 mg.-per-cc. solution, into the 
outer margin of one eye, leaving the other eye untreated as a control. Compress the 
inner canthus, while opening and closing the lids, until the fluid has apparently disap¬ 
peared (10 to 30 seconds). Return cat to cage. 

One and two hours after application (for atropine, 3 and 4 hours also), place cat under 
the same conditions, and note any differences in diameter between the pupils of the 
treated and the untreated eyes. (A satisfactory reaction is produced when the pupil 
of the treated eye is just perceptibly wider (0.5 to 1.0 mm.) than the pupil of the un¬ 
treated eye.) Do not use the same eye for another assay for at least 24 hours. 

If the concentrations given by Munch fail to produce a satisfactory reaction, repeat 
the test with a stronger or weaker solution until the minimum effective concentration 
is found. (This concentration may vary somewhat for different cats, but it is essen- 
tialfy constant for the same cat.) 

BIOASSAY OF UNKNOWN SOLUTIONS. 

Dilute the 1 mg.-per-cc. solution to be tested to the minimum effective concentration 
for the cats to be used, and drop 0.05 cc. of this dilution into one eye of the cat, fol¬ 
lowing the same procedure as in the determination of the minimum effective concentra¬ 
tion. Also prepare stronger and weaker solutions, and apply to one eye of each of the 
other cats used. Test various concentrations until one is obtained that produces 
satisfactory mydriasis of the same degree as the standard solution when tested on two 
or more cats. 

To obtain the milligrams of alkaloid present in each cc. of the original solution, 
multiply the milligrams per cc. found to be the cat’s minimum effective concentration 
by the dilution employed. Knowing that the original solution was made to contain 
1 mg. of alkaloid per cc., calculate the quantity of mydriatic present, and express as 
percentage of the total alkaloid. 

The accuracy attained when this method is used will depend upon 
the care taken to standardize the cats before attempting the assay of 
unknown solutions. The actual work with the unknown is a very small 
part of the total labor. 

The method recommends 0.05 cc. for physical reasons; for physio¬ 
logical reasons, it might be more satisfactory to reduce this quantity to 
0.04 cc. or even 0.03 cc. 

The associate referee is unwilling to rely upon the constancy of volume 
of drops, even from a standardized pipet. He has difficulty in watching 
the reading and the cat’s eye simultaneously. It is therefore recom¬ 
mended that special pipets or syringes be used to deliver only the exact 
quantity wanted. 

The associate referee’s criterion for determining the effect of a drug is 
the maximum constriction of the pupil. Enlargement of one pupil 
(using the other as a control) may be observed if this procedure is not 
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strictly followed; whereas at the maximum constriction, no difference 
is noted. The criterion chosen is arbitrary, but the soundness of selec¬ 
tion is based upon the logical assumption that at the maximum con¬ 
striction the cat is using every muscle fiber in the circular muscle of 
the iris. This condition is more easily reprcxluced than any inter¬ 
mediate states of non-maximal constriction, in which the number of 
active fibers is unknown. 

REPORTS AND COMMENTS OF COLLABORATORS. 

J. C. Munch: This method was developed primarily for mixtures, such as morphine 
and atropine. Over a hundred solutions have been treated by it. By careful attention 
to details, it has Ix^en possible to differentiate between solutions of mydriatic alkaloids 
varying by 10 per cent in concentration. 

A solution ('.ontaining 4.0 mg. of hyoscyaminc per liter was readily distinguished 
from others containing 3 6 mg. and 4.4 mg. per liter, the concentrations of all solutions 
being unknown at the time the U^sts were made. Bioassay of an atropine-morphine 
mixture made to contain 83 mg. t)f atropine per liter gave results of 100 mg. per liter. 
Several solutions containing atropine, hyoscyaminc, or hyoscine were tested with 
similar agreements with c.hemical assay. Solutions of morphine and atropine sulfate, 
and hypodermic tablets of tbe same composition, have been assayed, and agreement 
was found within the limits of accuracy of tlie method with chemical assays. 

The mefiiod cannot replace the chemical assay, of cnurse. However, in the assay 
of morphine-atropine, hyoscJne-morphine-cactin, atropine-papaverine, and similar mix¬ 
tures, it seems to have a definite place. In studying the racemization of hyoscyaminc 
to atropine, it has proved very useful. 

I have found the following concentrations statistically to be average minimum 


effective concentrations: 

mg per liter 

Atropine 12 

Hyoscyaminc 4 

Scopolamine . . 0.4 

Homatropine. . 100 

Gwnine 100 

Euphthalniin.... 50,000 


Data upon the first three were more carefully worked out than on the others. 

L. W. Rowe^ Parke-Davis Co.: In these experiments the threshold was not so definitely 
uniform as it was found to be in your work. The accuracy of the method certainly does 
not seem to be within 10 per cent although unknowns were not tested, and hyoscyaminc 
may be more definite in action than atropine. There are certainly possibilities in the 
method when mixtures of mydriatic alkaloids are concerned, but with atropine the 
quantitative possibilities do not seem to be within the 10 per cent ♦ * *. We were 
surprised at the time factor being so variable in different animals even with the same 
dose. It would seem that with such a definite technique the time of maximum action 
should be much more uniform and also much shorter after instillation of the drug. 

Carl NielseUy Abbott Laboratories: * * * The few tests we have conducted with it 
have indicated that the method offers a simple and practical quantitative assay for 
mydriatics in cx)mpound mixtures ♦ ♦ We welcome this valuable method of assay 
and intend to apply it as a routine test for quantitative assay of mydriatics in mixtures 
of this character. 
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H, R, Watkins, Bureau of Chemistry: I used the method developed in the Phanna- 
cological Laboratory and obtained satisfactory results on atropine and hyoscyamine— 
the hyoscine experiments were not completed. The atropine and hyoscyamine thresh¬ 
olds were found to be the same as described in the method of assay. 

It was found that individual cats varied, hence it was necessary to standardize the 
cats and to know each cat. The use of standardized pipets graduated in 0.01 oc. was 
satisfactory. 

RECOMMENDATIONS'. 

It is recommended— 

(1) That the method presented be adopted as a tentative method. 

(2) That the application of the method to the quantitative bioassay 
of other mydriatics be studied during the coming year. 

REPORT OF COMMITTEE ON CONSTITUTION AND BY-LAWS. 

At its last meeting the association adopted a resolution directing that 
any proposed amendments to the constitution and by-laws of the asso¬ 
ciation be published in The Journal in advance of the date of the next 
convention, in order that members of the association might have the 
opportunity of giving such amendments due consideration before final 
action upon the question of their adoption. 

The tentative revised draft of the constitution and by-laws presented 
herewith was prepared by W. W. Skinner, W. H. Maclntire, C. A. 
Browne, and 0. Schreiner, who gave much time and thought to the 
task delegated to them. 

The chairman was unable to be in Washington at the time and to 
take part in the work of the revision, but he concurs with the other 
members and collaborators in the report submitted and desires to ex¬ 
press his appreciation of the valuable service rendered by them. 

B. B. Ross, 

Chairman of Commiilee on Revision of 
Constitution and By-Laws. 

CONSTITUTION AND BY-LAWS OF THE ASSOCIATION OF OFFICIAL 
AGRICULTURAL CHEMISTS*. 

CONSTITUTION. 

Article I. 

Name and Object. 

This association shall be known as the Association of Official Agricultural 
Chemists of North America. 

The objects of the association shall be— 

(1) To secure, devise, test, and adopt uniform and accurate methods for the analysis 
of fertilizers, soils, foods, feeding stuffs, dairy products, medicinal products, and other 
materials relating to agricultural pursuits; 

1 For report of Sub-<$ommittee B and action of the aMociation on Bioaaaay of Drugs, see This JournoU, 
1927. 10: 70. 

2 Sm Thia Journal^ 1920, 3: 686-9, tat present constitution. 
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(2) To secure uniformity in tbe statement of analytical results; 

(3) To conduct, promote, and encourage research in chemistry in its relation to 
agriculture; and 

(4) To afford opportunity for the discussion of matters of interest to agricultural 
chemists. 

Article II. 

Membership. 

ACTIVE MEMBERS. 

Chemists connected with the following agricultural instil utions shall alone be eligible 
ex officio to active membership: 

(1) The United States Department of Agriculture; 

(2) Any national, state, or provincial experiment station, college, or l>ody engaged 
in research in agricultural chemistry; and 

(3) Any national, state, or provincial institution or body charged with oflicial con¬ 
trol of any of the materials named in Article 1. 

ASSOCIATE MEMBERS. 

Chemists connected witli municipal laboratories charged with control of any of the 
materials or subjects named in Article I are eligible ex officio to associate membership. 
1;^ Chemists engaged in research in agricultural chemistry who are not eligible to active 
membership and active members of the association who lose their right to such mem¬ 
bership by retiring from the positions indicated above as requisite for eligibility to 
active membership may be elected to associate memtfership upon recommendation of 
the Executive Committee. 


HONORARY MEMBERS. 

Upon recommendation of the Executive Committee, persons may be elected to honor¬ 
ary membership by the two-thirds vote of those present at any regular meeting of the 
association. 

Article III. 

Officers and CommiUees. 

The officers of the association shall consist of a president, a vice-president, and a 
secretary who shall also act as treasurer. 

These officers shall lie elected annually from and by the active members and they 
shall perform the usual duties of their respective positions. These officers, together 
with two other active members to be elected by the association, shall constitute the 
Executive Committee. The special duties of the officers of the association shall be 
further defined, when necessary, by the Ebrecutive Committee. Upon the recommenda¬ 
tion of the Executive Committee, the president shall appoint a chairman and a com¬ 
mittee of nine other members, which shall be designated as a Committee on Recom¬ 
mendations of Referees, one-third of the membership of which shall be appointed at 
intervals of two years to serve six years, the chairman to be appointed annually. The 
chairman shall divide the nine members into subcommittees (A, B, and C) and shall 
assign to each subcommittee the reports and subjects which it shedl consider. At the 
annual meeting, upon the recommendation of the Committee on Recommendations of 
Referees, the president shall appoint from among the active or associate members of 
the association, a referee and associate refereefj for each of the subjects to be considered 
by the association. It shall be the duty of these referees— 

(1) To prepare and distribute samples and standard reagents to members of the 
association and others desiring the same; 
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(2) To furnish Uanks for tabulating analyses; 

(3) To present at the annual meeting the results of the work done and recommenda¬ 
tions for methods to be based thereon; and 

(4) To direct and encourage general discussion at the meetings. 

Article IV. 

Meetings. 

The annual meeting of the association shall be held at such place as shall be decided 
by the association, and at such time as shall be decided by the Executive Committee. 
Announcement thereof shall be made, if possible, three months prior to the time of said 
meeting. Special meetings ahall be called by the Executive Committee when in its 
judgment it may be necessary. 


Article V. 

Changes in Constitution. 

All proposed changes or amendments to this constitution shall be presented in writing 
and read in full to the association not later than the second day of the regular annual 
meeting, shall be referred to the Executive Committee, and after a rejwrt from this 
committee may be adopted as the first order of business on the third day by a vote of 
three-fourths of the active members present. 

BY-LAWS. 

(1) Any amendment to these by-laws or changes therein may l)e proposed in the 
same manner and adopted by the same procedure as amendments to the constitution, 
but only a two-thirds vote of the active members present shall be required for their 
adoption. 

(2) These by-laws or any portion of them may be suspended at any regular meeting 
of the association williout previous notice by a vote of three-fourths of the active mem¬ 
bers present. 

(3) Only one qualified active member of a college, experiment station, bureau, board, 
or other institution shall be entitled to vote on general questions before the whole 
association. At the discretion of the Chair, any institutional vote upK>n which there 
does not seem to be adequate representation may be conducted by letter ballot. 

(4) In voting upon questions involving methods of analysis, definitions, nomencla¬ 
ture, and laws or regulations relating to materials mentioned in Article I of the Con¬ 
stitution, each of the said institutions shall be entitled to vote only upon questions 
relating to those materials over which said institution exercises official control. 

(5) A method shall not be adopted as official or an official method be amended until 
such method or amendment has been recommended as official by the appropriate 
referee at two annual meetings. 

(6) No changes shall be made in the methods of analysis used in official inspection 
until an opportunity shall have been given all active members having charge of the 
particular inspection affected to test the proposed changes. 

(7) A method shall not be adopted as tentative or a tentative method amended 
until such method or amendment has been reported by the appropriate referee and 
published in the proceedings of the association. 

(8) When any officer ceases to be eligible for membership in the association, his 
position shall be considered vacant, and a successor may be appointed by the Executive 
Committee to continue in office until the next regular meeting. Should any referee or 
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associate referee resign or cease to be eligible for membership in the association, his 
office shall be considered vacant and a successor shall be appointed as prescribed in 
Article III of the Constitution. Should a vacancy occur in the Executive Committee, 
such vacancy may be filled by the action of the other members. 

(9) Chemists connected with commercial firms or institutions and others interested 
in the objects of the association who are not eligible to either active or associate mem¬ 
bership may attend its meetings, take part in its discussions, and, if permission is 
secured from the Executive Committee, may present papers. 

(10) Each college, experiment station, bureau, board, or other institution entitled 
to representation in the association shall contribute annually $5.00 prior to the first of 
January following the regular annual meetings. 

(11) * A Board of Editors of The Journal of the association, consisting of five members, 
one of whom shall be designated the chairman, shall be appointed by the president with 
the advice and consent of the Executive Committee. These members shall serve for a 
period of five years, a new member being appointed each year. 

(12) * A fertilizer definition or interpretation shall not be adopted as tentative or a 
tentative definition or interpretation amended until such definition or interpretation 
has been rctcommended by the Committee on Definitions of Terms and Interpretation 
of Results on Fertilizers and published in the proceedings of the association. 

(13) * A fertilizer definition or interpretation shall not be adopted as official or an 
official definition or interpretation be amended until such definition or interpretation 
has been recommended by the Committee on Definitions of Terms and Interpretation 
of Results on Fertilizers at two annual meetings. 


1 Added at the 1922 convention. 
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COINTRIBUTED PAPERS. 

AN INEXPENSIVE AND ACCURATE GAS CHAIN FOR LIQUIDS 
LIGHTER THAN SATURATED POTASSIUM CHLORIDE 

SOLUTION. 

By Henry C. Waterman (Food Control Laboratory, Bureau of Chem¬ 
istry, Washington, D. C.). 

In the majority of the simpler forms of hydrogen electrode vessel now 
on the market, the liquid junction is made by the dipping of a tube 
carrying the bridge solution into the liquid under examination. This 
arrangement causes more or less rapid diffusion of small quantities of 
potassium chloride into the space about the electrode, and so tends to 
produce low results. There are now available many ingenious devices 
by which this difficulty is overcome, and by which, also, there is secured 
the important advantage of a sharp liquid junction. None of these 
devices, however, so far as the writer is aware, can be either made or 
repaired in the laboratory by the chemist of ordinary glass-blowing 
skill, and all of them are expensive to purchase outright. An electrode 
apparatus embodying the accuracy features of the more elaborate types 
in a design simple enough to be set up quickly, with little or no glass 
blowing and at small expense, remains, therefore, an important desider¬ 
atum. It was to meet such a need that the design presented in this 
note was devised. 

In this laboratory the apparatus has given uniformly satisfactory 
results with solutions of a wide variety, both in general composition 
and in pH value. (F. Hillig, for instance, has successfully used Form I 
of the new vessel for between 200 and 300 pH measurements on malt 
infusion-milk mixtures. Indeed, Form I (for foaming liquids) was sug¬ 
gested to the writer by this need, the mixtures foaming so badly that 
special provision was necessary.) The contamination of the sample 
solution with potassium chloride, mentioned previously, has not occurred 
in any experience with the apparatus; indeed, the connection between 
the test solution and the saturated potassium chloride bridge has been 
left open for a period of 18 hours without the appearance of chloride 
in the body of the electrode vessel. The exclusion of carbon dioxide 
and other atmospheric contaminants appears to be sufficiently pro¬ 
vided for, since the results with such standard checking solutions as 
0.05 M potassium hydrogen phthalate have shown no error greater than 
a few thousandths pH, except when the error could be traced to the 
use of impure potassium chloride in either the bridge or the calomel 
electrode. A sharp liquid junction, easily and quickly reproducible 
with very small loss of the experimental material, is readily obtained; 
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foaming liquids and those containing sediments are handled without 
undue complication of the manipulation and without contamination of 
the salt bridge with sediment. (The apparatus is adapted, therefore, 
for quinhydrone as well as for bubbling hydrogen.) The volume of 
sample solution required is comparatively small, 20 cc. being ample for 
duplicate determinations; the electrode vessel is easily removed and 
cleaned; and, finally, the entire assembly, with the exception of the 
sealing of a small platinum wire into the drawn-out end of a piece of 
half-inch tubing, to form the calomel electrode vessel, can be set up, in 
one of its two forms, without any glass blowing. It is hoped that this 
apparatus may fill the need for accurate, laboratory-made equipment 
until a better has been devised. 

CONSTRUCTION. 

Two forms of the electrode vessel proper are shown in the drawing. 
That shown at the right (Form II), in its place in the assembly, has been 
found most convenient for ordinary use. It may be made from a heavy- 
walled test tube having an internal diameter of about 20 mm., to the 
bottom of which is sealed an ordinary glass stopcock carrying tubing of 
about 5 or 6 mm. diameter. Form I, especially adapted for foaming 
liquids, is drawn to a much larger scale than that of the complete 
assembly. It consists of a stock size Squibb separatory funnel, converted 
to the present use without any glass blowing, by cutting the bevelled 
tip from the stem and rounding the cut edges slightly in a flame. 

At the right are also shown the remaining parts of the gas chain. 
These will be seen to consist essentially of four T-tubes, short lengths 
of rubber tubing, and a separatory funnel to serve as a reservoir for 
saturated potassium chloride, together with a very simple form of 
saturated calomel electrode. The entire assembly—two hydrogen elec¬ 
trode vessels with their reservoirs and a common calomel electrode for 
the two—can be mounted on one medium sized ring stand, or the vessels 
and half-cell can be placed on one small sized stand and the reservoirs 
on another, as shown in Fig. 2. The construction is believed to be so 
plainly shown in the drawing and photograph that it will not be given 
in detail. It may be noted, however, that the tubing of T-1 should have 
an inside diameter about 2 mm. greater than the outside diameter of the 
electrode vessel stem. The writer’s own set-up has approximately the 
following dimensions at the point mentioned, T-1 (vertical portion): 
outside diameter, 10 mm.; inside, 9 mm.; stem, outside diameter 7 mm., 
inside 5 mm. The remaining details, with the exception of the position 
of the reservoir, which is described under manipulation, may be Ob¬ 
tained with sufficient accuracy from the drawing. The form of calomel 
half-cell shown was chosen not only for its easy and inexpensive con¬ 
struction, but also for its freedom from the annoyances incident to the 
dipping connection in a side-tube filled with mercury. 
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MANIPULATION. 

After withdrawing the vessel proper from the rest of the assembly, 
wash and rinse it with distilled water, and dry it by wiping and by 
drawing or blowing through a current of air. Dip the end of the stem 
into the liquid to be examined, and fill the vessel to a height of 20 to 
25 mm. by suction. (This ensures a bubble-free filling of the stem.) 
Rinse the electrode, previously plated and rinsed with distilled water, 
with about 0.5 cc. of the solution to be tested, and put it in place in the 
hydrogen jacket tube. Open the cock (r) momentarily, so that the 
bridge solution comes to the top of the upper outlet (o), then return the 
vessel proper to its position in the apparatus. Attach the hydrogen 
supply and allow the gas to bubble through at a suitable rate until 
equilibrium is attained. 
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To make a reading, open the pinchcock (p-1) of the upper outlet (o) 
for a moment, to release the pressure caused by the insertion of the elec¬ 
trode vessel stem; open the liquid-junction cock (j), keeping (p-1) closed; 
now reopen (p-1) for an instant, permitting but two or three drops of 
the sample solution to escape into the surrounding saturated potassium 
chloride solution. Close (j), open (r), and once more open (p-1) slightly, 
allowing 1 or 2 cc. of the bridge solution to sweep out the mixture, 
potassium chloride and sample solution, from about the tip of the 
electrode vessel stem, which at that point forms a sharp junction. 
Finally, close first (p-1) and then (r), and open (j). 

The residual pressure in the tubing from the potassium chloride 
reservoir to the gas chain raises the junction about 5 or 6 mm. in the 
electrode vessel stem. If this action does not occur, or if the junction 
rises too high in the stem, move the reservoir up or down until the cor¬ 
rect adjustment is obtained. Having taken the reading, close (j) until 
it is again desired to check the progress of the determination. When the 
potential difference ceases to rise, make a new junction as just described; 
shut off the hydrogen ; close the pinchcock (h); pinch and release the 
tubing between (h) and the vessel to expel the hydrogen from the end 
of the jacket tube and draw the sample solution well up about the 
electrode; close (e); and take the final reading. The junction may be 
renewed every time a check reading is taken and requires only about 
15 seconds, but in the experience of the writer the original junction 
remains sharp enough for all save final readings. 

The manipulation requires a lengthy statement in words, but in prac¬ 
tice it is very quickly and easily performed. 

Sediments, If any sediment from the sample settles into the potassium 
chloride column in (T-1), (T-2), and (T-3), remove the vessel at the end 
of the determination and open (p-2), dropping the entire column into 
the waste line. Close (p-2), refill by opening (r), and repeat the drain¬ 
ing if necessary. In draining the column, if a bubble of air enters the 
arch of tubing between T-2 and the potassium chloride trap, it may be 
removed by opening the vent (V). This vent is also useful for ridding 
the bridge of air bubbles in setting up the gas chain. 

Foaming Liquids, Use Form I of the electrode vessel. As this form 
can be made without glass blowing, it might well be used for all deter¬ 
minations ; no greater volume of sample is required than for the tubular 
form. Despite the obvious theoretical objection to the large space above 
the solution, it has been found that the results with the Squibb funnel 
form of the vessel are as accurate as those obtained with the tubular 
form. 

The manipulation of the funnel form differs from that of the tubular 
in one point only. The necks of the smaller Squibb funnels do not 
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admit a stopper large enough to carry both the hydrogen jacket tube 
and an outlet tube with cock. The hydrogen outlet, therefore, takes 
the form of a slot cut in the side of the stopper. This slot is not extended 
to the top of the stopper, but it is made of such a height that when the 
stopper is firmly, but not fully, inserted, the slot is open. When the 
hydrogen is shut off for tlie final reading, however, the stopper is fully 
inserted, thus preventing either entrance of air or loss of the hydrogen 
atmosphere. 

Accuracy. 0.05 M solutions of potassium hydrogen phthalate in car- 
bon-dioxide-free distilled water were used as checking standards, at 
various temperatures within the range of 20°~30°C. The theoretical 
value is pH 3.97 for all temperatures within the range stated^ All the 
results obtained in this laboratory have been between pH 3.96 and pH 
3.97, most of them between pH 3.965 and pH 3.970. Results with the 
tubular and funnel forms of the apparatus are the same. 

Manipulation time. Five minutes is required to remove, wash, dry, 
fill, and replace the electrode vessel, and prepare the electrode. Forming 
or renewing junctions has already been stated to require about 15 seconds. 
Equilibrium is attained at the same rate as with other bubbling types 
of electrode vessel. 

A similar scheme for securing sharp liquid junction has been used by 
F. A. Elliott^ and by Elliott and Acree*. Their designs, however, are 
among the most expensive of electrode vessels because of the complicated 
and delicate gt/ass work; and, furthermore, the electrode vessels proper 
are made in one piece with the potassium chloride bridge. It is impossi¬ 
ble, therefore, to remove, clean, and dry the electrode vessel proper for 
each determination. The convenience and economy of sample solution 
obtained by the separable construction have already been noted. 

SUMMARY. 

A simple design of sharp-junction hydrogen electrode vessel of the 
bubbling type is described, one form of which can be set up without 
any glass blowing from materials available in almost any laboratory. 
The vessel possesses the advantages of low cost, rapid manipulation, 
freedom from potassium chloride contamination of the solution under 
examination, exclusion of atmospheric carbon dioxide, small volume of 
sample, and accuracy. Results with 0.05 M potassium hydrogen phtha¬ 
late as test solution show uniformly less than 0.01 pH unit variation from 
the theoretical value for this solution as given by Clark. 

^ Clark, W. M. The Determination of Hydrogen Ions, 2nd ed., p. 274, Williams and Wilkins Co., 1925* 

» Bull. 100. The Will Corporation, Rochester, N. Y. 

* Pyrc^ectr. Bi>monthly Bull., No. 14, September, 1921. 
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THE ESTIMATION OF MILK FAT IN MILK CHOCOLATE BY 
MEANS OF A MODIFIED XYLENE NUMBER. 

By C. A. Greenleaf^. 

INTRODUCTION. 

The usual method of estimating milk fat in milk chocolate, and that 
adopted tentatively by the Association of Official Agricultural Chem¬ 
ists®, employs the Reichert-Meissl number of the extracted fat as the 
basis for calculation. Recent collaborative work reported by nine ana¬ 
lysts for that association, however, showed a variation between results 
on the same sample of about 36 per cent of the total quantity of milk fat 
present®. Since the Reichert-Meissl procedure is quite rigidly empirical 
and the results are strongly influenced by variations in experimental 
conditions, these results are not surprising. In view of this variation, 
however, it seemed desirable to make further study of methods for esti¬ 
mating milk fat in such mixtures, especially methods from which it 
might be possible to eliminate the variable factors. 

A conspicuous characteristic of milk fat is its content of combined 
butyric acid, and this fact has been utilized widely in efforts to determine 
milk fat in the presence of other fats, such as coconut oil and palm kernel 
oil, which contain considerable quantities of volatile fatty acids other 
than butyric. While the interfering influence of these fats was not antici¬ 
pated in the work described in this paper, the methods referred to sug¬ 
gested means of controlling experimental conditions more closely. 

The method proposed by Kirschneri determines the number of cc. of 
0.17V alkali required to neutralize an aliquot part of those Reichert- 
Meissl acids whose silver salts are soluble in neutral water solution. 
Formulas for the use of this value are given by Kirschner and also by 
Elsdon and Smith®. The principal objection to the method is that it is 
carried out on the distillate obtained in the Reichert-Meissl procedure, 
and is, therefore, subject to the uncertainties of the latter. The “A” 
and “B” number procedure of Bertram, Bos, and Verhagen® avoids this 
difficulty by removing the higher fatty acids as insoluble magnesium 
soaps and applying the silver-soap separation previous to the distillation 
of the volatile fatty acids. As a result of these separations, the fatty 
acid remaining for distillation is principally butyric, 96-97 per cent of 
which distils under the conditions of the procedure, regardless of reason¬ 
able variations in the rate of distillation. 

1 Under assipinment to the Food Contrt^ Laboratwy. Bureau of Checniatry. U. 3. D^artment of Agri¬ 
culture, Washington, D. C., from the U. S. Veterans* Bureau. 

* Methods of Analysis, A. O. A. C., 1925, 345. 

» This Journal, 1926, 9: 466. 

* Z. Nahr. Genussm,, 1906, 9: 66. 

> Analyst, 1925, 50: 63. 

* Z. deut. bUFeU-Ind., 1924, 44: 446, 459. 
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Other methods for approximating the content of butyric acid, such as 
the “Gilmour Number”^ and the “Butyric Acid Number” of Kuhlmann 
and Grossfeld^, depending on partition between an aqueous layer and a 
layer of insoluble fatty acids, were not studied in this investigation on 
account of the obvious difficulty of fixing the composition of the fatty 
acid phase. 


EXPERIMENTAL. 

In order to study the method of Bertram, Bos, and Verhagen, a series 
of mixtures of cocoa butter and butterfat was made up and examined by 
that procedure, as modified by Kuhlmann and Grossfeld^, and further 
modified by the writer to use 10 grams of the fat and proportionate 
quantities of the reagents. This change was made because only the “B” 
number was to be determined, the “A” number being related to the 
detection of coconut or palm kernel oil. 

In the procedure followed, 10 grams of the fat was saponified with a 
glycerin-potassium hydroxide mixture, diluted, and treated with 51 cc. 



1 Anafyti, 1925, 50: 272. 

* Z, unlerMuch. 1026, 51: 31. 

* Z. angew. Chem., 1926, 39: 24. 
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of hot 15 per cent magnesium sulfate solution at 80®C. After cooling to 
20°C. and making up to 260 grams, the mixture was filtered. Then 200 cc. 
of the filtrate was neutralized with 0.5N sulfuric acid, made up to 250cc., 
treated with 2 grams of pondered silver sulfate, and filtered. Of this 
second filtrate, 200 cc. was acidified with 50 cc. of dilute sulfuric acid 
(13 cc. of concentrated sulfuric acid to 500 cc.) and distilled, 200 cc. of 
distillate being collected. The number of cc. of O.liV alkali required to 
neutralize the distillate, minus the blank from a similar determination 
conducted without fat, is the “B” number. The “B” number corre¬ 
sponds to 6.4 grams of the fat, and is a measure of the volatile fatty acids 
whose magnesium and silver salts are soluble. 

The results are shown in Table 1. Although close duplication was ob¬ 
tained and the percentages found show fair agreement with the actual, 
when the results are plotted (Figure 1, upper line), it is evident that no 
simple mathematical relation exists between the “B” number and the 
percentage of butterfat. 

When the butterfat is diluted with other fat, irregularities are appar¬ 
ently introduced through the partial solubility of the silver salts of the 
volatile acids other than butyric acid that are present in butterfat. The 
influence of caproic acid in particular was shown by the following ex¬ 
periment: 

Table 1. 

Estimation of butterfat from the number. 


BUTTBIUTAT 

“b” mJMBBR 

BUlTBBrAT FOUND 

per cent 


per cent 

0 

0.65 

0 

2 

1.22 

2.0 


1.22 

2.0 

5 

2.48 

4.4 


2.48 

4.4 

30 

4.6 

10.1 


4.5 

10.0 

30 

11.40 

28.1 


11.25 

27.8 

65 

22.70 

62.0 


22.60 

61.7 

100 

30.8 

90.0 


30.5 

89.0 


30.0 

87.5 


Figures under “Butterfat Found” were obtained from the chart prepared by B., B. 
and V., to which reference has been made. 


A quantity of caproic acid (0.195 grams), an excess over the amount 
to be expected in the quantity of butterfat used in the “P” number pro- 
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cedure, was neutralized with sodium hydroxide, diluted to 250 cc., treated 
with silver sulfate, as in the “B” method, and filtered. Using this fil¬ 
trate, the “B” number procedure was completed from this point as pre¬ 
viously described. The distillate required 2.35 cc. of O.lA^ sodium hy¬ 
droxide, blank 0.20, net 2.15 cc. of O.liV sodium hydroxide. 

As much as 2.15 cc., then, of the “B” number may be due to caproic 
acid not removed by the silver separation. If the percentage of butter- 
fat present is high enough to yield an excess of caproic acid, this effect is 
constant, the excess of caproic acid being precipitated. Low percen¬ 
tages do not exceed the solubility of silver caproate, and all the caproic 
acid remains in solution, its effect on the “B” number then being pro¬ 
portionately greater. Since butterfat contains, in addition to butyric 
and caproic acids, caprylic and capric, the silver salts of which arte not 
entirely insoluble, the relation between the “B” number and the content 
of butterfat could be expected to vary through the entire range, as the 
results show that it does. 

Van Raalte^ found that when dilute aqueous solutions of butyric and 
caproic acids are shaken with 20 per cent of their volume of xylene, 
about 79 per cent of the caproic acid is removed and only about 6 per 
cent of the butyric, and that under the same conditions caprylic acid 
and higher homologs are removed practically entirely by the xylene. 
His “xylol number” procedure*is based on this separation. In this proce¬ 
dure 5 grams of fat is used and the Reichert-Meissl number is determined 
by the Leffman and Beam method. To the titrated distillate is added 
the equivalent amount of 0,1N sulfuric acid, and 110 cc. is shaken with 22 
cc. of xylene. After standing, the aqueous layer is filtered, and 100 cc. 
is titrated with O.lA^alkali, the result being calculated back to 5 grams of 
fat. Using this value and the Reichert-Meissl number. Van Raaltc also 
gives formulas and tables for calculating the percentage of butterfat in 
mixtures. This procedure is subject to the same criticism as that of 
Kirschner’s—it is carried out on the Reichert-Meissl distillate. In an 
attempt to overcome this difficulty a new procedure was developed 
by the writer embodying the removal of higher fatty acids as insoluble 
magnesium soaps and extraction with xylene previous to distillation of 
the volatile acids. The details are as follows: 

modified xylene number. 

REAGENTS. 

(a) Glycerin—potassium hydroxide mixture .—To 300 cc. of C. P. glycerin, add 
80 cc. of potassium hydroxide solution containing 750 grams per liter. 

(b) Magnesium sulfate solution .—150 grams per liter. 

(C) Dilute sulfuric acid .—17 cc. of concentrated sulfuric acid diluted to 500 cc. 


1 Chem. Weekblad., 1026, 23; 222. 
> Ibid., 1927, 24: 59. 
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PROCEDURE. 

Into a tared 500 oc. Erlenmeyer flask weigh exactly 10 grains of the fat. Conduct 
also a blank determination without fat. Add 20 cc. of glycerin-potassium-hydroxide 
mixture and saponify gently over a small flame until the solution is perfectly clear, 
avoiding overheating. Add 175 cc. of hot, recently boiled distilled water, place in a 
water bath, and bring the temperature to 80®C. Add gradually 51 cc. of the hot mag¬ 
nesium sulfate solution, measured at 80°C., whirling the contents of the flask. Return 
to the bath and hold at 80"* for 5 minutes with frequent shaking. Cool with shcdiing 
to 20X., bring the contents of the flask to 260 grams with distilled water at 20®C., 
stopper, and shake vigorously. Place in a water bath at 20®C. for 5 minutes. 

Filter at once on a Buchner funnel, using suction, pressing down the cake of magnesium 
soaps and draining thoroughly, in order to secure the necessary volume of filtrate. 
Transfer 200 cc. of the filtrate to a separatory funnel, pipet in 50 cc. of the dilute sul¬ 
furic acid, add 50 cc. of xylene, and shake thoroughly at intervals for 5 minutes. 

Allow the layers to separate and draw off the aqueous layer through a folded filter. 
Transfer 200 cc. of this solution to a 500 cc. Florence flask, add 50 cc. of water and a few 
pieces of pumice, and distil exactly 200 cc. in about 40 minutes, using the Polenske 
apparatus. Titrate the distillate with 0.05 N alkali, using phenolphthalein. Subtract 
the blank and divide the remainder by 2 to obtain the “xylene number”. 

The same series of fat mixtures mentioned previously, with the addi¬ 
tion of mixtures containing 40 per cent and 50 per cent butterfat, was 
examined by this procedure. The results are given in Table 2. 


Table 2. 

Estimation of hulkrfoi from the modified xylene number» 


BUTTBRPAT 

MODIFIED XYLENE NO. 

CALCULATED BUTTBIIFAT 

per cent 


per emt 

0 

0.40 


0 

0.40 


2 

0.96 

2.07 

2 

0.93 

1.96 

5 

1.75 

5.00 

5 

1.75 

5.00 

10 

3.20 

10.35 

30 

8.57 

30.20 

30 

8.55 

I 30.13 

40 

11.22 


50 

13.76 

50.39 

65 

17.40 

65.26 

65 

17.10 

64.03 

100 

26.0 



26.9 



25,8 

.... 


When plotted, these values give the points shown in Figure 1, lower 
line. While the values do not yield a single linear equation, the entire 
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series can be approximated by two straight lines, one for values from 
0 per cent to 40 per cent, the other from 40 per cent to 100 per cent 
butterfat, derived by the ordinary two-point formula: 

P - Pi N - Ni 
P,- P, “ N,- Ni 

where P « percentage of butterfat, 
and N *= xylene number. 

From this relation, the line for values up to 40 per cent is: 

_P ^ N - 0.40 
40 “ 11.22 ~ 0.40* 

or 

P = y if N is less than 11.22 (1). 

0.2705 

From 40 per cent to 100 per cent, 

P - 40 ^ N - 11.22 
100 - 40 “ 25.9 - 11.22* 

or 

p « if N is greater than 11.22 (2). 

0.2447 

These equations are shown plotted in Figure 1, lower graph, the two lines 
intersecting at the point corresponding to 40 per cent butterfat, having a 
xylene number of 11.22. The percentages obtained from the remaining 
xylene numbers by these equations, as shown under “Calculated Butter¬ 
fat, per cent”, in Table 2, show close agreement with the actual. Since 
the values for 0 per cent, 40 per cent, and 100 per cent were used in deriv¬ 
ing the equations, they are not repeated under “Calculated Butterfat”. 

In order to base these equations on average values for cocoa butter and 
butterfat, additional samples of cocoa butter, butterfat, and mixtures of 
the two were examined by the above procedure. The complete results 
are given in Table 3. 

Using the average values given in Table 3 for pure cocoa butter, pure 
butterfat, and mixtures containing 40 per cent butterfat, the equation 
for mixtures from 0 to 40 per cent butterfat is derived as above. 

JO N - 0.19 

40 11.72 ~ 0.19* 

or 

P when N is less than 11.72 (3); 

0.288 

and similarly for mixtures from 40 per cent to 100 per cent butterfat. 
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Table 3. 


Modified xylene numbers of pure cocoa butters, huUerfcUs, and mixtures of the two* 



I 

1 


IIIXTU»B8, 

COCOA aumm 

BUTTBBFAT 

40 PBB CBNT BirmnurAT, 

MODimD XYIBNB NO. I 

MOOinBD XYLBNB NO. 

00 PBB CBNT COCOA BUTTBB 





KODmBD XYLBNB NO.* 

I 

0.40 

I 

26.0 

I 

11.09 


0.40 


25.9 




1 


25.8 



II 

0.30 

II 

25.5 

II 

11.14 




25.5 



III 

0.15 

III 

25.80 

III 

12.04 


0.15 


25.55 



IV 

0.10 

IV 

27.50 

IV 

12.37 


0.10 


27.35 



V 

0.10 

V 

26.15 

V 

11.82 


0.10 


26.05 



VI 

0.10 

VI 

25.60 

VI 

11.69 


0.10 


25.55 



Ave. 

0.19 

VII 

25.40 

25.20 

VII 

11.58 

Max. 

0.40 

VIII 

25.95 

VIII 

11.37 

Min. 

0.10 

1 

IX 

27.45 

27.30 

IX 

11.99 



X 

26.45 

26.25 

X 

11.67 



XI 

26.25 

26.10 

XI 

11.64 



XII 

26.80 

26.70 

XII 

12.14 



Ave. 

26.18 

Ave. 

11.72 



Max. 

27.50 

Max. 

12.37 



Min. 

25.20 

Min. 

11.09 


Corrected to basis of ooooa butter havinf a Xylene No. of 0.19« 


P -40 ^ iV-11.72 ^ 

100 - 40 “ 26.18 - 11.72 

or 

p =s when N is greater than 11.72 (4). 

0.241 

Another series of mixtures of cocoa butter and butterfat was prepared, 
the samples shown as Cocoa Butter 1, and Butterfat 11 in Table 3 being 
used, and the xylene numbers were determined by the writer and an- 
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other analyst. The results, with the percentages of butterfat calculated 
according to Equation (3), are shown in Table 4. It should be noted 
that the cocoa butter and butterfat used had xylene numbers diflfering 
widely from the average shown for each fat, so that the results in Table 4 
show the behavior of the method under adverse rather than favorable 
conditions. 


Table 4. 

Results obtained by two analysts using the xylene number procedure. 


BUTTSIIFAT 

MODIFIBD XYUBNB NO. 

BUTTBIUrAT CALCULATED 

C. A. O. 

j. 1. p. 

C. A. O. 

j. I. p. 

per cent 



per cent 

per cent 

5 

1.81 

1.80 

5.63 

5.59 


1.73 

1.70 

5.35 

5.24 

10 

3.15 

3.00 

10.28 

9.75 


3.13 

3.00 

10.20 

9.75 

15 

4.65 

4.55 

15.50 

15.15 


4.55 

4.50 

15.15 

14.96 

20 

5.92 

5.75 

19.89 

19.30 


5.92 

5.65 

19.89 

19.00 

25 

7.40 

7.10 

25.03 

24.00 


7.35 

7.05 

24.86 

23.82 


In applying this method to the examination of milk chocolate, the 
weight of sample that must be extracted to yield the required quantity 
of mixed fat can be calculated from the total fat determination. Having 
determined the percentage of milk fat in the extracted fat as described 
above, the percentage of milk fat in the entire sample is given by the 
formula: 

^ ^ X P . ... 

M »= — "—, m which 
100 

M =* Percentage of milk fat in the sample; 

P — Percentage of milk fat in the extracted fat; and 

F = Percentage of total fat in the sample. 

SUMMARY. 

(1) A procedure is given for determining a modified xylene number 
on fats. This procedure determines the number of cubic centimeters of 
0.1 iV alkali required to neutralize the volatile fatty acids obtained from 
6.4 grams of the fat, which are neither precipitated as insoluble salts by 
magnesium sulfate nor extracted from an acidified aqueous solution by 
20 per cent of its volume of xylene. 
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(2) Twelve samples of butterfat examined by this procedure gave 
values from 25.20 to 27.50, average 26.18, and six samples of cocoa butter 
gave values from 0.10 to 0.40, average 0.19. 

(3) The percentage of butterfat in a mixture of butterfat and cocoa 
butter may be estimated by the equation: 


Percentage of butterfat 


Xylene No, — 0.19 


if the xylene number is leas than 11.72; or, 


Percentage of butterfat 


Xylene No. — 2.08 
0.241 


if the xylene number is greater than 11.72. 

(4) Results obtained by this method are in close agreement in dupli¬ 
cate determinations and in those made by two independent analysts. 

(5) The application of this method to the estimation of milk fat in 
milk chocolate is pointed out. 
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SECOND DAY. 

TUESDAY—MORNING SESSION. 

REPORT ON CHEMICAL REAGENTS. 

By G. C. Spencer (Bureau of Chemistry, Washington, D. C.), 

Referee. 

The Committee on Guaranteed Reagents of the American Chemical 
Society has continued its work of preparing specifications for reagent 
chemicals during the past year. These recommended specifications are 
adopted by the committee only after the proposed tests have been tried 
out in at least two of the laboratories that are represented and after 
thorough discussion by the committee. 

The second publication of the committee has been published^ It 
describes the tests and limits of impurities for 23 reagents. Reference 
was made in the referee’s report for 1925^ to the first publication of the 
committee in that year, in which similar specifications were offered for 
14 reagents. 

Since October 1, 1925, the number of reagent chemicals rejected by 
the Bureau of Chemistry for unsatisfactory quality is 8 out of a total 
number of 238. Reasons for these rejections are briefly stated as follows: 

Ether, U. S. P.-~liigh residue. 

Coppt^r sulfate—excess of iron. 

Ammonium chloride—furnished in paper carton. 

Lead chromate—high water-soluble content. 

Zinc—high arsenic content. 

Lead acetate—excess of iron. 

Sodium sulfite—foreign matter. 

Cupric oxide—excess of chloride, sulfate, and calcium. 

It is recommended that the observations on chemical reagents be 
continued®. 


REPORT ON EGGS AND EGG PRODUCTS. 

By H. A. Lepper (Food Control Laboratory, Bureau of Chemistry, 
Washington, D. C.), Referee. 

The studies on eggs and egg products proposed in recommendations 
of the Committee on Recommendations of Referees at the last meeting 
were not completed owing to the late appointment of the referee and 

1 Ind. Eng. Chem., 1926, 8* 036 and 769. 

* Thu Journal. 1926, 9: 347. 

’ For report of Sub-committee B and action of the associatiun. see Thu Journal, 1927. 10 66. 
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the change of assignment of J. C. Palmer, associate referee. No report 
is submitted by him this year. He recommends, however, a continua¬ 
tion of the studies to develop satisfactory methods for the following 
determinations: 

1. Water-soluble protein-nitrogen precipitable by 40 per cent alcohol. 

2. Ash. 

3. Unsaponifiable matter. 

Collaborative study of successful methods already developed is also 
proposed. 

H. L Macomber of the New York Food and Drug Inspection Station, 
associate referee, whose report will follow, studied methods for the detec¬ 
tion of decomposition of eggs. He recommends the adoption of a method 
for the determination of the acidity of the fat and further study of 
other methods. 

DETERMINATION OF TOTAL SOLIDS. 

Of the methods to be studied by the referee, opportunity was found 
to consider only those for determining total solids (moisture indirectly). 
A vacuum-oven method and an air-oven method for total solids in eggs 
have been adopted as official (first action), and tentative, respectively, 
with the recommendation for further study that will include the vacuum- 
oven method at 55°C., as given on p. 89 of Department of Agriculture 
Bulletin 846L To obviate the uncertainties that might, arise through 
changes taking place in egg samples furnished from a central source, the 
collaborators were asked to obtain their own samples of fresh whole 
eggs and yolks for determinations by the vacuum-oven method and 
routine air-oven method^ and the 55°C. vacuum method for total solids. 
Fortunately, it was possible in almost every case to obtain two or more 
(collaborators in the same laboratory to make the examinations desired. 
Their check results furnished the best means of judging the methods as 
to their reliability when placed in the hands of different workers. The 
results shown in Table 1 were obtained by analysts from the same 
laboratory and working on the same samples in each case. 

COMMENTS BY COLLABORATORS. 

R, L. Horst. —I prefer the electric oven at 112®-117°C., as it gives just as high mois¬ 
ture as the vacuum at the temperature of boiling water and it is more convenient to 
use. The vacuum at 55°C. gives results so much lower that they should be eliminated 
from the comparison. 

TV. E. Freeman. —Between the vacuum-oven method at 100°C. and the air-oven 
method at 112°C. there is very little difference. If anything, the vacuum-oven method 
gives very slightly higher results, but the difference is so slight as to be negligible and 
not worth the extra trouble. The vacuum oven at 55®C. gives results that are low by 
amounts varying from 0.3 to 0.8 per cent, and so they would not appear to be reliable. 
For these reasons I am in favor of using the air-oven method at 112®C. 

^ This Journal, 1926, 9: 83. 

5 Ibid., 66. 
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Table 1. 
Total solidx in eggs. 


FRKSH WHOLE EGOS 

COLXABORATOR 

Vacuum Air-Oven Vacuum 
98®- 112®- 56®C. 

100®C. 117®C. 

per cent per cent per cent 

H. W. Haynes, U. S. F’ood and 26.53* 26.40 26.95 

Drug Inspection Station, Boston, 26.51 26.51 26.89 

Mass. 

C. H. Hickey, U. S. Food and Drug 26.65* 26.53 27.23 

Inspection Station, Boston Mass. 26 59 26.54 27.13 

E, L. P. Trcuthardt, U. S. Food 26.40* 26.21 26.96 

and Drug Inspection Station, 26.56 26.30 27.02 

Boston, Mass. 

H. R. Smith, U. S. FcK)d and Drug 26.93 26.88 27.32 

Inspection Station, Baltimore, 26.79 26.90 27.36 

Md. 

T. F. Papfie, U. S. Food and Drug 26.83 26.88 27.43 

Inspection Station, Baltimore, 26.76 26.87 27.49 

Md. 

R. I.. Horst, U. S. Food and Drug 25.74 25.70 26.13 

Irtspcction Station, New Orleans, 25.74 25.68 26.03 

La. 25.68 25.65 26.03 

N. E. Freeman, U. S. Food and 25.74 25 77 26.13 

Drug Inspection Station, New 25.69 25.73 26.09 

Orleans, La. 25.70 26.04 

I . C. Mitchell, U. S. Food and 26.07 26.21 26.56 

Drug Inspection Station, St. 26.22 26.24 26.57 

Louis, Mo. 

S. Alfend, IJ. S. Food and Drug In- 26.27 26.40 26.45 

sfK'ction Station, St. Louis, Mo. 26.34 26.41 26.52 

D. R. Scott, U. S. Food and Drug 27.89* 27.62 27.65 

Inspection Station, New York, 27.96 27.55 27.61 

N. Y.t 

n. 1. Macomlx^r, U. S. Food and 28.00* 27.04 27.06 

Drug Inspection Station, New 28.01 27.39 27.54 

York, N. Y.t 

C. E. Goodrich, Food Control Lab- 27.77 27.99 2S.37 

oratory. Bureau of Chemistry, 27.79 27.84 28.32 

Washington, D. (L 

.1. I. Palmore, Frxid Control I^ab- 27.65 27.72 28.20 

1 oratory, Bureau of Chemistry, 27.66 27.88 28.31 

Washington, D. C. 

T. O. Kellems, C. S. Food and 26.84 26.79 27.25 

Drug Inspection Station, San 26.82 26.69 27.20 

Francisco, Calif. 

L. H. Chemoff, U. S. Food and 27.871 27.72 28.06 

Drug Inspection Station, Den¬ 
ver, Colo. 

L. Feldstein. U. S. Food and Drug 27.80t 27.64 28.15 

Inspection Station, Denver, 

Colo. 

* Vacuum 27 inches, 
t Temi^ature 94®C. 

t Results by these coUabcMratora on frozen eggs and yolks 


rUKSH EGO YOLKS 


Varuum 

HS-"- 

100°C 

Air-Oven 
1 12°- 
117®C 

Vacuum 

55®C. 

per cent 

50.(i2* 

50.50 

per cent 

50.42 

50.31 

per cent 

50.82 

50.93 

50.62* 

50.61 

50 42 
50.47 

50.98 

51.03 

50.53* 

50.53 

50.49 

50.51 

51.00 

50.93 

45.67 

45.61 

45.54 

45.56 

46.14 

46.18 

45.59 

45.66 

45.59 

45.51 

46.11 

46.11 

50.53 

50.42 

50.59 

50.57 

51.33 

51.25 

50.50 

50.50 

50.55 

50.54 

50.51 

51.37 

51.29 

47 72 
47.75 

47.77 

47.80 

48.59 

48.49 

47.86 

47.95 

47.91 

48.04 

48.13 

48.13 

49-17* 

49.01 

48.55 

48.48 

48.74 

48.86 

48.75* 

48.81 

48.31 

48.24 

48.37 

48.32 

49.02 

48.91 

49.22 

49.19 

49.68 

49.68 

49.03 

49.01 

49.25 

49.79 

49.80 

49.71 

47.67 

47.64 

47.62 

47.61 

48.96 

48.69 

48.231 

48.24 

48.71 

48.44t 

48.24 

49.01 
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L. C. MiichelL —Due to hot weather it was impossible to maintain a temperature of 
65®C. It was 65®C. at the beginning of the period of drying and 66®C. at the end. 
Besides results on whole eggs and yolks, results were obtained on fresh whites as follows: 
vacuum 98M00®C.—11.57 and 11.57; air oven 112®-117®C.—11.56 and 11.63; and 
vacuum 55°C.—11.77 and 11.74 per cent. 

D. B. Scott and H. I. Macomber .—^The eggs used were samples of imported frozen 
eggs. 

L. D. Elliott ,—From the results of L. H. Chernoff and L. Feldstein it appears true 
that the vacuo—55°C.—gives consistently higher results than either of the other two 
methods, and these other two methods check relatively closely with each other. There 
is a wider difference between the 55®C. method and the other two in the case 
of yolk than there is in the case of whole eggs, which might suggest that the difference 
is due to a slight volatilization of fat in the case of the 94® and 112®C. methods, rather 
than to a retention of moisture in the 55®C. method. 

T, 0. Kellems .—Drying in the electric oven at 115®C, and in the vacuum oven at 
98®-“100®C. was complete at the end of the first drying (3J hours). A second drying 
of i hour showed no further loss in weight. This was true for both whole eggs and egg 
yolk. The results by the vacuum oven at 55®C. were obtained by drying for a total 
of 6i hours. The first drying was for 2J hours, and the other periods were from i to 1 
hour. The checks obtained, the time required, and the ease of manipulation are all in 
favor of the use of covered dishes and either the vacuum oven at the temperature of 
boiling water or the electric oven at 112®-117®C. The egg loses moisture at the rate of 
about 1 mg. per minute from a 5 gram sample while weighing in an open dish, and will 
gain at about the same rate after being dried. 

DISCUSSION. 

The minimum and maximum variations in the checks obtained by 
individual analysts for the three methods on whole eggs and yolks are 
given in Table 2. This table also includes the calculated average of the 
total variations. Similar calculations made on the differences in the 
results reported by the analysts working on the same sample are given 
in Table 3. These values do not include the results of Scott and Ma¬ 
comber on frozen eggs. 


Table 2. 


Variations in checks of individual analysts. 


OVEN USED 

WHOLE EGOS 

YOLKS 

Minimum 

Maximum 

Average 

Minimum 

Maximum 

Average 

Vacuum at 98®C. . . 

per cent 
0.00 

per cent 
0.16 

per cent 
0.06 

per cent 
0.00 

per cent 
0.12 

per cent 
0.06 

Air-oven. 

0.01 

0.25 

0.07 

0.01 

0.13* 

0.05* 

Vacuum at 55®C. 

0.00 

0.11 

0.06 

0.00 

0.16 

0.06 


* The one discordant difference of 0.54 per cent is not included. 


There appears to be no choice in the methods from the point of view 
of the ability of the analyst to check himself. The variations among 
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Table 3. 

Variations in results by different analysts on the same sample. 



WHOLE EGOS 

YOLKS 


Minimum 

Maximum 

Average 

Minimum 

Maximum 

Average 

Vacuum at 98®C. 

per cent 
0.00 

per cent 

0.15 

per cent 
0.08 

per cent 
0.01 

per cent 
0.21 

per cent 
0.08 

Air-oven. 

0.01 

0.27 

0.12 

0.00 

0.18 

0.07 

Vacuum at 55°C.. 

0.02 

0.26 

0.12 

0.03 

0.41 

0.18 


analysts are somewhat closer, especially on yolks, by the vacuum-oven 
at 98°C. and air-oven methods than by the vacuum oven at 55°C. While 
the results on frozen eggs by Scott and Macomber do not exactly parallel 
the general findings on fresh eggs, they do not deviate sufficiently to 
permit the drawing of different conclusions with respect to the applica¬ 
tion of the methods to frozen products. Each analyst found the vacuum 
oven at 55°C. to give higher results than cither the vacuum oven at 
98°C. or the air oven on both whole eggs and yolks. The vacuum oven 
at 98°C. sometimes gave higher and sometimes lower results than the 
air-oven method. These findings confirm those of the previous refereed 
The minimum and maximum differences in the results by the various 
methods, as well as the averages of these differences, are given in Table 4. 
In comparing the air-oven method and the vacuum-oven method at 
98®C., the minimum values given represent the greatest variation found 
when the result by the vacuum oven was greater than by the air oven, 
while the maximum represents the greatest variation when the reverse 
condition existed. In calculating the averages in this case, the differences 
were all regarded as being of the same nature. 


Table 4. 

Comparison of results by the different methods. 


SAMPLE 

VACirUM AT 65®C. AND 
VACmiM AT 98°C 

VACUUM AT 56°C. AND 
AIR OVEN 

AIR OVEN AND VACUUM 

AT 98®C 


Mini¬ 

mum 

Miud- 

mum 

Aver¬ 

age 

Mini¬ 

mum 

Maxi¬ 

mum 

Aver¬ 

age 

Mini¬ 

mum 

Maxi¬ 

mum 

Aver¬ 

age 

Whole eggs 

per cent 
0.18 

percent 

0.70 

percent 

0.44 

per cent 

0.33 

per cent 

0.75 

per cen^ 

0.46 

per cent 
0.22 

per cent 

0.14 

per cent 

0.09 

Yolks. 

0.23 

1.18 

0,58 

0.22 

1.22 

0.59 

0.28 

0.52 

0.13 


The higher results given by the vacuum oven at 55°C. over the two 
other methods have been the subject of comment by the collaborators. 


1 Thit Journal, 1926, 9: 364. 
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It is pointed out by some that all the moisture is not driven out at 55®C. 
and by others that the fat of the yolk is volatilized by 98® or 112®C., 
giving a value too low for total solids. As the merits of these claims 
have not been verified by experimental work, at present no choice of 
the methods is possible on the question of efficiency of moisture removal 
without loss of weight due to decomposition of egg material. Reasons 
for the adoption of the vacuum-oven at 98®C. and the air-oven methods 
have been advanced by Hertwig, referee in 1924^ and 1925^. Remarks 
by Redfield® at last year’s convention pointed out certain disadvantages 
in adopting these methods. While the collaborative results warrant the 
adoption of the present official and tentative methods, the work this 
year has not furnished information on the remaining doubtful points, 
especially on the efficiency of moisture removal, to make final action 
possible. 

The method for acidity of the fat recommended for tentative adoption 
by Associate Referee Macomber is essentially the method recommended 
by Redfield in Bulletin 846. Collaborative data are given to support the 
recommendation. This method includes a determination of total solids 
in vacuum at 55®C., a procedure for determining total solids differing 
from the two other methods given previously in this report and now in 
effect. While an effort should be made to keep the methods of analysis 
as concordant as possible, it should be remembered that methods of 
examination are of little value in control activities unless authentic data 
are available by which interpretations can be made. In the case of the 
method recommended for the determination of acidity of fat, such data 
have been accumulated in Bulletin 846. No similar data are at hand, 
however, for acidity of the fat as determined on residues aried at 98°C. 
or 112°C. For this reason the recommendation appears to be worthy 
of adoption for the present, but it should be indicated in the methods 
of analysis that this method serves a single purpose. At the same time, 
the generally applicable methods for total solids already in effect can 
be retained until such time as study may show them to be less accurate 
than the 55°C. method, which is included in the acidity of the fat 
procedure. 

RECOMMENDATIONS^ 


It is recommended— 

(1) That studies be made by the associate referees for purposes of 
perfecting methods for the determination of— 

(a) water-soluble protein-nitrogen precipitable by 40 per 
cent alcohol, 

* This Journal^ 1926, 8: 694. 
s Ibid,, 1926, 9 : 848. 

* fbid., 362. 

* For rcqoort of Sub-oommittee G and action of the asaooiation, see This Journal, 1927, 10: 78. 
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(b) ash, and 

(c) unsaponifiable matter, 

and to include, if possible, collaborative studies of such methods and of 
the present methods for the determination of fat (acid hydrolysis) and 
of lipoids and lipoid phosphoric acid. 

(2) That further study be given to the vacuum-oven at 98°C., the 
air-oven, and the vacuum-oven at 55°C. methods for the determination 
of total solids to ascertain the efficiency of each with respect to actual 
moisture removal. 

(3) That the method for the determination of acidity of the fat, given 
in the report of H. I. Macomber, be adopted as a tentative method, that 
it be included in Methods of Analysis in the chapter on “Kggs and Egg 
Products” under the subheading, “Methods for the Detection of De¬ 
composition”, and that study by the associate referee be continued on 
other methods for detecting decomposition to be included in this sub¬ 
division. 


No report on water-soluble protein-nitrogen precipitable by 40 per 
cent alcohol, unsaponifiable matter, and ash was given by the associate 
referee. 

REPORT ON THE DETECTION OF DECOMPOSITION IN EGGS. 

By 11. I. Ma( OMBER (Food and Drug Inspection Station, New York, 
N. Y.), Associate Referee. 

Several methods for the detection of decomposition in liquid eggs 
were studied by H. W. Redfield and his associates and reported in U. S. 
Department of Agriculture Bulletin 846. Three of these methods that 
have been used by the Bureau of Chemistry for several years in the 
examination of frozen egg products are those for the determination of 
ammonia nitrogen, of reducing substances as dextrose, and of the acidity 
of the fat. These determinations, together with a bacteriological exami¬ 
nation, have been found to give a reliable indication as to spoilage or 
the use of decomposed eggs in a frozen egg product. 

However, in the case of dried eggs the detection of decomposition has 
been somewhat more difficult. The ammonia nitrogen is driven off in 
varying degrees by the heat used in drying, so that the results obtained 
are high or low, depending upon drying conditions rather than upon the 
condition of the eggs. The results obtained in the determination of 
reducing substances are also erratic and are not to be depended upon 
as indications of decomposition. Unpublished results of an investigation 
conduct€?d by the New York Station of the Bureau of Chemistry, in 
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which authentic dried egg samples were used, show that drying has 
little, if any, effect on the acidity of the fat and that this determination 
can be depended upon to detect decomposition that was present in the 
eggs before drying or that occurred in the dried product during storage. 
This method is, of course, not applicable to egg white either before or 
after drying. 

Another method that has been developed for the detection of spoilage 
in dried and whole egg is the determination of acid-soluble phosphoric 
acid. This method was adapted to eggs from the Chapin-Powick method 
by Louis Pine and is described in his paper published previously in this 
JournaP. His method, originally used for liquid eggs, was modified 
slightly for dried eggs and found to be an excellent index of the extent 
of decomposition. 

These two methods, the acidity of the fat and the acid-soluble phos¬ 
phoric acid, were sent out for collaborative study by the associate referee 
in 1924*, and the results were reported at the meeting in that year. The 
results were not very satisfactory, and it was recommended that the 
methods be given further study. Both methods have been modified 
and simplified, and this year collaborative data have been secured on 
the determination of the acidity of the fat. The method for the deter¬ 
mination of acid-soluble phosphoric acid was not ready in time to send 
out to collaborators. The method for the determination of the acidity 
of the fat is essentially that given in Bulletin 846, page 90, and is as 
follows: 

DRIED EGGS. 

REAGENTS. 

(a) Anhydrous ethyl ether .—Prepare in the usual way from ordinary ethyl ether. 

(b) Benzol .—Use the best quality benzol available. If it is not neutral, titrate 50 cc. 
with the 0.05 N sodium ethylate and correct results accordingly. 

(C) 0.05 N sodium ethylate .—Dissolve a piece of metallic sodium, approximately 1 cc. 
in volume, in 800 cc. of absolute alcohol. Titrate 10 cc. of 0.10 7V hydrochloric acid 
with this solution and add the calculated amount of absolute alcohol to make the solu¬ 
tion 0.05 TV. Ascertain the normality factor by titrating against 0.10 TV hydrochloric 
acid on the day the solution is used. 

DETERMINATION. 

Weigh 2 grams of powdered dried egg into a tared”ialuminum dish of about 2} inches 
diameter, and dry in a vacuum of not less than 25 inches at 55®C., until there is no 
further loss in weight. Make the first weighing at the end of 2 hours euid further 
weighings at half-hour intervals. Weigh to three dedmal places. 

Extract the dried residue with absolute ether, preferably in a Knorr apparatus. 
Carefully transfer the egg powder to a 12.5 cm. hardened filter paper, fold the filter 
paper once, place on a 15 cm. qualitative filter paper, and roll the filter papers and con¬ 
tents into a cylinder which will fit snugly into thi#extraction tube, folding in one side of 
the large filter paper to prevent loss of material. An asbestos plug is not needed in the 


* This Journal^ 1924, 8: 67. 
» Ibid., 1926, 8: 604. 
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extraction tube. If the extractor is working rapidly, three hours is sufficient to insure 
proper extraction. Evaporate the ether from the extraction flask, and dry the extract 
for 1 hour at 55®C. in a vacuum of not less than 25 inches. Weigh to three decimal 
places. 

Dissolve the ether extract obtained as above in 50 cc. of the benzol and add three or 
four drops of phenolphthalein indicator. Titrate with the 0.05 N sodium ethylate, ex¬ 
pressing the results as cc. of 0.05 N sodium ethylate per gram of ether extract. The 
end point is reached when the yellow of the ether extract changes to orange. 

LIQUID EGGS. 

The method for determining acidity of the fat in liquid eggs is the 
same as that used for dried eggs with the following exceptions: 

Weigh a sample of approximately 5 grams accurately to three decimal places into 
a tared lead dish. Make the first weighing after drying for about 5 hours and at inter¬ 
vals of 1 hour thereafter. 

In preparing the dried residue for extraction with ether, place tlie lead dish upon a 
12.5 cm. hardened filter paper, cut the sides of the dish through at four equidistant 
points, and flatten down. Place another similar filter paper on top of tlie lead dish and 
roll the papers and dish into a cylinder that will fit snugly into the extraction tube. 
In making the cylinder one side must l>e tucked in to prevent any of the egg dropping 
into the extraction flask. 

Authentic samples of drum-dried yolk and whole egg which had been 
stored at room temperature for nearly three years were sent to five col¬ 
laborators. Because of the difficulty involved in shipping liquid eggs, 
collaborators were asked to determine the ether extract and acidity of 
the fat from the dried residue obtained in determining moisture at 55°C., 
as requested by H, A. Lepper, the Referee for Eggs and Egg Products. 

The results obtained were as follows: 


Co} labor at ive work on acidify of faf. 

(TleHults px|jro88od as cc of 0 05 /V sodium ethylate per f^ram of fat) 



1 I>H1F-I> 

EGGS 

LIQtTID EGGS 

A TO JR 

WhoJe egg 

Yolk 

Whole egg 

Yolk 

H. R. Smith 

Food and Drug Inspection Station 
Baltimore, Md. 

11 1 

5.5 

l.Gl 

1 73 

L. A. Salinger 

Food and Drug Inspection Station 
Savannah, Ga. 

11.4 

5.1 



J. I. Palmore 

Bureau of Chemistry 

Washington, D. C. 

10.80 

5.05 

2.40 

2.10 

C. E. Goodrich 

Bureau of Chemistry 

Washington, D. C. 

10.93 

5.03 

2.33 

2.16 

D. B. Scott 

Food and Drug Inspection Station 

New York, N. Y. 



2.72 

3.12 

H. I. Macomber 

11.46 

5.14 

1.84 

1.98 
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In the case of the dried eggs the agreement among the various col¬ 
laborators is quite close, especially the results on the yolk. The results 
obtained on the liquid eggs cannot be compared in the same way be¬ 
cause the samples were not the same, as has been explained. H. R. 
Smith’s results were not checked by any other analyst, but they are 
normal for good fresh eggs. It will be noted that the results obtained 
by J. I. Palmore and C. E. Goodrich on the same sample agree very 
closely. The liquid eggs analyzed by Scott and the writer were the 
same sample of imported frozen eggs. The variation in results of 
about 1 cc. is accounted for by the fact that her analysis was begun 
one day later than the writer’s, during which time decomposition took 
place. 

None of the collaborators offered any comments or criticisms of the 
method. 

RECOMMENDATIONS^ 

It is recommended— 

(1) That the method for the determination of the acidity of the fat, 
as described in this report, be adopted as a tentative method*. 

(2) That the method for the determination of acid-soluble phosphoric 
acid, as described in this report, be given further study with the object 
of securing collaborative data. 

(3) That a study be made of the other methods for the detection of 
decomposition in eggs mentioned in this report, namely, ammonia nitro¬ 
gen and reducing substances as dextrose, with the object of securing 
collaborative data. 


The report of the Associate Referee on Total Solids in Eggs, H. A. 
Lepper, is included in his report as Referee on Eggs and Egg Products, 
p. 406. 


REPORT ON FOOD PRESERVATIVES. 

By Wyatt W. Randall (State Department of Health, Baltimore, Md.), 

Referee, 

In his report to this association at the meeting of 1925 the referee 
recommended a further study of the sublimation method for the separa¬ 
tion, purification, and determination of benzoic acid, salicylic acid, and 
saccharin, when they or their derivatives are used as preservatives in 
food products. The work which it was found possible to do was confined 
to the determination of benzoic acid in ketchup. 

1 For report of Sub-oommittee C and action of the association, see This Journal, 1927, 10: 73. 

* This Journal, 60. 
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In the endeavor to improve upon the method of filtration suggested 
by the official method for the ketchup: salt-solution mixture, various 
experiments were conducted. Squeezing this mixture within a muslin 
bag did not appeal to the referee as an ideal procedure. When stout 
close-woven material was employed, much of the liquid remained with 
the solid matter within the bag, or else was absorbed in the muslin 
itself. If, on the other hand, a fabric less closely woven was used, so 
much of the fine, fibrous tomato pulp passed through that the process 
appeared of little value. Again, evaporation from the wet muslin sur¬ 
face may be a source of considerable inaccuracy. Filtration through 
paper in the usual way is extremely slow, and much of the fluid remains 
mixed with solid material in the filter even after many hours’ draining. 
Accordingly, resort was had to Buchner funnels and the use of strong 
suction. Two filter papers were used in each funnel, and a ring of proper 
size, cut from rubber cloth, was placed upon them: the ring holds down 
the edges of the papers and so prevents the inclusion of any of the pulp 
under them when the fluid mass is poured in, while it leaves practically 
all the perforated surface of the plate available for its work. At first 
the liquid passes through rapidly, but as a mat of solid material coll(*cts 
on the paper, the process slows up, as would be expected. Of course it 
is desirable to use a large funnel so as not to delay the process. A per¬ 
fectly clear filtrate is readily secured, and this, in the opinion of the 
referee, is very desirable as tending to lessen the formation of annoying 
emulsions when extraction with chloroform is undertaken. 

An obvious advantage which this rnelhod of filtration possesses is 
that practically all the fluid is separated from the solid matter; the 
latter can then be washed with saturated salt solution and the filtrate 
ultimately made up to a definite volume, an aliquot of which then 
represents a known fraction of the original sample weighed. While in 
the official method only a small, perhaps negligible, error is introduced 
through the employment of a given volume of the filtrate as if it were 
the same (in benzoic acid content) as an equal volume of the unfiltered 
mass, nevertheless it would seem advisable to make the volume up to 
a fixed point after filtration rather than before. 

Another matter calling for study, in view of the caution advised by 
the framers of the official method, is the amount of vigor to be employed 
in “shaking out” with chloroform. What does “careful extraction” or 
“cautious shaking” imply? 

PRELIMINARY WORK. 

Three ketchups were prepared: In A there was dissolved 0.100 per 
cent, in B 0.060 per cent, of pure benzoic acid; none was added to C. 
Of each of these samples 100 grams was weighed off, rendered alkaline, 
treated with salt and with saturated salt solution until a volume of 
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about 450 cc. was obtained, and then filtered; the filter was washed 
with the salt solution, and the total filtered liquid in each case was 
brought to a volume of 500 cc. Three aliquots, of 150 cc. each, were 
used in determining benzoic acid in each of the three prepared solutions. 
Violent agitation during the extraction process was avoided, but five or 
six extractions were resorted to, instead of four. Table 1 shows the 
results. The first two columns in each case show the referee’s determina¬ 
tions, the third those made by W. H. Schulze, of the State of Maryland 
Department of Health. 

Examination of the figures in Table 1 leads to certain conclusions: 

1. A notable quantity of material, which was not benzoic acid, was 
volatilized from the dried chloroform extract. 

2. A considerable amount of nonvolatile material was contained in 
the chloroform extract. 

3. Part of the benzoic acid may have been volatilized past the con¬ 
densing bulb and so lost ; in other words, sublimation may have been 
conducted too rapidly or at too high a temperature. 

4. The benzoic acid may not have been completely extracted from 
the aqueous solution. 

5. Owing to the presence of spice oils and lubricating grease in the 
chloroform extract, part of the benzoic acid therein may not have been 
volatilized and hence failed to show up on titration of the sublimate. 

COLIABORATIVE WORK. 

To test the proposed process of filtration and the sublimation method 
for the purification of the chloroform extract, and to obtain the criticism 
of others, three samples of ketchup were prepared, and similar amounts 
of each of these were put in the hands of the following collaborators: 
W. C. Johnson of the Minnesota Slate Laboratory, V. B. Bonney of 
the U. S. Bureau of Chemistry, W. H. Schulze, and the referee. The 
following instructions were issued with the samples: 

COOPERATIVE WORK ON THE DETERMINATION OF SODIUM BENZOATE. 

The referee desires try out by eooperative work the following method for the 
determination of benzoic acid (or of sodium benzoate) added (o tomato ketchup. The 
official method given on pages 128-129 of Methods of Anatysui (X, 10 (a), 11), is to be 
used with the following modifications: 

(1) In place of 10 (a), as printed, use the following: 

10 (a) Ketchup .—To 150 grams of the ketchup, in a proper-sized flask, add 15 
grams of pulverized sodium chloride and about 300 cc. of clear saturated sodium 
('hloride solution. Mix thoroughly, render alkaline to litmus paper by means of 10 
per cent sodium hydroxide solution, shake violently from time to time during at least 
2 hours, filter^ with the aid of a pump, transfer the clear filtrate to a 500 cc. volumetric 

* A satisfactory device for this purpose is a 4 inch Biichner funnel provided with a double filter papw 
of proper size, upon which is plac^ a ring cut from rubber cloth of about 1 mm thickness The width of 
the ring should he about 1 cm. and its outside diameter a little less than that of the funnel diaphragm. 
It serves to hold down the edges of the filter papers while the liquid is being poured into the funnel If 
the first portion of the filtrate collected is cloudy, it should be passed through the filter a second time. 
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flask, wash the material on the filter with small quantities of saturated salt solution, 
add the washings to the main filtrate until the flask has been filled to the mark, and 
mix thoroughly. 

(2) In section 11, follow the directions of the text of the official method through the 
first paragraph and the first two sentences of the third paragraph and then continue 
as directed in the following proposed new paragraph to be inserted: 

“The residue (mentioned in the last sentence of the third paragraph) may be trans¬ 
ferred, instead, to the dish designed for the Hortvet sublimator and, after evaporation 
of all the solvent, subjected to sublimation under a pressure of not more than 5-10 mm. 
of mercury, the temperature of the sublimator bath being allowed to rise slowly to 
110°-115°C. When the operation has been conducted long enough to secure the removal 
of all volatile material from the dish and after the apparatus has cooled and has I'een 
disconnected, the sublimate is washed, by means of chloroform, from the bulb into a 
glass dish or beaker, from which the solvent is allowed to evaporate spontaneous! y.“ 

(3) Next, follow the last paragraph of section 11 throughout with the following 
exception: After the words “with 0.05 7V sodium hydroxide**, insert the following 
clause: “(preferably standardized against an alcoholic solution of pure l)enzoic acid)**. 

Of the ketchup samples distributed, two contain added benzoic acid; one contains 
no added benzoic acid and is to serve as a blank. 

It is desired that the collaborating chemists make the following determinations with 
each of the three samples: 

(1) Find the weight of the residue left on evaporation of the chloroform used in the 
extraction of benzoic acid from the ketchup. 

(2) Find the loss in weight of the sublimator dish and its contents as a result of the 
sublimation process. 

(3) Find the weight of the sublimate washed from the sublimator, after the evapora¬ 
tion of the solvent used. 

(4) Find the weight of the benzoic acid in this residue, through titration by means 
of standard alkali solution. 

Tables 2, 3, and 4 contain the results obtained by Johnson, Bonney, 
and Schulze; the referee’s results were not complete at the time this 
report draft was written. 

Johnson comments upon the method prescribed as follows: 

The results included in the tabulation were obtained by following closely the instruc¬ 
tions given by the referee. Great difficulty was experienced with the method of filtering 
on account of the tendency of the tomato pulp to form a densely packed layer over 
the surface of the filter paper. Using a double filter in the manner directed, at least 
12 hours* time was required in order to complete the filtration and washing. Owing to 
repeated attempts and failures and the necessity of using additional water incidental to 
changing filter paper, an excessive amount of filtrate was obtained in the case of 
Ketchups A and C. Evaporation was resorted to in order to adjust the volume to the 
required 600 cc. The result was a considerable darkening of the solution. As a rule, 
good separations of the chloroform layer were secured after proper shaking and manipu¬ 
lation of the separatory funnel. In connection with Ketchup B, Table 3, im attempt 
to improve the separation by running the funnel in the centrifuge resulted in the loss 
of one of the portions. [This portion is the second under “Officiar* (Johnson).] 

There is needed an improvement in the preparation of the sample for filtration. 
Some investigations are under way with the view to effecting this improvement, and 
if satisfactory results are obtained a description of the improvement will be submitted 
at a later date. 
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* Qualitative tests applied to these residues failed to show iwesence of benzoic acid 
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Much inconvenienoe was experienced owing to the smallness of the samples sub¬ 
mitted. It was impossible to arrange for duplicate determinations other than those 
shown in the tabulation. After proper drawing out of portions I, II, III, IV, there 
usually remained an insufficient volume for an additional determination. It seems 
likely that the instructions given in the official method for making up the sample to 
500 cc., then continuing with the filtration, may be the better procedure. This mode 
of operation eliminates considerable delay owing to the fact that the analyst, after 
taking his first aliquot portion, may proceed with the extraction while the filtration 
continues. 

The tabulated results reveal the following: 

(1) The weighed residue in the dish after evaporation of the chloroform includes, 
in addition to benzoic acid, a substantial amount of other acid-reacting material. 

(2) A notable amount of material disappears during the sublimation. This material 
doubtless includes volatile acid and/or volatile oil derived from the spices used in the 
preparation of the ketchup. 

(3) Titration of the residue according to the official method yields too high a result 
owing to the presence of impurities indicated under (1) and (2). 

(4) The results obtained on Ketchup C reveal the presence of volatile matter which 
tends to contaminate the sublimate of benzoic acid. The figures in the last two columns 
(3 and 4), obtained by weighing, are, however, misleading. The material represented 
by 0.0024 and 0.0022, respectively, by weight, when dissolved in watw-alcohol mixture 
was only slightly acid and, when titrated, amounted in each case to 0.0010. It appears, 
therefore, that the sublimate of benzoic acid should not be weighed, but should be 
subjected to titration after washing from the bulb with strong alcohol and diluting with 
water as in the official procedure. The error will thereby be greatly reduced. 

(5) The conclusion appears to be that the sublimation procedure, introduced at the 
point indicated in the instructions of the referee, results in a purification of the ex¬ 
tracted benzoic acid whereby the interfering acid-reacting material is practically 
eliminated. 

The instnictions given by the referee require a gradual heating of the sublimator 
bath to a temperature of 110°-115°C. This heating is undoubtedly excessive and tends 
to increase the liI)eration of impurities which are condensed with the sublimate. Actual 
observations made on pure benzoic acid indicate that the temperature need not exceed 
75°-80°C. By using a specially constructed thermometer fitted inside the sublimator, 
it has been observed that benzoic acid begins to sublime at 35°C. under a 0.05 mm. 
vacuum. The sublimation would be completed by holding the temperature at 35®C. 
for a sufficient time. However, by raising the temperature gradually to 75°C., the 
sublimation is completed much sooner. In the meantime it is observed that the tem¬ 
perature recorded by the control thermometer (outside) is uniformly higher than that 
recorded inside the sublimator. When toward the conclusion of the operation the flame 
is adjusted to maintain a final temperature of 75°C. the two thermometer readings 
tend to approach each other. The major portion of the sublimate is collected inside of 
10-15 minutes, and the sublimation operation is usually completed in approximately 
one-half hour. 

The referee is of the opinion that Johnson’s results are unusually 
accurate. The fact that his determinations are in practically every case 
closer to the actual amount of benzoic acid present than are those of the 
other collaborators—and are always higher—indicates that he succeeded 
in extracting the acid completely where the others failed so to do. 
Inquiry brought out the fact that interpretations of the directions for 
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the extraction process may vary in a marked degree. Johnson, it was 
learned, “shook vigorously for about a minute”; Schulze and the referee 
took great pains to mix the liquids thoroughly, yet with as little violent 
agitation as possible. The results would appear to show that the former 
process is not only more efficient—as would be expected—but that it 
can be applied without danger of the formation of unmanageable 
emulsion. 

CONCLUSIONS. 

The referee is of the opinion that the results given show that: 

1. Benzoic acid is not completely extracted from the ketchup: salt- 
solution mixture by means of chloroform, unless vigorous shaking is 
employed. 

2. From this mixture chloroform extracts acid-reacting substances 
other than benzoic acid. 

3. The official method, therefore, may indicate the presence of small 
amounts of benzoic acid when, as a matter of fact, it is absent. 

4. The sublimation method goes far to separate any extracted benzoic 
acid from other acid-reacting substances which may be dissolved by the 
chloroform used, and hence is an excellent check upon the official method. 

5. The smallest possible amount of lubricant should be used for 
separator stopcocks and for sealing together the two parts of the sub- 
limator. 

6. The determination of the benzoic acid present in a ketchup: (a) 
from the loss suffered on sublimation by the chloroform extract, or (b) 
from the weight of the material sublimed, is as accurate as that by the 
official method. 

7. The determination of such benzoic acid through the titration of 
the acid material separated by sublimation from the dried chloroform 
extract is more accurate than is either of the determinations mentioned 
in 6. 

8. The “proposed method” sent out to the several collaborators for 
trial calls for modification: 

(a) In its directions for conducting the process of extraction by 
means of chloroform; 

(b) In its statement of the temperature and pressure to be 
used in the process of sublimation; and 

(c) Possibly in other details. 

9. A definite analytical procedure involving the sublimation process 
should not be recommended at this time, but another effort should be 
made by collaborative work to settle certain matters of detail, in the 
hope that a tested procedure may be recommended for adoption a year 
hence. 



424 ASSOCIATION or official agricultural chemists [VoL X, No. U 

RECOMMENDATIONS^. 

The referee recommends— 

(1) That further collaborative study be devoted to the process of 
removing benzoic acid from ketchup with the aid of chloroform. 

(2) That further collaborative study be devoted to the process of 
subliming benzoic acid, in order that optimal temperature and pressure 
conditions may be established. 

(3) That the official method for the determination of benzoic acid in 
products other than ketchup be compared with methods involving the 
sublimation process. 

(4) That, as soon as possible, the sublimation process be applied to 
the determination of salicylic acid and to that of saccharin (in food sam¬ 
ples into which these substances have been introduced) and that suitable 
procedures for their determination be devised. 


REPORT ON COLORING MATTERS IN FOODS. 

By C, F. Jablonski (U. S. Food and Drug Inspection Station, New 

York, N. Y.), Referee. 

Owing to the unusual pressure of regulatory work the recommenda¬ 
tions of the committee were only partially carried out. 

Recommendation 1, “that collaborative work be undertaken on the 
separation of light green S. F. yellowish from guinea green B and yellow 
0 B from A B” was not undertaken, but D. B. Scott of the New York 
Laboratory submitted the results of a number of experiments on the 
separations of yellow A B and yellow O B. The results of these opera¬ 
tions, which were conducted exactly as stated in the last report of the 
referee^, are as follows: 


SAMPLE 

NO. 

QUANTITY OP A B 
IN MIXTUBB 

QUANTITY OP O B 
IN MIXTURE 

QUANTITY OP A B 
EXTRACTED 

O B IN PETROLEUM ETHER 

1 

gram 

0.0040 

gram 

gram 

0.00368 

gram 

per cent 

2 

0.0040 

0.00320 

80 

3 

o.’obk 

0.0016 

6.0023i 

0.00169 

105.6 

4 

0.0008 

0.0032 

0.00110 

0.00290 

90.6 

6 

0.0032 

0.0008 

0.00324 

0.00076 

96 

6 

0.0020 

0.0020 

0.00196 

0.00204 

102 

7 

0.0036 

0.0004 

0.00366 

0.00034 

85 


Recommendation 2, “that additional work be done on separating yel¬ 
low A B and yellow 0 B from other oil-soluble dyes” was also not com¬ 
pleted. However, a number of experiments were conducted by Scott to 


1 For report of Sub<committee G and action of the association, see This Journal^ 1027, 10: 74. 
• Thii Journal. 1026, 9: 362. 
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learn the behavior of other oil-soluble dyes when treated under the same 
condition. These experiments consisted of extracting 4 mg. of the dye 
in question with three portions of 40 cc. each of low-boiling petroleum 
ether in separatory funnels and extracting the solutions with an acid- 
alcohol mixture, as described in the previous report. 


The results of these experiments are as follows: 


DYB 

Butter yellow, S & J No. 16.... 

Aniline yellow, S & J No. 7. 

Sudan G, S & J No. 10. 

Sudan I, S & J No. 11. 

Sudan 11, S & J No. 49. 

Caiminaph garnet, S & J No. 60 
Sudan brown, S & J No. 59... . 

Oil scarlet, S & J No. 150 . 

Sudan III, S & J No. 143. 


QUANTITY EXTRACTED 

AU 

All 

,98 per cent 
3 per cent 
None 
None 

Small (extract a light blue) 

Small 

Trace 


Work on Recommendation 3, “that the method of quantitative separa¬ 
tion of amaranth from tarlrazine be undertaken”, was begun, but owing 
to incomplete data a report cannot be submitted at this time. 

It is recommended^ that the work planned for next year be a continua¬ 
tion of the previous work, with the object in view of bringing it to a 
definite conclusion. 


REPORT ON METALS IN FOODS. 

By W. F. Clarke (Bureau of Chemistry, Washington, D. C.), 

Referee, 

ARSENIC. 

Although not recommended for study, arsenic was made the subject 
of collaborative work for three reasons: (1) the present situation in the 
fruit and vegetable industries with reference to spray residues; (2) cer¬ 
tain features of the official method which should be more exactly defined; 
and (3) the necessity for establishing the limit of accuracy of the method. 

For this collaborative study it was decided to use the modification of 
the official Gutzeit method which was developed at the Baltimore Sta¬ 
tion of the Bmeau of Chemistry, because this method has been used 
widely in work on spray residues. In its essential features, this modifica¬ 
tion differs little from the official method. Aside from variances in the 
wet combustion, the dilution of the digest, and the size of aliquot taken 
(with none of wliich the present study is concerned), the differences are 
as follows: (1) the use, in the Gutzeit generator, of 5 cc. of concentrated 
sulfuric acid instead of 20 cc. of dilute sulfuric acid (1 + 4) or of 20 cc. 


1 For report of Sub-oommittee C aad action of the association, see Thii Journal, 1927, 10: 74. 
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of dilute hydrochloric acid (1 +3); (2) the use of 5 cc* of potassium 
iodide (15 pjer cent) instead of 4 cc. of potassium iodide (20 per cent); 
(3) specific directions for heating instead of directing to “Heat to 90®C. 
* ^ * and heat for 10 minutes”; and (4) the procedure for cooling to 
17®“19®C. instead of to 5®C. 

The actual determination is made as follows: Using the apparatus 
described in the official method, the solution in the generator is adjusted 
to a volume of 30 cc.; 5 cc. of concentrated sulfuric acid is added and, 
after shaking, 5 cc. of potassium iodide (15 per cent). The generator is 
placed in a round pan of warm water (40®-50°C.) over a Bunsen burner, 
the bath is heated quickly to 90°C., and then the gas is turned off. 
During the heating care is taken to prevent the flame from playing 
directly under the generator. Three drops of stannous chloride (40 per 
cent in concentrated hydrochloric acid) are added and, after 5 minutes, 
the temperature of the solution in the generator is reduced quickly to a 

Table 1. 


Results obtained by the collaborators. 
(Expressed as micrograms of AssOs-) 



1 

2 

3 

4 

5 

6 

C. A. Greenleaf 

14 

16 

15 

17 

22 

21 


16 

17 

22 

16 

20 

18 


15 

14 

18 

19 

16 

20 


16 

15 

16 

13 

22 

20 

Average 

15.3 

15.5 

17.8 

16 3 

20.0 

19 8 

G. W. Kirby 

16 

17 

20 

18 

22 

18 

20 

18 

18 

18 

22 

20 


16 

17 

20 

18 

20 

20 


16 

15 

20 

18 

22 

20 

Average 

17.0 

16.8 

19.5 

18.0 

21 5 

19.5 

T. F. Pappe 

19 

20 

21 

20 

22 

19 

18 

20 

21 

20 

24 

23 

Average 

18 5 

20 0 

21 0 

20.0 

23 0 

21 0 

H. R. Smith 

18 

25 

21 

20 

25 

25 


18 

13 

24 

23 

25 

23 


14 

14 

16 

19 

16 

17 


17 

17 

22 

17 

23 

17 

Average 

16.8 

17 3 

20.8 

19.8 

22.3 

20.5 

W. F. Clarke 

18 

20 

17 

17 

20 

21 


17 

16 

17 

20 

19 

17 

Average 

17 5 

18.0 

17.0 

18.5 

19 5 

19 0 

Grand Average 

17.0 

17 5 

19.2 

18.5 

21.3 

20.0 

Present 

16.5 

17 4 

18 3 

19 2 

20 1 

21.0 


1 As explained later the xino shcxild be eenaitiaed and nniformly etohed. 
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range of from 17° to 19°C. Cooling is accomplished readily by several 
substitutions of ice water. About 15 grams of stick zinc^ is added to 
the solution, and the determination is completed as in the official method, 
except that the temperature is kept at 17°~19°C. instead of at 5°C. 

It was considered that the essential point was to establish the limit 
of accuracy of the method. Consequently, the samples used were solu¬ 
tions of arsenious acid in dilute sulfuric acid, free of organic matter, so 
that no wet combustion was necessary. The six samples prepared were 
so varied in strength that the aliquots which the collaborators were in¬ 
structed to use differed in a gradation of 0.9 mmg. from 16.5 mmg. 
to 21.0 mmg. 

Each analyst obtained results that were in error, in at least one instance, 
by as much as 3.5 mmg. The averages were generally not in error more 
than 2.5 mmg. 

DISCUSSION. 

Although the official method does not direct the use of treated zinc, 
the usual practice is to use about 7.5 grams of new zinc and 7.5 grams of 
zinc which has been left from previous determinations. In the present 
instance, G. W. Kirby, C. A. Greenleaf, and the referee used zinc which 
had been treated in the following way: about 200 grams of the broken 
stick zinc was treated with 300 cc. of dilute sulfuric acid to which had 
been added 2 cc. of the stannous chloride solution; the action was 
allowed to continue 15 minutes; and the zinc was then washed in a 
funnel with tap water and finally with distilled water. From the results 
obtained by these three collaborators it was apparent that uniformly 
etched, non-pitted zinc was essential. The width of the mercuric bro¬ 
mide paper must be uniform. Wherever practicable, standards should 
be run along with the samples under examination, and in the present 
case those which were run simultaneously with the samples corresponded 
to 15 mmg., 20 mmg., and 25 mmg., respectively, of arsenic trioxide. 

As frequently used, the Gutzeit methods involve the taking of very 
small aliquots; for such work a reliable volumetric method might prove 
suitable, permitting the use of the entire amount available. In this con¬ 
nection attention is directed to the official method for total arsenic^ 

LEAD, 

The work on lead was disappointing, owing, probably, to the fact that 
samples were chosen with the intention of covering the worst case. Cer¬ 
tain foods, e. g., oysters, may run as high as 2500 p. p. m. of copper and 
3100 p. p. m. of zinc. To cover these possibilities, the samples were pre¬ 
pared with the following metal content: 0.3 gram of copper, 0.4 gram 
of zinc, and 0.1 gram each of tin, aluminum, and iron. The lead content 


1 Meihodt AmOytw, A. O. A. C., 1925. 47-49. 
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ranged from 0.01 to 0.08 mg. The results obtained in preliminary work 
were so erratic that it was decided not to submit them for collaborative 
work. 

In view of the results obtained last year, it is felt that further study 
is justified, and that, if found necessary, a less sophisticated mixture 
be used. 

COPPER AND ZINC. 

Since no method for either copper or zinc which seemed especially 
desirable was reported, no work was carried out on these metals. 

RECOMMENDATIONS*. 

It is recommended— 

(1) That the Gutzeit method (ofiicial and modifications thereof), and 
the most promising gravimetric and volumetric methods be studied col- 
laboratively with a view to defining more exactly the conditions of the 
first and to offering the second and third, or one of them, alternatively 
with the official method. 

(2) That the sulfocyanate method for lead be studied further. 

(3) That methods be sought for copper and zinc. 


No report on zinc in dried eggs was given by the associate referee. 


REPORT ON FRUITS AND FRUIT PRODUCTS. 

By H. J. WicHMANN (U. S. Food and Drug Inspection Station, San 
Francisco, Calif.), Referee, 

Three reports were submitted by associate referees on subjects included 
under the designation of Fruits and Fruit Products: 

1. Report on Water in Grape Juice, by B. G. Hartmann. 

2. Report on Fruit Acids, by E. K. Nelson. 

3. Report on Ash in Fruit Products, by H. J. Wichmann and 

Doris H. Tilden. 

Hartmann’s report indicates that the method he has developed is 
sound in principle and will, with careful work, determine approximately 
the percentage of added water in filtered white grape juices such as are 
ordinarily found on the market. Low results were obtained with un¬ 
filtered juices, unless the actual solubility coefficient for cream of tartar 
of the juice could be determined. Since it is the customary trade prac¬ 
tice to filter the storage juice before bottling, unfiltered juices will 
hardly be found in interstate commerce. Further work appears un¬ 
necessary. 

I For report of Sub-committee C and action of the asiooiation, eee Thit Journal^ 1927, 19 ; 74. 
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It was a disappointment to the referee that Nelson was unable to 
report a workable method for the gravimetric determination of active 
or inactive malic acid in fruit products. He has felt the necessity for 
such a method in the analysis of fruit products ever since the inactive 
malic acid became a commercial article. Like Nelson, the general referee 
has been able to convert pure malic into fumaric acid with better than 
90 per cent eflSciency, but he has obtained no satisfactory results on 
malic acid extracted from fruits. He agrees with Nelson that if a gravi¬ 
metric method for malic acid is found it will involve its conversion into 
fumaric acid. The necessity for a method that is not dependent on 
optical properties is so urgent that further work is justified, and it is 
so recommended. 

The referee is convinced that ash analysis, or rather the determina¬ 
tion of the inorganic constituents of foods, is of great importance to 
agricultural chemists in general and especially so to those having to deal 
with fruit products. The interpretation of many analyses of fruit prod¬ 
ucts depends in part on this determination. Naturally, ash material can 
be added in sophisticated products, but it is not so easy to add the 
ingredients of the ash in the proper proportions. At the San Francisco 
Station particular interest has been shown in the inorganic composition 
of authentic samples of fruits, and the methods for calcium and mag¬ 
nesium reported by the associate referees have been used with excellent 
results. The methods are based on principles not found in most text¬ 
books on quantitative analysis. The method for calcium dates back to 
the work of the Referee on the Detection of Neutralizers in Dairy 
Products^ It was necessary, however, to modify it to include magnesium. 
It is believed that iron and aluminum can be determined as the phos¬ 
phates in dilute acetic acid, but the development of a method has not 
yet been attempted. Iron, aluminum, and manganese have merely been 
completely removed from solutions previous to the determination of 
calcium and magnesium. The development of methods for these ele¬ 
ments, as well as a collaborative trial on a synthetic solution containing 
iron, aluminum, manganese, calcium, magnesium, potassium, and phos¬ 
phorus is recommended to the next associate referee^. 

The question of the determination of chlorine has been considered 
often at the San Francisco Station, and the analysts have some data on 
the determination of chlorine in fruit products, but they arc not in shape 
for publication at this time. The conclusion based on the work done so 
far is that the present method for the determination of chlorine in the 
ash is neither accurate nor satisfactory. This was previously pointed out 
by Browne and Gamble*. In this laboratory it has been found that the 

»U. S. Dept. Agr. Bull No 624 

* For report of Sub-committee C and action of the association, see This Journal, 1927, 10: 75. 

> Fact* mat Sugar, 1923, 17 : 652. 
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direct method as recommended by them is satisfactory in the case of a 
limited number of fruit products, for example, tomato juice, but that the 
chlorine is precipitated as a colloidal silver chloride that is not completely 
retained by the Gooch crucibles from most fruit juices. In the authentic 
fruit work all the chlorine data were obtained after ashing the juice in 
the presence of excess sodium carbonate. Data on this method of prepa¬ 
ration for chlorine determinations will be ready for publication next year. 


REPORT ON WATER IN GRAPE JUICE. 

By B. G. Hartmann (Bureau of Chemistry, Washington, D. C.), 
Associate Referee. 

The results of the collaborative study of the tentative method for the 
determination of added water in grape juice reported in 1925 were un¬ 
satisfactory. It is believed that the poor agreement obtained at that 
time was due to inadequate temperature control during the treatment 
with cream of tartar. A provision, which it was hoped would permit of 
better control, was written into the text, and the method was again sub¬ 
mitted for study during the present year. The results reported by the 
five collaborators who participated in the work are far from satisfactory; 
in fact, they are not much better than those reported in 1925. 

After a careful review of the reported data the conclusion was reached 
that the erratic behavior of the method was due to the unfiltered con¬ 
dition of the juice used for the preparation of the samples. The purity 
of the juice had been established. However, it was learned that the 
manufacturer, from whom it had been secured, had not subjected it to 
the customary trade practice of filtering before bottling. An unfiltered 
storage juice contains finely suspended cream of tartar which, if not 
removed, will redissolve at a higher temperature, thereby increasing the 
cream of tartar content over that normally present in a factory-filtered 
juic^. A thorough examination showed that the juice had a solubility 
coefficient for cream of tartar of only 0.052 gram per 100 cc. at a tem¬ 
perature of 25®C. Since, as has been shown, a filtered factory juice 
requires 0.095 gram of cream of tartar per 100 cc. for complete satura¬ 
tion at 25°C., it is at once evident why the results reported by the col¬ 
laborators are low. 

In the following table the collaborators’ original results, based upon 
the factor 0.095, are given, as are the percentages of added water ob¬ 
tained by using the saturation factor 0.052. 

In addition to the data given in the table, reports were also received 
from two other collaborators. Their results are not included in the table, 
however, because they are wholly out of agreement with the true amounts 
of water added, being in some instances four times too high. No positive 



m7] 


HARTMANN: REPORT ON WATER IN GRAPE JUICE 


431 


Percentage of added water found in five samples submitted to collaborators. 


COXJ:JlBOnATOR 

SAMPUB 1 
2.6^ Added 

SAMPLE 2 

5.0^ Added 

SAMPLE 3 

9.8% Added 
Water 

SAMPLE 4 

24.3^ Added 

SAMPLE 5 

54 0% Added 
Water 

Factor, 
0 096 

Factor, 

0.062 

Factor, 
0 096 

FactOT, 
0 052 

Factor, 

0.096 

Factor, 
0 062 

Factor, 

0.095 

Factor, 
0 052 

Factor, 
0 095 

Factor, 
0 052 

L. Jones 

-2.9 

3.5 

1.6 

8.8 

3.4 

10.6 

15.9 

22.3 

41.7 

48.9 

Chicago, Ill. 

-2,9 

3.5 

1.2 

8.4 

3.4 

10.6 

15.9 

22.3 

43.3 

50.4 

H. L. Clapp 

-2.8 

4.4 

1.6 

8.8 

4.4 

11.6 

13.8 

21.0 

40.8 

48.0 

Chicago, 111. 

-2.2 

5.0 

-0.6 

6.6 

7.6 

14.7 

12.3 

19.4 

41.0 

48.1 

F. Hillig, Wash- 

-5.3 

2.7 

-2.1 

5.9 

2.0 

9.2 

17.1 

24.2 

40.9 

48.0 

ington, D. C. 

-5.3 

2.7 

-2.1 

5.9 

2.0 

9.2 

15.5 

22.7 

42 1 

49.3 

B. G. Hartmann 

-6.4 

0.8 

-1.7 

5.4 

6.0 

13.2 

15.0 

22.0 

38.9 

46.1 

Average 


3.2 


7.1 


11.3 


22.0 


48.4 


conclusion as to the reason for the discordant results obtained by these 
analysts can be offered. It may be assumed from the accuracy obtained 
in the titration of the five solutions that the method used was satisfac¬ 
tory, which supposition would justify the conclusion that the failure to 
obtain better agreement was not due to a lack of uniformity in the sam¬ 
ples submitted. The only plausible explanation for the extremely high 
results reported is that the cream of tartar used was not pure. 

Referring to the table, it is seen that the results reported by the four 
analysts when using the 0.095 factor are quite uniform, although ex¬ 
tremely low. When calculating the percentages of added water on the 
basis of the true solubility coefficient, 0.052, the results agree very 
well with the amounts of water added. 

Based upon the results reported, it may be concluded that the revised 
method for the determination of added water in grape juice described 
previously by the associate referee^ is sound in principle. It is, however, 
applicable only to factory-filtered juices, that is, juices resulting from 
the filtration of storage juices at storage temperature (approximately 
15°C.). 

Judging from long experience with the method, in its application to 
regulatory work, and considering the good agreement had by the four 
analysts when using the 0.052 factor, the associate referee assumes that 
the fundamental principles of the method are sound. Extreme accuracy 
cannot be expected since each 0.1 cc. of 0.1 TV sodium hydroxide cor¬ 
responds to 3.1 per cent of added water. It is believed that the method 
in its present form is satisfactory and does not require further attention*. 

* This Journal, 1926. 38 ——— 

* Far report of Sub^minmittee C and action of the aaaociation, see This Journal, 1927, 10: 75. 
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REPORT ON FRUIT ACIDS. 

By E. K. Nelson (Bureau of Chemistry, Washington, D. C.), Associate 

Referee. 

During the past year the work on the determination of fruit acids has 
been restricted to an attempt to develop a gravimetric method for the 
estimation of malic acid, either active or inactive. 

The method used followed the lines suggested by the associate referee 
at the last meeting, namely, extraction of the total fruit acids by ether, 
conversion of the malic acid into fumaric acid by heating the sodium 
salts with an excess of sodium hydroxide at 130®C. for 3 hours, extrac¬ 
tion of the fumaric acid, and oxidation to racemic acid by heating with 
a solution of 3 grams of sodium chlorate and 1 cc. of a 1 per cent solution 
of osmium tetroxide, the racemic acid being finally weighed as the 
difficultly soluble calcium salt. 

While conditions were found whereby a yield of 90 per cent of fumaric 
acid could be obtained from pure malic acid, and a yield of 96 per cent 
of racemic acid from fumaric acid, the method has failed so far to give 
reliable results on acids extracted from fruit juices for the following 
reasons: (1) The long extraction necessary is quite impractical; (2) it 
has not been found possible to completely free the fumaric acid formed 
from the dehydration products of citric and tartaric acids, thus getting 
a satisfactory blank; (3) when operating on the acids as extracted from 
fruit juices, the step involving the oxidation of fumaric acid to racemic 
acid is interfered with by something that seems to poison the catalyst, 
and the reaction is no longer 96 per cent complete, but far below that 
figure. 

Some collaborative work was undertaken in which the weight of malic 
acid determined from the weight of fumaric acid was requested, but in 
which the request for oxidation to racemic acid was omitted. Only one 
report was received. 

The samples sent out consisted of: I.—Black raspberry juice, de- 
pectinized, with no added acids; II.—the same juice with 1 gram of 
inactive malic acid and 1 gram of tartaric acid per liter added; and 
III.—the same juice with 5 grams each of inactive malic acid and tar¬ 
taric acid per liter added. 

L. J. Cross of the Department of Farms and Markets, Albany, N. Y., 
reported the following quantities of malic acid expressed as grams per 
liter: 1,0.028; 11,0.448; 111,2.208. 

These results are over 50 per cent low, the deficiency being due mainly 
to the fact that, while the ether extraction was carried out for the speci¬ 
fied length of time, the rate of extraction, as shown by the volume of 
the aqueous solution remaining in the extractor, was much too slow. 
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It is unnecessary at this time to record the many experiments carried 
out by the associate referee. Until a practical reliable procedure, with 
the difficulties ironed out, can be found, no collaborative work will be 
attempted. 

The results, however, seem to justify further work and this is recom- 
mended^ 


REPORT ON ASH IN FRUIT PRODUCTS. 

By H. J. Wichmann, Associate Referee, and Doris Tilden, Analyst (U. S. 

Food and Drug Inspection Station, San Francisco, Calif.). 

That plants contain the elements iron, aluminum, manganese, sulfur, 
chlorine, and silicon, but usually in small quantities, and calcium, mag¬ 
nesium, sodium, potassium and phosphorus often in relatively large 
quantities, is well known for the reason that these elements are found 
in combination in ash of plant material. Therefore, the analysis of plant 
ashes has been considered important in the past and, in the opinion of 
the associate referee, will be of greater importance to agricultural chem¬ 
ists in the future. 

The methods of analysis in use at the present time have not been en¬ 
tirely satisfactory. In the case of fruit products iron, aluminum, man¬ 
ganese, silicon, and sodium are usually not determined, being mostly of 
minor importance except for the difficulties they create in the determina¬ 
tion of the other elements, particularly calcium and magnesium. The 
time-honored methods require the removal of iron, aluminum, and phos¬ 
phorus by the basic ferric acetate method before the other metals can 
be determined. In the presence of large quantities of phosphates, alka¬ 
line earths, and alkalis this method is not only cumbersome, but it is 
likely to be inaccurate. Methods of Analysis^ contains methods for the 
determination of calcium and magnesium that do not require the previous 
removal of iron, aluminum, and phosphorus. These methods, however, 
require double precipitations and long standing, and they do not make 
any allowance for the presence of manganese, a consistent, if small, con¬ 
stituent of plant ashes’. If manganese is present, it will be found as a 
contamination of the magnesium phosphate precipitate. In the opinion 
of the referee and his associates, iron, aluminum, and manganese should 
be removed from solution before the precipitations of calcium and mag¬ 
nesium are made, but this procedure is not necessary with phosphates 
if a method developed by the referee is used. 

This new method is a departure from old analytical methods. It is 
based on the insolubility of ferric and aluminum phosphate and the 

^ For report of Sub-committee C and action of the association, see This Journal, 1927. 10* 75. 

* Metros of Analysis, A, O. A. C., 1926, 41, 42. 

* J. S. MoHargue. Ind. Eng. Chem., 1926, 18* 172 
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solubility of manganese, calcium, magnesium, and alkali phosphates in 
dilute acetic acid solutions. Manganese is separated in acetic acid solu¬ 
tion as hydrated manganese dioxide by bromine water in the presence of 
sodium acetate. The calcium is then precipitated as the oxalate, with 
sodium oxalate. In this way calcium can be determined accurately and 
separated from magnesium in solutions containing phosphates. Am¬ 
monia and ammonium salts are purposely avoided up to this point be¬ 
cause they are unnecessary and must be removed before the magnesium 
precipitation. The filtrate from the calcium oxalate contains the alkalis 
and magnesium, and the magnesium can be precipitated as the phosphate 
by the usual methods after the acetic acid has been neutralized. 

Ferric and aluminum phosphates are completely precipitated at a 
hydrogen-ion concentration of 3.0 to 3.5, but calcium and magnesium 
phosphates are not precipitated below a concentration of 7.0^ Calcium 
is precipitated in the presence of phosphates as the oxalate without con¬ 
tamination with phosphates and magnesium at a hydrogen-ion concen¬ 
tration of approximately 4.6^. Dilute acetic acid is therefore used to 
control the hydrogen-ion concentration. 

In the statement of the principles governing the new method it will 
be observed that sodium oxalate was recommended as the calcium pre¬ 
cipitant. This selection was made for the purpose of avoiding the intro¬ 
duction of ammonium salts previous to the magnesium precipitation. 
Unfortunately, it was found in check experiments that the results for 
calcium were uniformly slightly high by either gravimetric or volu¬ 
metric methods, although the amount of magnesium determined in the 
filtrate was equal to the quantities added. This condition was attributed 
to occlusion of sodium oxalate in the calcium oxalate precipitate. The 
calcium, therefore, was dissolved in hydrochloric acid and reprecipitated 
with ammonium oxalate, and then determined gravimetrically, or volu- 
metrically with potassium permanganate, as preferred. If the deter¬ 
mination of magnesium is not desired, the preliminary precipitation of 
calcium with sodium oxalate can be omitted. In such cases there is no 
necessity for the avoidance of ammonium salts, and one precipitation 
with ammonium oxalate is ordinarily sufficient. 

The new method recommended for trial by the referee for calcium and 
magnesium in the ash of plant materials is as follows: 

CALCmM. 

Dissolve the ash in hydrochloric acid, evaporate to dryness, and bake at 110°C. for 
1 hour to dehydrate the silica. Dissolve the residue in dilute hydrochloric acid and 
filter from any silicon dioxide. Make the filtrate up to a definite volume and take 
aliquots. To the aliquot taken for the determination of calcium and magnesium add 
a few drops of concentrated nitric acid and boil for a few minutes to oxidize all ferrous 

» This Journal, 1923. 6: 418. 

> Alfred Shohl. J. Biol. Chem., 1922, 50: 627. 
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iron to the ferric state and to boil off any nitrogen dioxide. Make alkaline to methyl 
orange by adding pure 10 per cent sodium hydroxide (do not use an old solution) drop 
by drop while stirring. Add acetic acid to make the solution acid (not over 1 cc. of 
concentrated acetic acid in excess). Boil and add a few drops of sodium dihydrogen 
phosphate solution to provide an excess of phosphoric acid in all cases. Filter from 
any precipitate of ferric and aluminum phosphates and wash carefully. Only in excep¬ 
tional cases will it be necessary to dissolve and reprecipitate the iron and aluminum 
phosphates. 

Add 2 grams of sodium acetate and sufficient bromine water to color the solution 
yellow. Cover witli a watch glass, bring to a boil, and boil briskly for a few minutes. 
If any manganese is present it will be precipitated as the hydrated manganese dioxide. 
(In fruit products the quantity of manganese is so small that it may usually be neglected. 
In other products, like seeds and spices, it may be quite appreciable.) 

Filter the manganese dioxide and wash with hot water. If the precipitate of man¬ 
ganese dioxide is bulky (in excess of 10 mg.), dissolve it in a small quantity of strong 
hydro<;hloric acid and then reprecipitate it. Add the second filtrate to the first, toil 
off any bromine remaining, and evaporate the filtrate to 100-150 cc. Bring to a boil 
and precipitate the calcium by adding saturated sodium oxalate solution drop by drop 
to a slight excess. Continue boiling until the calcium oxalate begins to settle, or digest 
for 15 minutes on the steam bath. Allow to settle until the solution is clear (usually 
not over 30 minutes is ne'cessary). Filter off the calcium oxalate and wash thoroughly 
with hot water. Reserve the filtrate for the magnesium determination. Wash the 
precipitate carefully back into the original bc'aker, heat, and dissolve it in as little 
concentrated hydrochloric acid as possible. Add ammonia drop by drop with continued 
stirring till the solution is slightly arnmoniacal to methyl red. Then add acetic acid 
till slightly acid and while still hot add a slight excess of ammonium oxalate (only a few 
drops will be necessary to f)r()vide an excess of oxalate). Digest on the steam bath for 
1 hour and set aside until the precipitate settles clear, or overnight. Determine the 
calcium either gravimetrically or volumetrically by the u.sual methods. For small 
quantities of calcium the gravimetric method is preferred. 

If magnesium is not to be determined, precipitate the calcium oncf} from the boiling 
solution freed from iron, aluminum, and manganese with ammonium oxalate; digest; 
and determine as described. 


MAGNESIUM. 

If large quantities of calcium have Ix^en precipitated, use both filtraU^s. Concentrate 
the filtrate from the first calcium precipitation to 50-75 cc. Make the solution slightly 
alkaline to methyl red with ammonium hydroxide. Heat to boiling and add sodium 
ammonium phosphate solution drop by drop to slight excess. Add one-tliird the volume 
of concentrated ammonium hydroxide slowly with constant stirring. Let stand for 
2 hours, or overnight. Filter, wash the precipitate with water containing 2 per cent 
of ammonia till all chlorides have been removed, dry the precipitate, and ignite in a 
platinum (Tucible at first gently and then with a blast. Weigh the magnesium pyro¬ 
phosphate and calculate to magnesium oxide. 

The*experimental work in connection with the development of this 
method was done on the purest magnesium ribbon obtainable and ignited 
CRlcium oxide prepared from calcium oxalate precipitated at least two 
times. In many analyses, iron, aluminum, phosphates, and manganese 
in appropriate proportions were added to the initial calcium-magnesium 
solution. The numerous experiments made to check the details of the 
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method need not be given here. Some of the results obtained by the 
junior writer on the final method are given in the following table. 


CaO PASUBNT 

MgO PRESENT 

0rom 

grtun 


0.0575 

0.0922 

0.0751 

0.0964 

0.0760 

0.0711 

0.0760 

0.0641 

0.0772 


0.0772 

0.0906 

0.0772 

0.0272 

0.0232 


CaO POUND 

MgO roxnw 

gram 

gram 

0.0679 

0.0919 

0.0766 

0.0929 

0.0766 

0.0964 

0.0768 

0.0774 

0.0761 

0.0648 

0.0772 

0.0775 

0.0906 

0.0764 

0.0276 

0.0237 

0.0276 

0.0236 


Calcium oxide determined volumetrically with OA N poUusium 
permanganate. 


0.0906 0.0910 

0.0909 
0.0907 

This method has given consistently good results in the hands of the 
referee and his associates, although it has not yet been put to the test 
by collaborators working under conditions perhaps entirely different 
from those of the writers. It is felt, however, that it has decided merits, 
and it is offered for cooperative trial by the next associate refereed 


No report on canned foods was given by the referee. 


ADDRESS BY DR. WILEY. 

LUX ET VERITAS. 

I wish to assure you, Mr. President, that I am not responsible for the 
title of my paper. This is the first time I have ever addressed this 
organization since I have been honorary president that I have been 
fettered by a title to my address. Heretofore I have been permitted 
to choose my own theme and to feel no restriction. Well, I think I 
ought to confine myself to my theme, but it is so limiting and means 
so little—even though the motto of a somewhat renowned university— 
that it gives me a very restricted opportunity for originedity. 

We have had opportunities to look at the sun, at least through a 
smoked glass, and yet we all realize that no one has ever seen the sun 
in its proper position. Do you realize that? The sun rises eight minutes 
before we can see it at all, and it shines eight minutes after it has set. 

^ For repcHTt of Sub-committee C and action of the association, see Thi$ Journai^ 1927, 10: 75. 
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That is a peculiarity of light—that it is not transmitted instantaneously. 
It takes eight minutes for the light to come from the sun to the earth. 
Of course I was taught, and you were too, that the earth was the first 
creation and that the sun and moon and stars were made for our delec¬ 
tation. Well, they have been delighting us for a number of years in 
various ways, but now we have applied the test of research to these 
heavenly bodies and have discovered the most marvelous effects, some 
of which I will relate to you. 

I have just had the opportunity of reading about the oldest light that 
is known—a light that started on its way to this planet 10,000,000 
years ago. I suppose it was meant for us, because it has come to us 
now. The study of this light was not concerned with what it may be 
now, but rather as to what it was at its source, 10,000,000 years ago. 
Now, that is the most remarkable piece of light that I have ever read 
about. It so happened that my wife’s niece, Adelaide Ames, was one of 
the persons who led us to this distant world. She and Professor Shapley, 
the Professor of Astronomy of Harvard University, have told us all about 
it in a most interesting paper. As that light has been traveling at the rate 
of 186,000 miles a second for 10,000,000 years, you may know it has come 
a long distance, and the source of it may have long passed away. You 
cannot look tonight, but last night if you had looked at the stars instead of 
at the boxing match you might have thought they were still there, for 
they were shining as they have shone ever since we were born. Some 
of these lights have been a million years on their road, and you saw 
something that was there a million years ago if you looked up at the 
heavens last night. You cannot see this new light without a special 
apparatus. I have seen the pictures of it, but that is all. But it is the 
light that comes from the most distant quarters of the universe, and yet 
it is the same kind of light that comes from the sun to us every eight 
minutes, and the light you see in the heavens is the same kind even if 
it has been 10,000,000 years on the way. What does that give us as the 
idea of the great cosmos? Unity, unity. 

As we study them we can tell the chemical composition of these 
luminous bodies. What do we find? We find the things that we find 
on this earth, and more. What is the lesson which that conveys? A 
lesson of such grandeur, of such incomprehensible unity and plan that 
the human mind cannot conceive of it I What does research do? Dr. 
Browne says that it helps to regulate officials, but it does more than that 
—it reveals to us the secrets of the universe. 

A beautiful illustration of my theme occurred to me many years ago 
in Berlin at the meeting of the International Congress of Applied Chem¬ 
istry, when Mr. William Crookes, eminent chemist, was president of the 
association. On that occasion Dr. Otto Witt, another eminent chemist 
and the one who succeeded Dr. Crookes in the presidency, introduced 
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him by the following well-known old church motto, which was most ap¬ 
propriate: “Ubi Crookes ibi lux’"—“Wherever Crookes is, there is light”. 
How beautifully applied it was in that instance! Of course, Professor 
Crookes, like some other great men, is not always sane—I don’t 
know of one that is always—for lately he got the idea that he could 
talk with disembodied spirits. Well, he may be able to do that for 
anything I know, but I never have had the privilege of talking with 
the spirits or of having anything to do with them. The only spirits 
I have had anything to do with were mostly in the bottle, and the 
less you talk about that kind of spirits the better it is for you. But 
that was one of the greatest compliments I had ever heard paid to a 
scientific man. 

Now, the other part of my theme is not so encumbered: Veritas! 
Lux et veritas! 

The word “veritas” is on the shield of Harvard University, but un¬ 
fortunately sine lux, and has been now for 300 years, so I am quite 
familiar with it. When they built the Harvard stadium, which was the 
first of the college stadia, they wanted to follow the good old New 
England custom of using some inscription from the Bible, and so they 
asked diflFerent persons to suggest something appropriate. One man 
sent in—by the way this was not used, although everybody hoped it 
would be—this quotation from the Bible: “The sons of Eli are liars 
and there is no truth in them”. On another occasion, speaking of the 
Harvard shield, dear old Dr. Peabody and Edward Everett Hale met 
on their way to Soldiers Field on a Saturday when Yale and Harvard 
were contesting. Someone said to Dr. Peabody: “Are you going out 
to shout, ‘To hell with Yale?’ ” He answered: “No, I am going out 
to yell with Hale”. You see veritas saving the day again. 

There is a lot in those two words. I am almost glad that they were 
assigned to me by some unknown friend. I accosted the only real 
classicist that I have met since the death of my lamented friend, Pro¬ 
fessor Sophocles, years ago and accused him of perpetrating this, but 
Dr. Browne says he did not do it, so I am still unable to thank the one 
who did do it. {Since then I have learned that Dr. Skinner is the 
culprit.) 

There is always opportunity to spread a little more light and stick a 
little closer to the truth. Have you ever noticed how differently people 
interpret the same data? You will find a rabid free-trader and an unre¬ 
formed high tariff man form absolutely diametrical opinions on the same 
data. You will see one man walking up in his ignorance and superiority 
and voting the Democratic ticket, while another man with equal fixity 
of purpose votes under the same instructions in politics and selects the 
Republican ticket. Is it not strange? Now, both of these men are 
probably honest, and they are g«ing in the way in which they think 
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they ought to go, but they go in diametrically different ways. The same 
is equally true of economic and religious principles; we all have the 
same data at our disposal, but after study we reach very different con¬ 
clusions. I think it is a happy thing that this is so. What a monotonous 
life this would be if everybody believed the same thing, voted the same 
way, pursued the same political party, belonged to the same church— 
there would be no use living in this world as the only refuge a man 
would have would be to get married. Perhaps then he would not have 
such unbroken monotony. 

I have, as has been said today, attended every meeting of the Asso¬ 
ciation of Official Agricultural Chemists, and as long as I am able and 
have the opportunity I shall continue to do so. I wish never to miss one 
of them as long as I live. 

Now, what are some of the truths that we may use to help us to a 
longer life? I think we all would like to live as long as possible. Yester¬ 
day morning at the breakfast table, when we were discussing my 82nd 
birthday, my good wife said she hoped that I would live to be 92. She 
wanted me to live as long as President Eliot lived and he died young— 
that is the trouble with people, the good die young no matter how long 
they live. I should be perfectly content to look forward to another ten 
years if I could be as useful and as helpful in those ten years as Dr. Eliot 
was almost to the very last. He was most active in all good work and 
I never knew him to be engaged in any work except that kind. He 
was a young president when I went to Harvard—had only been there 
three years. He was in the making, and there was a great deal of doubt 
about his selection. It was only the second time that anyone except a 
minister of the Gospel had been chosen president of Harvard, and it 
was uncertain what was going to happen without an old man in the 
saddle. However, after forty years of that presidency, while still in 
the strength of his vigor and the vigor of his mentality, Dr. Elliot asked 
to lay aside the burden, not because he felt unable to do the work but 
because he wanted someone else taken in and trained up to do the job 
as well as he had done it. After he resigned from the presidency he was 
offered the highest position in public life. I remember when Dr. Eliot 
was here. It was at the beginning of Mr. Taft’s administration, when 
we had a great Harvard gathering in his honor. We had two presidents 
at the dinner table, the President of the United States and the President 
of Harvard University. What an impression he made on that crowd of 
Harvard men by his dignity, by his reserve power, clearness of vision, 
his order of speech, his clarity of thought! No one but a young man 
could have exhibited all these characteristics of strength and youth. 
Mr. Taft urged and begged him to accept the post of Minister to the 
Court of St. James, but he declined because he thought that at his time 
of life he had better not begin any new career but stick to what he had 
been accustomed to do^work for the public good. Again, another 
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president wanted to send him as minister to China and his Secretary of 
State objected because he thought he was not a Christian. He belonged, 
you know, to the Unitarian Church. Of course he would not have ac¬ 
cepted the place if it had been offered to him. 

So, there was a man who showed in his career, and especially the last 
yeeu’s of his career, the Harvard principle of veritas—truth; truth not 
for any gain, but for truth’s sake. 

We can take this element of truth, apply it to research, and we can 
add to the length of human life on this sphere. We learn from astronomy 
what a speck, microscopically speaking, this world is. Even our sun is 
only a speck. It is only one of thousands of stars that make our own 
system, our own bunch of stars, the same ones that Professor Shapley 
looked at. Ten million years of light away and yet today it is the only 
thing in the world. 

When we leave here we do not know where we are going. We believe 
in eternal life by tradition. We hope. But I think every reasonable 
human being wants to stay right here just as lopg as possible. This 
thought brings me back to the conversation at our breakfast table. 
My older boy said: “Why stop at 92? I want Daddy to live to be a 
hundred”. Then my younger boy said: “What’s the use of limiting 
Daddy’s age? I want him to live as long as he wants to”. There is the 
true philosophy. I would like to do that, but I don’t want to live if I 
am unable to do anything to help along the cause of truth. Whenever 
I am unable to add anything to the ethics of living, to truth in its appli¬ 
cation to those ethics—truth applied to life; when I can do no more 
good; when I become a burden on any human being, either mentally 
or physically or otherwise, then my desire for life ends. However, we 
can keep that spirit of sacrifice and duty alive many, many years yet. 
Already, due to the application of research, the average length of human 
life in this country has been advanced about ten years or a little more, 
and statistics show that it is now about 54| years for men and 56J 
years for women. These figures show which sex nature believes in. The 
male is not considered by nature as of any value but the female is, and 
therefore women are more virile, you might say, than men. 

As we increase this research and as we learn more about how to main¬ 
tain youth and vigor, we will increase the average length of life. Perhaps 
in another 25 years we will increase it by three or four more years. Dr. 
Irving Fisher, at the Public Health Association the other day, even 
prophesied that before the end of the century the average length of 
human life would be 80 years. I think he is a little optimistic because 
as we improve in anything our improvement slows down. If we begin 
to play billiards and golf—as most people do nowadays—first we im¬ 
prove rapidly and then more slowly, and as we get to the end of our 
improvement it is very slow indeed. So, in adding to human life, at 
first we can do so rapidly, then we will have to slow down a bit, because 
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the task becomes more severe and more difficult and we will not make 
the same progress towards the end of the century that we did 25 years 
ago; we won’t make the same progress in the next 25 years that we 
did in the last. But research, the studying out of new truth and light, 
is one of my themes that is going to help us, just as during the last few 
years the therapeutic value of light has been brought out in a manner 
as never before, and has begun to be applied in the home. The sun 
worshipers have the only rational religion. 

I had a most remarkable letter yesterday from a woman who never 
puts any clothes on her child in the house because she wants him to get 
the full benefit of light. If you expose a child with rickets to the light 
it is a good deal better than any medicine you can give him. Light, if 
not filtered through glass, is the most wonderful therapeutic aid to 
humanity. Light, and the heat that accompanies it, is the sole source 
of vitality on this planet, and therefore we must again turn back to my 
♦heme as the foundation on which to base our respect for light, because 
througii light, and heat we get our food and clothing, our books, and our 
machines all the appiiaiic^^ *vkicK lifp less burdensome. We get 
vitality through the same source, not only indirectly tK**o«gh foodes, 
directly through the light rays on our body. We shall see a great reform 
in our food and clothing, especially indoors—we do not need much reform 
outdoors now—but we will see more exposure to the light through 
windows of quartz glass. Our houses will not be built for external 
beauty alone—I hope there will always be external beauty, because I 
am a great believer in architecture—but they will be built also as sani¬ 
tary places in which to live. 

If you will study diseases you will find that most of them are house 
diseases anyway, especially tuberculosis. Therefore, as the means to 
increased longevity, we will live more outdoors, with less clothing and 
with more exposure to the sunlight as the therapeutic agent. The day 
will also come when not so many of us will have grown through our 
hair as we have today. I notice that nearly all these great orators I 
have listened to in the last few days have grown until they have perfo¬ 
rated the hair. I am a little that way myself, but you don’t see women 
that way. Why? Because unknowingly they are obeying the laws of 
sanitation and of sanitary science applied to hair, and they don’t wear 
any tight bands around the head to shut off circulation from the scalp. 
They occasionally go to have a permanent wave put in, but that will 
last them, I am told, only three or four months—the Queen of Rumania 
has just had one, so you can ask her. But they don’t go so often to the 
barber and get their scalps infected as men do; and then, too, men go 
and cut off all the food from the top of the head with the result that you 
can readily see. That does not help you to live longer, to lose your hair. 

I want to see an octogenarian with aU the hair that is coming to him 
and all that ever did belong to him. I do not object to its getting white. 
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That is no shame or disgrace, but even that is due to some interference 
with the proper pigmentation of the haxT in some way. Maybe we will 
be able to retain the natural color of the hair as well as the hair itself. 

So, all the things which are wrapped up in this word “lux” are most 
interesting to us from every possible practical point of view. 

Now, my friends, I am not going to detain you any longer. If I could 
follow this out I would keep you here for a long period of time. I can 
tell you, however, that I have found out the definition which I have 
long been seeking to suit my own case as a proprietor of a Virginia farm, 
where I get heedth and sunlight at least. I get them more now than I 
ever knew about eight or ten years ago. I stopped, practically stopped, 
wearing my hat. I know that these vitalizing rays of the sun, while 
they won’t revive the hair that is dead, may keep alive what little remains 
alive. Perhaps I shall have another head of hair in a few years. But 
that is about all that I get out of my farm and so I was much rejoiced 
in running across this definition of a “gentleman farmer” the other day: 
“A gentleman farmer is one who raises his hat and nothing els^”* 
when I go out in the great open air and loot infinite heavens 

dljOVt:) Ixx tLv. pic&ence only of that Great Being who has created this 
universe as a unity, even to 10,000,000 years of light away, I take off 
my hat and salute the great Author of Nature. 

Chairman: Gentlemen, along with extending our thanks and congratu¬ 
lations to our honorary president for his address, I would be glad to 
extend to him our congratulations on his good health. Let us make an 
agreement with him now that we will meet him here in Washington, or 
wherever our next place of meeting is next year, and see how his scalp 
has developed. You will be there, Dr. Wiley? 

Dr. Wiley: Yes. 


SECOND DAY. 

TUESDAY—AFTERNOON SESSION. 

REPORT ON CEREAL FOODS. 

By F. C. Blanck (Food Control Laboratory, Bureau of Chemistry, 
Washington, D. C.), Referee, 

Since the association took definite action at last year’s meeting re¬ 
stricting the present year’s activity to those methods already under 
active consideration, no new work was undertaken. While the general 
referee clearly recognizes the need for prompt and definite action on 
pending methods, sight must not be lost of the fact that chemistry is an 
advancing and changing science and that if the methods of the associa¬ 
tion are to maintain their merited position of excellence, reliability, and 
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modernity, the members must be keenly alert to the current progress of 
this science. 

The development of new and improved methods of analysis is always 
predicated on preliminary consideration of the problem, including the 
possible application of work already done in an allied field. Such ad¬ 
vance consideration of the association’s problems by the referees and 
associate referees should greatly facilitate prompt devising and trial of 
new methods and new determinations. Consequently, the general referee 
suggests that the various referees be encouraged to give constructive 
consideration to their assignments beyond the specific recommendations 
annually adopted. 

There is appended to this report a selected bibliography of references 
in the cereal field, which may be of some interest. This bibliography 
only covers work that has been published since the 1925 meeting. 

The referee takes this opportunity of expressing his appreciation of 
the splendid cooperation of the various associate referees and their col¬ 
laborators. Without their careful, intelligent work, this report would 
not have been possible, as the referee is conscious of the fact that his 
own effort and thought have contributed but little to the progress here 
reported. 

Special acknowledgment is also made of the fine cooperation accorded 
by the American Association of Cereal Chemists and the milling industry. 
Without this cooperation of men engaged in the chemical side of industry, 
the methods of the association w'll not attain that position o^ universal 
recognition which is so desirable. 

SAMPLING OF FLOUR. 

Further collaborative work on the method recommended by the asso¬ 
ciate referee^ indicated the need for still further collaboration before its 
adoption as official. 

MOISTURE IN WHEAT FLOUR AND IN ALIMENTARY PASTES. 

Associate Referee G. C. Spencer subjected the routine air-oven method* 
to further collaborative study. A subdivision of the same sample of 
flour was sent to each of 19 analysts, together with instructions to make 
moisture determinations in triplicate on two successive days. The 
results were satisfactory and confirmed previous experience as to the 
reliability of this method. 

r ASH IN FLOUR AND GASOLINE COLOR VALUE. 

JOP 

Associate Referee D. A. Coleman, by means of collaborative study, 
showed that 550°C. is a sufficiently high temperature to use in ashing 
all classes of wheat flour providing the ash does not collect into a small 


» Thii Journal, 1926 . 9 : 39 . 
« Ibid., 40 . 
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area in the bottom of the ashing dish. Two methods of preventing this 
have been suggested, namely, the use of glycerol alcohol and of 60*mesh 
alundum. The alundum method for ashing consists essentially of mixing 
4 grams of 60-mesh alundum with a 2 gram sample of flour in the ashing 
dish and igniting in the muffle at 550°C. This method appeared to give 
a whiter ash than the glycerol-alcohol treatment, and was therefore 
recommended for further study. 

The glacial acetic acid method, which consists of ashing flour when 
mixed with a calcium acetate-glacial acetic acid solution, at a tempera¬ 
ture of 900®C. proved unsatisfactory, and the associate referee recom¬ 
mended that further study of this method be dropped. 

No work was accomplished on gasoline color value, and it is recom¬ 
mended that the studies be continued. 

GLUTENIN IN WHEAT FLOUR. 

Associate Referee M. J. Blish showed that 70 per cent boiling alcohol 
removes from the wheat flour, in addition to gliadin, some protein ma¬ 
terial from the glutenin. It appears to differ from glutenin and is doubt¬ 
less a product split off by the boiling alcohol. Therefore, in view of 
Osborne’s definitions of wheat proteinsS which are based upon solu¬ 
bilities, it is suggested that the use of hot alcohol be prohibited in the 
quantitative estimation of wheat flour proteins. 

Four methods for the determination of glutenin are available, two 
direct and two indirect, and all appear to give reasonably accurate 
results. 

The method of Blish and Sandstedt* and the “barium hydroxide’’* 
method are shorter and simpler than those proposed by Sharp and 
Gortner^, and therefore they are recommended for collaborative study. 
The “barium hydroxide’’ method is based upon the observation that 
when two or three volumes of pure methyl alcohol are added to one 
volume of a solution of glutenin in barium hydroxide, the glutenin is 
precipitated. The protein determined in an aliquot of the supernatant 
liquid subtracted from the total protein of the sample gives the amount 
of glutenin. 

THE HYDROGEN-ION CONCENTRATION OF FLOUR. 

Associate Referee C. H. Bailey submitted for collaborative study a 
buffer solution, and also two samples of flour upon which collaborators 
were asked to determine the pH value. The values reported on the 
buffer solution were not in close agreement with the theoretical value 
and consequently some doubt is expressed as to the value of the pH 

^ The Proteins of the Wheat KerneL Carnegie Institution of Washington, 1907. 

» Cereal Chem., 1925. 2: 67. 

> Ibid., 1927, 4: 129. 

«Minn. Agr. Expt. Sta. Tech. Bull. 19, 1923. 
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readings obtained on the flour samples. In view of this discrepancy, 
the associate referee recommends that further collaborative work be 
done and that each collaborator standardize his set-up with the buifer 
solution before beginning the examination of the flour samples. 

GLUTEN IN WHEAT FLOUR. 

In washing glutens, Associate Referee C. B. Kress made use of the 
solution suggested by Dill and AlsbergL It is a 0.1 per cent solution of 
equal parts of monopotassium phosphate and disodium phosphate. He 
reports that glutens obtained by the use of this solution are higher in 
yield but lower in quality than those obtained from ordinary tap water 
when the same sample of flour is used. 

He recommends that further study be given to this determination and 
that salt solutions of various concentrations and hydrogen-ion concen¬ 
trations be employed. 

Experimentation thus far shows that ordinary tap water still remains 
the best electrolyte for washing glutens. 

DIASTATIC VALUE OF FLOUR. 

Associate Referee E. L. Tague submitted an effective plan for the 
development of a program of work on this determination, but no special 
report was submitted on account of the lateness of his appointment. 

STARCH IN FLOUR. 

O. S. Rask, the associate referee, developed a new and novel method 
for this determination. The collaborative data obtained are quite en¬ 
couraging and warrant more extensive collaborative study during the 
coming year. 

CHLORINE IN BLEACHED FLOUR. 

Associate Referee G. C. Spencer continued the studies outlined by 
former Associate Referee Armin Seidenberg and found that the extrac¬ 
tion of fat bodies from flour with hot 70 per cent alcohol is entirely 
satisfactory. However, the problem of the estimation of chlorine in 
the extract thus obtained still remains. 

EXPERIMENTAL BAKING TESTS. 

Associate Referee M. J. Blish secured the opinions of approximately 
100 mill, bakery, consulting, and research wheat and flour chemists on 
the problem of test bakes. From this data he formulated the necessary 
requirements for a procedure. He proposes, first, to become acquainted 
with experimental baking procedures; second, to select a tentative 
method based upon the best features of all methods observed; and, 
third, to submit such a method to collaborative study. 


1 Gsreol Chmn., 1924,1: 222. 
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UNSAPONIFIABLE MATTER AND FAT (ACID HYDROLYSIS) IN FLOUR 
AND IN ALIMENTARY PASTES. 

Associate Referee Samuel Alfend submitted directions for collabora¬ 
tive study upon samples of flour, water noodles, and egg noodles. Two 
methods for the determination of the fat were used: the direct extrac¬ 
tion and the acid hydrolysis. Collaborative results show that the latter 
method gives much higher results than the former and the associate 
referee, therefore, recommends the adoption of the acid hydrolysis 
method as oflGicial for flour and alimentary pastes. 

Unsaponifiable matter was determined by two methods: the modified 
Kerr-Sorber and the F. A. C. Collaborative work shows that both 
methods give accurate results; however, the F. A. C. method is the 
most widely used and in the opinion of the associate referee should be 
adopted as tentative for flour and alimentary pastes. This determina¬ 
tion should be made on the lipoids extracted by the tentative method 
as applied to egg noodles. 

METHODS FOR BREAD ANALYSIS. 

Associate Referee L. H. Bailey submitted for collaborative study on 
bread two methods for each of the following determinations: Total 
solids, ash, fat, and lipoids. Since only a limited number of collaborators 
responded, Bailey recommends that these studies be continued for 
another year. He also suggests that in the future consideration be given 
to the development of methods for determining the amounts of the char¬ 
acteristic constituent of special breads, such as the quantity of raisins 
in raisin bread, the quantity of rye in rye bread, and the quantity of 
milk in milk bread. 

RECOMMENDATIONS^ 

CBRBAL FOODS. 

Flour. 

It is recommended— 

(1) That the method for sampling flour, adopted as tentative^ last 
ye€ur, be subjected to collaborative study as suggested by the associate 
referee. 

(2) That the present oflSicial vacuum oven method* for the deter¬ 
mination of moisture in flour be dropped. 

(3) That the vacuiun oven method for the determination of total 
solids and moisture (indirect method) in flour*, be adopted as official 
(final action). 

(4) That the routine air-oven method for the determination of total 
solids and moisture (indirect method) in flour^ be adopted as official 
(first action) and that the word “routine” be deleted from the title. 


> For rcMXMTt of Siib-oonuiiittM C and action of the aMooiation, tee Thit Journal. 1027,10: 78. 

* Thu Journal. 1928, 9: 8^ 89. 

* Meihodt of An&oU. A, 6. A, C.. 1928, 228. 

« Thu Journal. 1926. 9:40. 
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(5) That no associate referee on moisture in flour be designated for 
the coming year since these methods are now in satisfactory condition. 

(6) That the associate referee continue studies on rapid methods for 
the determination of ash in flour, including the alundum method and the 
oxygen-acetate methods 

(7) That the associate referee carefully study the nature and kind of 
losses occurring when ash is fused. 

(8) That the method for the determination of water-soluble protein- 
nitrogen precipitable by 40 per cent alcohol in flour*, be adopted as an 
of&cial method (final action). 

(9) That the method for the determination of lipoids and lipoid 
phosphoric aci’d (P 2 O 6 ) in flour*, be adopted as official (final action). 

(10) That the acid hydrolysis method for the determination of fat in 
flour® be adopted as an official method (first action). 

(11) That the modified Kerr-Sorber method for the determination of 
unsaponifiable matter^ be adopted as a tentative method for flour and 
subjected to further collaborative study. 

(12) That the study of methods for the determination of glutenin in 
flour be continued and that the associate referee subject the Blish- 
Sandstedt® and “barium hydroxide”® methods to collaborative study. 

(13) That the method suggested by the associate referee for the de¬ 
termination of the hydrogen-ion concentration of flour^ be approved as 
a tentative method. 

(14) That collaborative studies on the hydrogen-ion concentration of 
flour be continued during the next year, and that the collaborators be 
provided with standard buffer solution, to which their set-up shall be 
standardized before beginning the examination of flour samples. 

(15) That the associate referee give attention to the possible use of 
the quinhydrone electrode in this connection. 

(16) That the study of methods for the determination of gluten in 
flour be continued. 

(17) That the study of methods for the determination of the diastatic 
value of flour be continued and that this investigation include: (a) a de¬ 
termination of the optimum hydrogen-ion concentration for the action 
of the diastase, (b) the influence of fermentation on this action, (c) the 
influence of proteolytic activity, and (d) methods. 

(18) That work on the detection and estimation of flour-bleaching 
chemicals be continued with special attention to the determination of 
chlorine in chlorine-treated flours. 


> Ctrtal Chem., 1926, 3: 222. 

* Thii Journal, 1926, 9: 40, 89. 


•Ibid,, 41, 89. 

« Ibid,, 1926, 8: 441. 

• Ceroal Cham,, 1926, 2: 67. 

• Ibid,, 1927, 4: 129. 

• Thi$ Journal, 1927, 10; 33. 
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(19) That the study of methods for the determination of starch in 
flour be continued and that this study include the method proposed by 
the associate referee and also the recently proposed modification of the 
diastase method as suggested by Hartmann and Hillig^ 

(20) That consideration be given to the factors for the conversion of 
the percentages of nitrogen into terms of protein in wheat, wheat bran, 
wheat endosperm, and wheat embryo as suggested by Jones*. 

BAKED CEREAL PRODUCTS. 

It is recommended— 

(1) That collaborative study of the tentative method for the prepara¬ 
tion of sample of bread® be continued. 

(2) That the tentative method for the determination of total solids 
of an entire loaf of bread® be further studied, 

(3) That the tentative method for the determination of total solids 
of the air-dried ground sample® be further studied. 

(4) That studies of the 130°C. air-oven^ and other rapid methods for 
the determination of total solids in an entire loaf of bread be continued. 

(5) That the method for the determination of ash in baked cereal 
products® be adopted as official (final action). 

(6) That the method for the determination of protein in baked cereal 
products® be adopted as official (final action). 

(7) That comparative studies of the methods for the determinations 
of lipoids (as directed for alimentary pastes)* and of fat* in bread be 
continued. 

(8) That the study of methods for the carrying out of experimental 
test bakes be continued. 


AUMBNTART PASTES. 

It is recommended— 

(1) That the tentative method for the determination of total solids 
and moisture (indirect method)® be studied collaboratively. 

(2) That the study of the air-oven method for the determination of 
total solids in alimentary pastes* be continued. 

(3) That the method for the determination of ash in alimentary 
pastes® be made official (final action). 

(4) That the method for the determination of chlorides in ash as 
sodium chloride® be made official (final action). 


^ This Journal, 1926, 9: 482. 

> Ckreal Chem.j 1026, 3:104. 

• Thii Journal, 1026, 9: 42. 

« Jhid , 40. 

• IhUL, 42; Method$ qf Anafytii, A. 0. A. C., 1925, 226. 

• Thi$ Journal, 1026, 9: 42. 

» Ibid., 41. 

• Ibid., 48. 

• Mdhodi of AnafytU, A.O.A, C., 1925, 232. 
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(5) That the method for the determination of organic and ammoniacal 
nitrogen in alimentary pastes^ be made official (final action). 

(6) That the method for the determination of protein in alimentary 
pastes* be adopted as official (final action). 

(7) That the method for the extraction and identification of added 
color in alimentary pastes® be made official (final action). 

(8) That the acid hydrolysis method for the determination of fat in 
alimentary pastes^ be adopted as tentative and subjected to further 
collaborative stu,d(y. 

(9) That the method for the determination of lipoids and lipoid phos¬ 
phoric acid (P 206 )^ be studied collaboratively. 

(10) That the modified Kerr-Sorber method for the determination of 
unsaponifiable matter® be adopted as a tentative method for alimentary 
pastes and subjected to further collaborative study. 

(11) That during the coming year the associate referee study the 
application of the method for the determination of water-soluble protein- 
nitrogen precipitable by 40 per cent alcohol in flour and alimentary 
pastes®. 

(12) That the tentative method for taking and preparing an analyst’s 
sample of alimentary paste^ be studied collabomtSvely. 
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REPORT ON SAMPLING OF FLOUR. 

By H. Runkel (U. S. Food and Drug Inspection Station, Minneapolis, 
Minn.), Associate Referee. 

The previous report of the associate referee indicated that the work 
for this year should include further efforts to obtain comments of trade 
associations, food officials, and others interested in the tentative method 
as submitted, and that some collaborative data should be secured to 
furnish an adequate basis for a judgment as to the proper value of the 
method. The work was carried on in cooperation with the same commit¬ 
tee mentioned in last year’s report, namely: 

M. A. Gray, Chief Chemist, Pillsbury Flour Mills Co., Minneapolis, Minn., repre¬ 
senting Millers* National Federation; 

Leslie R. Olsen, Chief Chemist, International Milling Co., Minneapolis, Minn.; and 

D, A. Coleman, U. S. Bureau of Agricultural Economics, Washington, D. C., both 
representing American Association of Cereal Chemists; and 

C. B. Morison, Assistant Director, American Institute of Baking, Chicago, Ill. 

Grateful acknowledgment is made to the members of this committee 
for their whole-hearted assistance in planning and in carrying out experi¬ 
mental work. It is through them that the associate referee was able to 
secure the valuable viewpoints of the trade and the trade associations 
which these members represent. 

The method was given as much publicity as possible. It was printed 
in News Letter No. 3 of the American Association of Cereal Chemists, 
which reaches the various members of this association; it was included 
in the 1925 report of the secretary of the Millers National Federation, 
which resulted in its distribution to a number of trade papers; it was 
printed in Baking Technology, the trade publication of the American 
Institute of Baking; and it was circulated to all the stations and some 
members of the U. S. Bureau of Chemistry, and to the various State 
food and drug officials who might be interested. 

The character of the criticisms received is illustrated by the following 
comments taken from letters: 
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A. E, Paul, U. S, Food and Drug Inspection Station, Chicago, III .— 

Date: February 4, i926. 

I believe that your general plan is sound and very desirable, but I feel that your 
reference to the various degrees of exposure could be made somewhat clearer The 
wording used might apply to sacks of which, respectively, three, two, one, or no sides 
are exposed; again, it might refer to the outer layer, the second, third, and fourth 
layers of sacks in the pile; or it might meem that the number of sacks mentioned should 
be taken from four zones varying equally from the surface to the center of the pile. 
The latter, I presume, is the interpretation intended by you, but it would seem that it 
might well be made very clear as to just what the intention is. It would seem, also, 
that there should be some mention made as to whether in the same zone contiguous 
sacks are to be taken, or whether the sacks should be taken at different points, and 
finally, whether units from different zones should be taken directly underneath each 
other, or whether they should be taken at different points. 

J. 0. Clark, U. S. Food and Drug Inspection Station, Savannah, Ga .— 

Date: February 8, i926. 

We would suggest that the proposed method be modified to allow compositing the 
cores so that the number of subdivisions from each shipment would be materially 
reduced. It might be wise to composite the cores from all outside sacks and make 
another composite from all inside sacks, or, again, it might be satisfactory to composite 
all of the cores as is done at the present time. 

Date: March 8, 1926. 

As the method is written, I do not think that the last paragraph would permit com¬ 
positing for the moisture detennination. Why not change this paragraph to read as 
follows? 

“For such determinations as moisture, net weight, uniformity, and baking tests, 
samples may be increased in number, increased in quantity, or combined to suit the 
requirements of the analyst if the principles laid down al)ove are followed*'. 

C. S. Brinton, U, S. Food and Drug Inspection Station, Philadelphia, Pa .— 

Date: February ii, 1926. 

Would it not be satisfactory for the samples to be drawn in the way you have men¬ 
tioned from a large number of sacks and the composite sample emalyzed for moisture 
content instead of running each one separately? Would it not be more advisable to 
sample the various sacks according to their exposure, as mentioned in your second 
paragraph? This would reduce the number of samples to be actually analyzed to only 
four, which would not be unreasonable, and this procedure would be uniform then for 
any size shipment, 

B. E. Doolittle, Central Inspection District, Chicago, III .— 

Date: February 16, 1926. 

We must appreciate that if it is not possible to have a method which can be demon¬ 
strated theoretically and practically as scientifically accurate, the more simple, if 
approximately correct, it can be made, the more generally it will be followed. Perhaps 
in this method it would be well to determine whether or not, in the opinion of those 
who have to do with the sampling of flour, the method, if adopted, would be followed. 

The directions, with the exception of paragraph 2, in my opinion are splendidly 
given, I do not see how we can expect with these directions that two samplers would 
obtain flour of the same composition, if exposure has anything to do with composition. 
It is easier, however, to criticise adversely than it is to give suggestions for over(X)ming 
objections and I must admit that I do not know just how to overcome the indefinite¬ 
ness which appears to me to be present in this paragraph. Without going into too much 
detail, I do think that if it is necessary to include something of this kind, it will be better 
to direct the particular sacks to be sampled and where; for instance, by inserting the 
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trier in the upper surface of each of four bags on the top of the pile, in the end of the 
next to the top of the pile, etc. 

What I should like to see are directions that would insure that if I sent down and 
sampled a lot of flour you or someone else had sampled, we would have sampled the 
same bags in the same way. These directions insure our taking the sample in the same 
way, but as now written they do not insure our taking the sample from the same bags 
or even the same portion of the pile. Perhaps the directions cannot be made sufficiently 
explicit to cover this, but you have asked for criticisms and in my opinion this is about 
the only thing that can be criticised in these methods. 

D, M, Walsh, U. S, Food and Drug Inspection Station, Baltimore, Md ,— 

Date: February 20, 1926. 

The only comment which we desire to make is that it seems that the analytical 
work contemplated would be very excessive and that the labor of carrying the large 
number of containers that would be required for one sample would probably preclude 
sampling any large number of consignments. 

F. C. Blanch, Bureau of Chemistry, Washington, D. C .— 

Date: June 10, 1926. 

I do not favor changing of the phraseology so as to provide for a composite sample 
of a flour shipment for a moisture determination. It seems to me that moisture deter¬ 
minations on the individual samples are just as important in the case of flour as indi¬ 
vidual analyses are in the case of butter shipments. With reference to the actual 
method of seonpling, it seems to me that we must consider two purposes for the sampling 
of flour—one, what might be termed the commercial sampling, and the other, official 
sampling for moisture and other chemical determinations. For commercial purposes, 
the sample or samples obtained should undoubtedly l)e representative of the entire 
parcel of flour and so would include all of the entire sample. For official regulatory 
purposes, however, the moisture content of the center of the sack would seem to be 
the one on which judgment as to possible legal action would be based. These two view¬ 
points seem conflicting. 

These comments were carefully considered by the committee. It is 
noted that two points are covered: first, the question of indicating more 
specifically the sacks that should be sampled; and second, the question 
of compositing the individual samples drawn from each pile of flour. It 
did not seem that more specific directions could be drawn for selecting 
the sacks from the pile because of the various methods of piling flour, 
there being no standard method. It also did not seem to be advisable 
to include in the method the compositing of samples for the reason that 
a more accurate estimation of the shrinkage can be made from the 
moisture and weight of the individual sacks. 

Plans were accordingly made to do some collaborative work. The 
questions to be solved by experimentation seemed to be divided into 
three parts: First, whether or not the method will give a true sample 
from an individual sack after there has been some loss in moisture; 
second, whether a pile of sacks can be sampled by two individuals so 
that the samples will check as to moisture content; third, whether the 
sample drawn from the pile by this method actually represents the mois¬ 
ture content of the pile. 
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As the third question was regarded as one extremely difficult to answer 
by experimentation, it seemed desirable to leave it for later decision 
and to use for present purposes the general agreement reached by the 
various trade organizations involved. This agreement and the experi¬ 
mental work done by A. E. Paul and G. J. Morton and reported previ¬ 
ously^ seemed to justify the postponement. However, experimentation 
seemed more advisable in the case of the first two questions, and the 
following tests, “A” and “B’*, were accordingly devised: 

EXPERIMENT “A*’. 

A. O. A. C. Sampling of Flour. 

Sample a 49 pound sack of flour by the tentative method attached. (See also J. A. 
0. A. C„ 1926, 9: 39.) 

Empty tile flour into a milk can, ice cream can, or other closed receptacle large 
enough to contain all the flour when about two-thirds full. Alternately invert and roll 
the closed can fifty times, and draw five cores from top to bottom of the flour in the can 
to secure a thoroughly representative sample. Return the flour to tlie sack and after it 
is sewed, sample again by the tentative method. Draw these three samples in close 
order, preventing contact with the air as much as possible, using a one pint Mason jar 
provided with a rubber gasket as a container. 

Determine moisture at once in triplicate by the vacuum method described on page 
39, J. A. 0. A. C., Vol. 9, No. 1, or forward to U. S. Food and Drug Inspection Station, 
310 Federal Bldg., Minneapolis, Minn. 

Weigh the sack of flour to at least one-fourth ounce. Allow it to lie on the floor or 
table in a warm, dry place (approximately 00° to 75°F. and 45-65 per cent humidity— 
similar to an ordinary store rcK)rn for flour) for seven days and reweigh on the same 
scales, taking the necessary precautions to prevent any sifting. 

After the reweighing repeat the sampling in the sack, mixing in the can and sampling, 
the sampling after the flour is resacked, and the analysis or other disposition outlined 
in the first and second paragraphs al)ove. 

Dated: Minneapolis, Minn., March 27, 1926. 

EXPERIMENT *‘B». 

A. 0. A. C. Sampling of Flour. 

Draw two sets of samples by the tentative method attached (see also J. A. 0. A. C., 
1926, 9: 39) from the same pile of flour. Select a pile of at least 100 sacks tliat have 
been stored for some time (5-15 days in a warm, dry storeroom). Use a one pint 
Mason jar equipped witli a rubber gasket as a container. 

Determine moisture at once in triplicate on each sulxlivision by the vacuum method 
descril^ed on page 39, J. A. 0. A. C., Vol. 9, No. 1, or forward to U. S. Food and Drug 
Inspection Station, 310 Federal Bldg., Minneapolis, Minn. 

This experiment is designed to find the accuracy of the sampling method when used 
on the same pile of flour. Select a different set of sacks for the second set of samples 
than those from which the first set of samples is drawn. It is suggested that the two 
samplings be done simultaneously by different men. 

Dated: Minneapolis, Minn., March 27, 1926. 

The results of these experiments are given in Tables 1 and 2. Grate¬ 
ful acknowledgment is made to F. A. Collatz, Chief Chemist, Wash- 


> Thit Jounud, 1926, 8: 680 
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burn Crosby Co., MinneapoKs, Minn.; M. A. Gray; A. W. Garrett, 
Food and Drug Inspector, U. S. Food and Drug Inspection Station, 
Minneapolis, Minn., and to E. F. Gill, Head Miller, Duluth Universal 
Milling Company, Duluth, Minn., for their assistance in completing 
these experiments. 

Table 1 shows the accuracy obtained by the use of the tentative 
method when applied to a single sack of flour. The percentage of mois¬ 
ture reported in the first, third, and fourth columns, headed “calculated 
from weight loss**, “flour mixed in closed can’*, and “re-sacked flour 
sampled by tentative method**, respectively, should check closely. These 
data represent three separate efforts to arrive at the true moisture con¬ 
tent of the sack of flour. The figures in the second column, headed 
“sack sampled by tentative method**, when compared with those in the 
other three columns show the accuracy of the tentative method when 
applied to a single sack of flour. 

In the experiment reported 10-8-26, the figures do not check. The 
figure in the last column, “resacked flour sampled by tentative method**, 
checks the calculated moisture. There is a bare possibility that the flour 
in the closed can was not mixed sufficiently, although the directions were 
followed carefully. It is highly probable that the moisture content of 
this sack of flour after the last storage period was very close to 11.88 
per cent, as shown by the calculated moisture. Assuming that 11.88 per 
cent is the correct moisture content of the sack, the difference between 
the correct moisture and the moisture found when the sack was sam¬ 
pled by the tentative method is 0.38 per cent, which appears to be 
excessive. 

In the experiment dated 10-4-26, the three check determinations 
given in columns one, three, and four are quite uniform. Assuming 
that the true moisture content is 12.22 per cent, the variation of the 

Table 1. 

Results of Experiment “4”. 

(To ihow the accuraoy with which the tentative method draws a representative sample from one sack 

of flour.) 


sAiminn 

DATS 

PBHCENTAOB OF MOISTURB 

AVERAaS OF TRIPLICATE DETBRUmATIOrfS 

Calculated 
from weight 
loss 

Sack sampled 
by tentative 
method 

Flour mixed 
in closed 
can 

Resaoked floor 
samided by 
tentative method 

Rimkel* 

9 - 3~26 


13.70 

13.78 

13.66 


9 - 28-26 

i 2.82 

12.83 

12.81 

12.81 


19 - 9-26 

11.88 

12.26 

12.16 

11.81 

Collatz 

9 - 24-26 



13.46 

13.48 


19 - 4-26 

i 2.22 

iioo 

12.15 

12.22 


* Analyses were made by M. L. Johnson. U. 8. Food and Drug InqieoUmi Station, Minneapolis, Mhm. 
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moisture when sampled by the tentative method is 0.38 per cent, which 
also seems quite large. 

Of this experimental work the tentative method gave checks close to 
the actual moisture in two instances, but in the other two the difference 
was 0.38 per cent, the tentative method giving high results in both cases. 
While the demonstrated accuracy of the tentative method is not regarded 

Table 2. 

Results of Experiment 

(To show the eoooraoy with which one sampler may check another on the same pile of flour by the use 

of the tentative method.) 


LOOAnoit or pilb 

pBRCBirrAOB or moistubb 

ATBRAOB OP TUPUCATB OBTBlUaiNATIONS 


Sack No. 

CoUats “A” 

GcJlats “B” 

Washburn Crosby Mill 

1 

13.44 

13.50 

Minneapolis, Minn. 

2 

13.46 

13.54 


3 

13.48 

13.44 


4 

13.46 



6 

13.43 



6 

13.46 



7 

13.47 



8 

13.48 



9 

13.40 



10 

13.46 



Average 

13.45 



Sack No. 

Gray "1” 

Gray “2” 

Pillsbury Mill* 

1 

13.36 

fMWKM 

Minneapolis, Minn. 

2 

13.40 



3 

13.38 



4 

13.39 



6 

13.32 



6 

13.44 

13.38 


7 

13.35 



8 

13.38 



9 

13.39 



10 

13.38 


1 

11 

13.38 



12 

13.41 



Average 

13.38 

13.40 


Sack No, 

Garrett 

GiU 

Duluth Universal Mill* 

1 

13.61 

13.53 

Duluth, Minn. 

2 

13.56 

13.55 


3 

14.18 

14.03 


4 

13.60 

13.55 


5 

13.58 

13.55 


6 

13.62 

13.53 


7 

13.59 

13.55 


8 

13.65 

13.55 


9 

13.62 

13.66 


10 

13.64 

13.62 


Average 

13.66 

13.61 


* Analyses were made by M. L. Johnson. 
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as good» there is a question in the minds of some of the committee 
whether any other method of sampling will give more accurate results. 
Tlie quantity of data is rather meager, because the experimental work 
is rather involved, requires considerable time, and is very susceptible to 
errors. Further data seem desirable before the method is adopted as 
official. 

It is therefore recommended^ that collaboration be secured for further 
work according to Experiment “A”, both the tentative method and one 
other method of drawing cores from the sack being used. 

Table 2 shows the agreement with which two samplers checked by the 
tentative method. It is not believed that this experimentation is suf¬ 
ficient, since the analyses of the various sacks are fairly uniform through¬ 
out the pile. It does not appear, therefore, that the piles of flour were 
of sufficient variation in themselves to give the method thorough trial, 
although the experimenters endeavored to locate piles of flour which 
they considered to be difficult to sample. It is recommended that 
further collaborative work according to Experiment “B’* be done during 
the coming year. 

REPORT ON MOISTURE IN FLOUR AND ALIMENTARY 

PASTES. 

By G. C. Spencer (Bureau of Chemistry, Washington, D. C.), Associate 

Referee, 

The collaborative work of the past year was limited to a study of the 
so-called routine method for the quantitative estimation of moisture by 
drying the samples of flour at 130®C. for a period of one hour*. 

The collaborators’ samples were prepared March 15 by thoroughly 
mixing the contents of a 24 pound sack of a patent flour made from a 
blend of hard and soft wheats. The mixture was then poured into glass 
fruit jars, which were tightly sealed and forwarded to the collaborators. 

Owing to changes in moisture content that seem to be inevitable in 
any sample of flour, the collaborators were urged to weigh out the flour 
charges into the moisture dishes as soon as the samples were received, 
since a strict adherence to this rule would permit of more concordant 
results and would be more creditable to the collaborators, besides doing 
greater justice to the method. 

Collaborators were asked to observe the following conditions: 

Make three determinations the first day and three the second—six in all. 

If possible, use aluminum dishes, cylindrical in shape, 18 mm. high and 60 mm. in 
diameter with close-fitting inside covers. 

Have no other samples in the oven at the same time. 

> For report of Siib-oommittee C and kotion of the aesociatkm, see ThU Journal, 1927, 19 : 78. 

I Thu Journal, 1926, 8: 810. 
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Teniaiive Method. 

Weigh acourately about 2 grams of the sample in a tared, covered dish. Remove 
the cover and heat the dish and contents in air in an oven at 130°C. for 1 hour. Replace 
the cover on the dish and cool in a desiccator for 20 minutes. Weigh and calculate the 
loss in weight as moisture. 

The results obtained by 19 collaborators are shown in the table. 

The collaborators were the following: 

(1) Samuel Alfend, Old Custom House, St. Louis^ Mo. 

(2) L. H. Bailey, Bureau of Chemistry, Washington, D. C. 

(3) M. J. Blish, University of Nebraska, Lincoln, Nebr. 

(4) Mary M. Brooke, Grennan Bakeries, Inc., Detroit, Mich. 

(5) A. Christie, Bureau of Agricultural Economics, Washington, D. C. 

(6) H. B. Dixon, Bureau of Agricultural Economics, Washington, D. C. 

(7) H. C. Fellows, Bureau of Agricultural Economics, Washington, D. C. 

(8) J. T. Field, Federal Office Building, Minneapolis, Minn. 

(9) J. T. Flohil, Pillsbury Flour MUls Co., Minneapolis, Minn. 

(10) H. E. Gensler, Bureau of Foods and Chemistry, Harrisburg, Pa. 

(11) B. R. Jacobs, 2026 Pennsylvania Ave., Washington, D. C. 

(12) C. B. Kress, Sperry Flour Co., Vallejo, Calif. 

(13) W. C. Luckow, 1135 Fullerton Ave., Chicago, Ill. 

(14) A. W. Meyer, 155 No. Clark St., Chicago, Ill. 

(15) L. C. Mitchell, Old Custom House, St. Louis, Mo. 

(16) O. C. Racke, American Diamalt Co., Cincinnati, Ohio. 

(17) G. A. Shuey, Pennsylvania State College, State College, Pa. 

(18) F. T. Shutt, Experimental Farm, Ottawa, Canada. 

(19) G. C. Spencer. 


Collaborative results on determination of moisture in flour. 


CCkLLABORATOR 

OATS 

nnsT DAY 

aSCOPfO DAY 

AVSRAOB 




per cent 

per cent 

per cent 

per cent 

per cent 

per cent 

per cent 

1 

March 

22 

13.80 

13.84 

13.87 

13.92 



13.86 

2! 

March 

26 

13.83 

13.82 

13.82 

13.86 

13.82 

13.82 

13.82 

3 

April 

3 

13.64 

13.58 

13.57 

13.61 

13.59 

13.54 

13.57 

4 

April 

30 

13.46 

13.44 

13.44 

13.45 

13.46 

13.46 

13.45 

5 

March 

23 

13.79 

13.75 

13.79 

13.82 

13.79 

13.80 

13.78 

6 

March 

24 

13.76 

13.77 

13.75 

13.83 

13.83 

13.78 

13.78 

7 

March 

25 

13.78 

13.74 

13.71 

13.86 

13.84 


13.78 

8 

March 

22 

13.79 

13.90 

13.81 

13.84 

13.75 

13.79 


9 

April 

5 

13.60 

13.64 

13.69 

13.61 

13.70 

13.57 

13.61 

10 

June 

24 

13.84 

13.79 

13.79 

13.86 

13.88 

13.88 

13.84 

11 

March 

19 

13.72 

13.78 

13.73 




13.74 

12 

May 

15 

13.33 

13.35 

13.38 

13.55 

13.52 

13.50 

13.43 

13 

March 

22 

13.94 

14.02 

13.90 

13.97 


13.88 

13.96 

14 

March 

24 

13.71 

13.64 

13.67 

13.74 


13.77 


16 j 

March 

22 

13.90 

13,90 

13.89 

13.89 

13.89 

13.86 

13.88 

16 

April 

1 

13,72 

13.72 

13.70 

13.70 



13.71 

17 

May 

2 

13.10 

13.06 

13.15 

13.05 

13.02 

iii4 

13.08 

18 

April 

26 

13.75 

13.72 


13.81 

13.79 

13.74 

13.76 

19 

March 

25 

13.62 

1 

13.68 

ii66 

13.67 

13.67 

13.64 

13.65 








Final 

average 

13.69 
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DISCUSSION OF RESULTS. 

An examination of the table will serve to demonstrate the difficulties 
that attend the preparation of representative samples for collaborative 
workers. 

Eleven of the results were reported as being obtained during the month 
of March. The average of these eleven results was 13.79 per cent. The 
average for the month of April was 13.62 per cent and for May and June, 
13.45 per cent. These figures indicate a steady decline in apparent mois¬ 
ture content of the flour from March to May. 

The method itself, as applied by the several workers, seems to confirm 
all previous claims for its reliability. With one exception, all analysts 
reported a variation in results from the highest to the lowest of 0.15 
per cent or less. 

RECOMMENDATIONS^ 

It is recommended that the method of drying flour for one hour at 
130®C., known as the “tentative” or “substitute” method, be adopted 
as official, first reading. 


REPORT ON ASH IN FLOUR AND GASOLINE COLOR VALUE. 

By D. A. Coleman (Bureau of Agricultural Economics, U. S. Depart¬ 
ment of Agriculture, Washington, D. C.), Associate Referee. 

The investigations conducted by the associate referee on ash were 
planned to obtain a comparison of the A. 0. A. C. method for ashing 
flour* and the methods used for ashing flour in various laboratories, as 
well as to answer queries regarding the technique of the ash test. Addi¬ 
tional information was likewise sought regarding the use of the tempera¬ 
ture 550°C. for ashing all classes and grades of flour. 

In order to study the first point, samples of flour representing a short 
patent, a standard patent, and a first clear spring wheat flour known to 
be difficult to ash, were sent to various laboratories having tempera¬ 
ture control on their ashing furnaces, with a request that they be ashed 
by the A. 0. A. C. method and also by the method used by each labora¬ 
tory as a routine method. 

The results of these tests are given in Table 1. In Columns 2, 3, and 
4 are given the ash results as obtained by the methods in use as routine 
in the collaborators’ laboratories, and in Columns 5, 6, and 7 those 
obtained on the same samples of flour ashed by the A. 0. A. C. method. 

The ashing temperatures employed by the different collaborators 
varied from 540® to 650®C. Some collaborators used the same tempera- 


1 For report of Sub-oommittee C and acstion of the aaeoeSation, see This Joitrnol, 1927,10: 78. 
> Methods qf Analysis. A. 0. A. C., 1925. 226. 
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ture of ashing throughout the test, whereas others varied the tempera¬ 
ture in stages, exposing the ash to high heat for a short period at the 
dose of the ashing period. 


Table 1. 

Comparison of ash results obtained by A. 0. A. C. method and individual laboratory methods. 


COLLABORATOR 

collaborator’s method 

A. 

O. A. C. METHOD 

Short 

Patent 

Standard 

Patent 

First 

Clear 

Short 

Patent 

Standard 

Patent 

First 

Clear 


per eerU 

per cent 

per cent 

per cent 

per cent 

per cent 

1 

0.413 

0.485 

0.773 

0.420 

0.482 

0.780 

2 

0.420 

0.486 

0.780 

0.429 

0.495 

0.813 

3 

0.401 

0.467 

0.769 

0.402 

0.468 

0.768 

4 

0.430 

0.486 

0.784 

0.422 

0.480 

0.786 

6 

0.430 

0.490 

0.790 

0.430 

0.488 

0.792 

6 

0.436 

0.490 

0.786 

0.428 

0.496 

0.786 

7 

0.420 

0.482 

0.782 

0.424 

0.486 

0.784 

8 

0.430 

0.510 

0.810 

0.430 

0.620 

0.810 

9 

0.400 

0.505 

0.780 

0.400 

0.530 

0.783 

10 

0.420 

0.480 

0.780 

0.420 

0.480 

0.790 

11 

0.416 

0.484 

0.786 

0.414 

0.487 

0.780 

12 

0.423 

0.493 

0.773 

0.413 

0.480 

0.783 

Average 

0.419 

0.488 

0.782 

0.419 

0.491 

0.788 

Maximum 

0.436 

0.510 

0.810 

0.430 

0.530 

0.813 

Minimum 

0.400 

0.467 

0.769 

0.400 

0.468 

0.768 

Range 

0.036 

0.043 

0.041 

0.030 

0.062 

0.045 


The results obtained by the individual laboratory methods agree with 
the results obtained by the A. 0. A. C. method very dosely. Where 
differences occur the tendency was in the same direction by either method, 
indicating that some other item than that of method entered into the 
final results. On the other hand, even though the averages of all results 
do not bring the fact out clearly, the results obtained by the use of the 
A. 0. A. C. method were slightly higher in many instances than the 
results obtained by the use of any of the individual laboratory methods. 

In submitting their results the majority of the collaborators questioned 
whether the temperature 550°C. was not too low for ashing these flours, 
as the appearance of the ash in some instances indicated incomplete 
incineration even over an extended period of time—in one case 28 hours. 
If such were the case, the very slightly higher A. 0. A. C. results might 
be accounted for. 

More definite information regarding the use of 550°C. for ashing 
various classes of flours was sought, and for this purpose flour milled 
from five of the commercial classes of wheat grown in various parts of 
the United States was ashed. The results of these tests will be found 
in Table 2. 

As a result of this study, it was found that 36 out of the 60 samples 
of flour tested ashed to a fluffy, light grey ash by the A. 0. A. C. method. 
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Tabub 2. 


Effeet of temperature upon the pereenbxge, color and oondHum qf oM in warioue rlotsM 

of straight grade flour*. 


•AKPU 

MO. 

' 

cijuM or notm 

STSm WHBBa 
WMBAT WAS 
CROWN 

6S0®C. 

■TOAOM or AJn 
INDIC 

675«C. 

ATISU 

600^. 

issvwm 

«99*C. 

1 

Hard Red Spring 

Nebraska 

0.628t 

0.617t 

0.585++ 

0.687+1 

2 


Minnesota 

0.647 


0.657 

0.627 


0i68S 


3 

«< 

Nebraska 

0.540 


0.537 

0.523 


0.513 


4 


WashingtcHi 

0.612 


0.5981 

0.590 

•+ 

0.603 

5 

5 


Minnesota 

0.572 


0.531t 

0.626 

■t 

0.540 

1 

6 

«« 

** 

0.627 


0.617t 

0.690 

+ 

0.603 


7 


44 

0.550 


0.540t 

0.5201 

+ 

0.607 

] 

8 

«« 

44 

0.650 


0.660t 

0.610 

+ 

0.600 

j 

9 

«i 

** 

0.480 


0.4871 

0.467 

+ 

0.467 

] 

10 

«< 

44 

0.560 


0.6671 

0.610 

+ 

0.613 

■;| 

11 


44 

0.610 


0.623+ 

0.6831 

•+ 

0.697 

1 

12 

“ 

44 

0.547 


0.560+ 

0.610 

■+ 

0.633 

1 

13 

44 

44 

0.613- 


0.600+ 

0.5771 

i 

0.580 

1 

14 


Montana 

0.803 


0.797 

0.787 


0.793 


15 

44 

N. Dakota 

0.563t 

0.5771 

0.677++ 

0.657 

1 

16 

44 

Wisconsin 

0.560t 

0.543 + 

0.527++ 

0.517 

1 

17 

Hard Red Winter 

Nebraska 

0.467 


0.493 

0.460 


0.443 


18 

44 

44 

0.432 


0.422 

0.398 


0.393 


19 

** 

** 

0.500 


0.507 

0.480 


0.473 


20 


“ 

0.540 


0.560 

0.507 


0.617 


21 

«< 

44 

0.547 


0.543 

0.487 


0.493+ 

22 

<« 

Washington 

0.553 


0.527 

0.4871 

0.487+ 

23 



0.653 


0.557 

0.533 


0.540 


24 

«« 


0.527t 

0.547+ 

0.507 

+ 

0.487 + 1 

25 

«« 


0.517 


0.513 

0.6071 

: 

0.490+ 

26 


Minnesota 

0.550 


0.499 

0.489 


0.450+ 

27 

** 

44 

0.540 


0.520 

0.600 


0.613+ 

28 

«< 

44 

0.443 


0.450 

0.427 


0.427+ 

29 

4t 

44 

0.550 


0.667 

0.633 


0.630+ 

30 

«< 

44 

0.423 


0.437 

0.393 


0.4031 

31 

(< 

44 

0.600 


0.603 

0.560 


0.560; 

: 

32 

4« 

44 

0.500t 

0.500+ 

0.477+ 

0.477 

■1 

33 

44 

44 

0.557 


0.503 

0.540 


0.530+ 

34 

44 

Wisconsin 

0.660t 

0.567+ 

0.543++ 

0.530t1 

35 

“ 

** 

0.4431 

0.447+ 

0.435+1 

0.420+1 

36 

Soft Red Winter 

Minnesota 

0.473 


0.453 

0.440 


0.453 


37 

44 

44 

0.627 


0.637 

0.580 


0.690+ 

38 

44 

Washington 

0.383 


0.393 

0.347 + 

0.360; 


39 


44 

0.490t 

0.477+ 

0.467+t 

0.467 

•1 

40 

44 

Pennsylvania 

0.480t 

0.473 + 

0.467+t 

0.450++ 

41 



0.690t 

0.603 + 

0.580++ 

0.617++ 

42 

White 

Washington 

0.425 


0.400 

0.364+ 

0.400+ 

43 

“ 

44 

0.499 


0.485 

0.476+ 

0.488+ 

44 


44 

0.470 


0.467 

0.463 


0.440 


45 


44 

0.6971 

0.700+ 

0.667++ 

0.660t1 

46 

44 

“ i 

0.513 


0.613 

0.467 


0.463+ 

47 

44 


0.520 


0.633 

0.477 + 

0.490+ 

48 

44 

44 

0.473 


0.483 

0.423+ 

0.420+ 

49 

** 

44 

0.552 


0.490 

0,463+ 

0.497: 

; 

50 

44 

Idaho 

0.5331 

0.543 + 

0.620++ 

0.617+j 

51 

44 

44 

0.547 


0.560 

0.503+ 

0.610; 

; 

52 

44 

Montana 

0.500 


0.493 

0.477 


0.483+ 

53 

** 

Idaho 

0.443 


0.447 

0.443 


0.433 


54 

44 

44 

0.480 


0.487 

0.473 


0.460 


55 

44 

44 

0.420 


0.420 

0.433 


0.433 


56 

•• 

44 

0.460 


0.470 

0.477 


0.470 


57 

44 

44 

0.427 


0.443 

0.383t 

0.393: 

: 

58 

Durum 

Minnesota 

0.730 


0.691 

0,663+ 

0.663: 

: 

59 

44 

44 

0.795 


0.760 

0.712 


0.740 


60 

44 

44 

0.660 


0.623 

0.608 


0.617 



* The data jgirea in this table were contributed by H. C. Fellows, Grain Uivision, Bureau Agricul¬ 
tural Economies. 

t Ash not satisfactory in appearance, 
t Fusion had taken place. 
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At the temi)€ratuTe recommended in this method, namely, 550®C., the 
ash from 24 of the samples of flour was unsatisfactory as it was black or 
very dark grey in color. Increasing the temperature to 575®C, or to 
600®C. did not materially change the appearance of the ash in these 24 
flours* At 620°C., 9 of the 24 samples gave an ash of a good color. This 
improvement, however, was accompanied by a change in the percentage 
of ash in the sample. Likewise the ash from all these samples fused at 
this temperature. 

The flours milled from the hard red spring wheats were the most 
difficult to ash as 14 out of the 16 samples tested did not ash to an accept¬ 
able condition at any of the temperatures tried. The soft red winter 
wheat flour was likewise found difficult to ash. On the other hand, only 
3 of the flours milled from the hard red winter wheats were found difficult 
to ash. A similar condition was found ashing flours milled from white 
wheat as only 2 out of the 16 samples tested did not ash satisfactorily. 

No great difficulty was found ashing the 3 samples of durum flour. 

The spring wheat flours and the soft red winter wheat flours fused the 
most readily of all the five classes of flour tested. Thirteen of the 16 
spring wheat flours and 4 out of the 6 samples of soft red winter wheat 
flours fused at 600°C. The hard red winter wheat flours were very 
resistant to fusion as only 5 out of the 19 samples fused at 600®C. 

The ash from the 3 samples of durum flour did not fuse even at 620®C. 

The effect of high temperatures on the ash results is not so marked 
as would be expected. At 550°C. the average of all results was 0.542, 
at 575°C. it was 0.538, at 600°C. it was 0.511, and at 620®C. it was 
0.511 per cent. The average difference in percentage of ash heated at 
550®C. and 620°C. was 0.031. The average difference in the ash content 
of the samples heated at 550°C. and 575°C. was 0.004 and between 
550°C. and 600®C., the point where fusion starts, it was 0.031 per cent. 

It was noted that in the majority of the determinations that gave 
unsatisfactory results the ash formed a small button at the bottom of 
the ashing crucible. In an effort to prevent this formation, glycerol 
alcohol, as recommended by Bailey and Hertwig\ and 60 mesh alundum 
were tried. The data will be found in Table 3. 

For making these tests, the samples that had been found difficult to 
ash were selected. Both glycerol alcohol and alundum prevented the ash 
from collecting into small hard carbonaceous masses, and in both in¬ 
stances it was spread out over the bottom of the crucible. When alundum 
was used the ash was invariably white in character, and while there 
was great improvement in the ash when glycerol alcohol was used, it 
was not so satisfactory in appearance. 

A comparison of the percentage of ash found by the A. O. A. C. 


» Cereal Cftem.. 1024, 1: 82. 
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Table 3. 

Effed of glycerol alcohol and alundum upon flour (uk results. 


SAMPUI WO. 

ASHED WITH 
ALUNDUM 

ASHED WITH 
GLyCEROL ALCOHOL 

ASHED BT A. O. A. 0. 

650^. 


Ash 

Color 

Ash 

Color 

Ash 

Color 

6 

per cent 
0.610 

White 

per cent 

0.607 

Gray 

per cent 

0.627 

Black 

7 

0.643 

4« 

0.537 

White 

0.660 

a 

8 

0.623 

t( 

0.620 

it 

0.660 

a 

9 

0.483 

(t 

0.490 

it 

0.480 

a 

10 

0.560 


0.557 

Gray 

0.660 

it 

11 

0.603 


0.603 

White 

0.610 

it 

12 

0.567 

«« 

0.560 

Gray 

0.547 

it 

13 

0.587 

(t 

0.567 

Dark gray 

0.613 

it 

16 

0.563 

t( 

0.563 

Gray 

0.563 

it 

24 

0.560 

<t 

0.557 

Dark gray 


it 

45 

0.683 

4t 

0.683 

Gray 

Gray black 


it 

60 

0.560 


0.537 

0.553 

it 


method with the results obtained by the same method when either 
glycerol alcohol or 60 mesh alundum was used for the purpose of spread¬ 
ing the ash out on the bottom of the crucible, shows that even though 
the ash was black or gray-black, the weight of such carbon is almost 
negligible. In only two samples was the change in the weight of the ash 
measurable when the carbon had been removed. 

The temperature 550®C., therefore, is sufficiently high to use for all 
classes of wheat flour providing the ash does not collect in a small area 
in the bottom of the ashing crucible. If it should, means must be pro¬ 
vided to eliminate it, and for this purpose glycerol alcohol or 60 mesh 
alundum is suggested. 

The temperature at which the ashing process should be started is an 
important factor in securing a light colored ash, as will be seen from the 
data secured on this subject when four samples of flour were ashed, the 
muffle being started cold, at 200°C, at 560°C., and at 575°C. The data 
are given in Table 4. The ash obtained when the muffle was started 
cold and at a temperature of 200°C. was black in color. The results were 
high at 550°C. and the ash was gray, but yet of a color that would cause 
one to wonder whether ashing was complete. Ashing at 575°C. improved 
the appearance of the ash. 

RAPID ASHING METHODS. 

Collaborative work was also carried out in an attempt to develop a 
more rapid method for ashing flour than that now recommended by the 
association. 

Two methods were studied, the glacial acetic acid method and the 
alundum method. 

The instructions given for making these tests were as follows: 
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Table 4. 

Ashing hy A, 0, A, C, method^ starting tests at various temperatures. 


8AMPLB NO. 

TBMPBRATUIIB OF MIWLB 

Cold* 

200®C.t 

550^c.t 

576®C.ir 

1 

0.458 

0.458 

0.426 

0.425 

2 

0.510 

0.512 

0.488 

0.486 

3 

0.822 

0.818 

0.781 

0.787 

4 

0.362 

0.357 

0.365 

0.358 


* Ash very black. 

t Aah very dark—onaatisfactory app^ance. 

1 Aah medium gray—not entirely aatiafactory. 

1 Aah medium gray. 

Glacial Acetic Acid Method. 

REAGENT. 

Acetate solution .—Prepare a solutioD of calcium acetate by dissolving 1 gram of 
C. P, calcium acetate in 100 cc. of warm glacial acetic acid. Add 1 cc. of water and 
filter into a 200 cc. volumetric flask. Wash the filter with glacial acetic acid and finally 
make up to a volume of 200 cc. with glacied acetic acid. 

DETERMINATION. 

Weigh into a tared container 5 grams of flour and carefully measure and add 7.5 cc. 
of the acetate solution. Tightly roll a half-sheet of 11 cm. ashless filter paper around 
the tip of the stirring rod, stir the mixture into a smooth paste, and insert directly into a 
muflle furnace maintained at a temperature of 900°C. (1650°F.) or hotter. (The oven 
at this temperature is orange in color. At the end of 40 minutes burning should be 
complete.) Remove the dish, desiccate, luid weigh the mixture. Make blank tests by 
evaporating 7.5 cc. to dryness at 100®C. for 40 minutes. Correct for blanks when 
reporting ash. 

Alundum Method. 

Weigh into a crucible or other ashing dish 4 grams of alundum (60-mesh). Ignite 
the crucible and alundum in a muffle and weigh. Weigh into the tared container 2 
grams of flour. Prepare a stirring rod by tightly rolling a small triangular piece of 
ashless filter paper (a quarter of a piece of 11 cm. paper is very satisfactory) and with 
this rod carefully and thoroughly mix the flour and alundum. Leave the paper rod 
with the sample and ignite in a muffle at 550®C., taking care that no part of the ash 
fuses. Take care also to prevent any loss of alundum by mixing and handling. Note 
the time required to secure a white ash. 

The results obtained by the two rapid methods as compared with the 
standard A. 0. A. C. method are given in Table 5. 

The great objection to the glacial acetic acid method is, of course, that 
of fusing the ash; in addition, there seems to be some diflSculty in 
avoiding spattering. Most of the collaborators were entirely unsympa¬ 
thetic with the test, even though almost equally good results were 
obtained by it on the three samples of flour tested as by the A. O. A. C. 
method. 

On the other hand, favorable comment was voiced regarding the 
alundum method. Some collaborators secured a satisfactory ash in less 
than 2 hours. 
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Tabus 5. 

Ash results by A, O, A. C. method as compared vsiSt resuUs obtained by gktewl acetic acid 

method and alundum methods 


coixABoaaToaa 

QLACIAl. ACETIC ACID METHOD 

A. O. A. C. METHOD 

Short 

Patent 

Standard 

Patent 

Fkat 

Clear 

Short 

Patent 

Standard 

Patent 

Fkat 

Qear 


per cent 

per cent 

percent 

per cent 

per cent 

per cent 

1 

0.425 

0.470 

0.785 

0.420 

0.470 

0.780 

2 

0.424 

0.470 

0.766 

0.402 

0.468 

0.768 

3 

0.436 

0.496 

0.776 

0.422 

0.480 

0.786 

4 

0.426 

0.492 

0.778 

0.430 

0.488 

0.792 

5 

0.433 

0.486 

0.790 

0.428 

0.496 

0.786 

6 

0.415 

0.490 

0.780 

0.424 

0.486 

0.784 

7 

0.440 

0.510 

0.810 

0.430 

0.520 

0.810 

8 

0.430 

0.480 

0.770 

0.420 

0.480 

0.790 

9 

0.420 

0.490 

0.785 

0.414 

0.487 

0.780 

10 

0.436 

0.500 

0.786 

0.432 

0.495 

0.800 

11 

0.427 

0.485 

0.795 

0.422 

0.485 


12 

0.420 

0.482 

0.770 

0.415 

0.473 

0.781 

13 

0.440 

0.468 

0.676 

0.425 

0.480 


14 

0.452 

0.530 

0.814 

0.442 

0.506 

0.823 

Average 

0.430 

0.489 

0.776 

0.424 

0.487 


Maximum 

0.452 

0.530 

0.814 

0.432 

0.520 

0.823 

Minimum 

0.415 

0.468 

0.676 

0.402 

0.468 

0.768 

Range 

0.037 

0.062 

0.138 

1 

0.030 

0.052 

0.065 


ADVieDUM METHOD 

A. 

O. A. C. MBTH< 

H> 

1 

0.440 

0.506 

0.805 

0.402 

0.468 

0.768 

2 

0.430 

0.490 

0.796 

0.422 

1 0.480 

0.790 

3 

0.435 

0.480 

0.790 

0.430 

0.488 

0.792 

4 

0.445 

0.485 

0.802 

0.428 

0.496 

0.786 

5 

0.424 

0,478 

0.736 

0.424 

0.486 

0.784 

6 

0.430 

0,500 

0.800 

0.430 

0.520 


7 

0.395 

0.485 

0.780 

0.400 

0.530 

0.783 

8 

0.410 

0.480 

0.770 

0.420 

3.480 

0.790 

9 

0.430 

0.495 

0.785 

0.414 

0.487 

0.780 

10 

0.420 

0.485 

0.765 

0.442 

0.506 

0.823 

Average 

0.426 

0.488 

0.783 

0.421 

0.494 

0.790 

Maximum 

0.445 

0.505 

0.805 

0.442 

0.530 

0.823 

Minimum 

0.395 

0.478 

0.736 

0.400 

0.468 

0.768 

Range 

0.050 

0.027 

0.069 

0.042 

0.062 

0.055 


GASOLINE COLOR STUDIES. 

No data are presented this year on this subject. No work was done 
owing to lack of equipment among collaborators as well as to lack of 
interest in the test. 

SUMMARY AND RECOMMENDATIONS^ 

The temperature of 550°C. recommended for ashing flour is satisfac¬ 
tory, providing the ash does not form a concentrated mass in the bottom 
of the crucible. Glycerol alcohol or finely divided alundum will prevent 
this, alundum being the first selection. 


1 For report of Sub-oommittee C and action of the aesodation, aee Thit Journal^ 1927, 19 : 79. 
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The glacial acetic acid method studied is not satisfactory. Further 
study of this particular method should be stopped. On the other hand, 
the acetic acid method sponsored by Weaver^ at the June meeting of 
the American Association of Cereal Chemists is brought to the attention 
of the association. 

The alundum method shows promise and should be given more in¬ 
tensive study. 

Careful study should also be given to the nature and kind of losses 
occurring when ash is fused. 


REPORT ON GLUTENIN IN FLOUR. 

By M. J. Blish^ (Agricultural Experiment Station, Lincoln, Nebr.), 

Associaie Referee, 

The report of last year by the present Associate Referee on Glutenin 
indicated that the direct method of Blish and Sandstedt® appears to 
offer a reasonably simple method for the accurate estimation of glutenin 
in wheat flour, assuming that glutenin is a distinct chemical individual 
that is soluble in alkali, but not soluble in dilute alcohol or salt solutions. 
It was also reported that by slightly varying certain details of the speci¬ 
fied procedure, without changing the fundamental principles of the 
method, variable results are obtained, although if the original procedure 
is strictly observed, the results are consistent and agree closely with 
those obtained by the indirect method of Sharp and Gortner^, which, in 
the light of the present knowledge of the flour proteins, must be regarded 
as reasonably accurate. The 1925 report stated, however, that the influ¬ 
ence of certain specified factors upon the results obtained by the Blish 
and Sandstedt method should be more clearly understood before col¬ 
laborative work preceding its ultimate adoption as an official method is 
attempted. 

During the past year work has been continuously in progress in an 
attempt to secure better understanding of certain properties of the flour 
proteins that are considered to have a definite bearing upon their quan¬ 
titative estimation. A large portion of the data thus accumulated is 
either incomplete, inconclusive, or negative, although some definite 
progress has been made. 

Since, as indicated in last year’s report, variations in the Blish and 
Sandstedt procedure gave varying glutenin results, much of this year’s 
work consisted of attempts to ascertain the correct method by analyzing 
the fractions produced by varying the procedure as previously noted. 

1 Brendd. G. L., Oxymn-acetate Method of Aah Determination in Floor. Cereal Chem., 1026 3: 222. 

* Preaent^ by F. C. Blanok. 

* Cereal Chem., 1926. 2: 67. 

* Minnesota Teoh. Bull. 19. 1923. 
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These fractions were hydrolyzed, and the products of hydrolysis were 
estimated by Van Slyke’s procedure^ The results have thus far been 
unsatisfactory and inconclusive. The Van Slyke method, although the 
best available, is not sensitive and accurate enough to detect the extent 
to which a given protein may be contaminated with small quantities of 
another protein. The limitations of the Van Slyke procedure may be 
further emphasized by noting the very appreciably different results which 
have been obtained from its use by different workers with the same pro¬ 
tein. The inevitable conclusion is that there is as yet no method for 
estimating the products of protein hydrolysis which is of sufficient pre¬ 
cision for use in judging the accuracy of procedures for the quantitative 
separation of individual proteins (except within very wide limits). 

Present knowledge of the various physical and physico-chemical prop¬ 
erties of proteins (especially with regard to their precise measurement 
and the factors affecting them) is still too limited to permit of its useful 
application to the problem at hand. 

Since slight contaminations of one flour protein by another cannot be 
accurately detected by any physical or chemical means now available, 
reliance can only be placed on Osborne’s* characterization of the wheat 
proteins, based upon their solubilities in various solvents. For quantita¬ 
tive purposes, the precautions necessary when using these various sol¬ 
vents in order to reduce errors arising from certain “overlapping solu¬ 
bilities”, have been stressed in previous reports. These precautions are 
observed in Sharp and Gortner’s indirect glutenin method, mentioned 
previously, and results obtained by this method, or by any method giving 
similar values, must be regarded as the most accurate that can be ob¬ 
tained for glutenin at the present time. 

During the past year additional evidence has been secured which 
shows that the direct glutenin method of Blish and Sandstedt gives 
results that are in complete agreement with those obtained by the in¬ 
direct method of Sharp and Gortner. After trying both methods with 
thirty or more flours at the University of Minnesota, Gortner* states that 
only two showed differences which one could regard as larger than 
experimental error. 

In addition to this evidence two other procedures were devised and 
tried in this laboratory, both of which gave glutenin results that agree 
closely with those obtained by the method of Sharp and Gortner. These 
two procedures are, briefly, as follows: 

METHOD 1. 

This method is based upon a chance observation that when two or 
three volumes of pure methyl alcohol are added to one volume of a solu- 

»J. Biol Chem., 1911, 10. 15-66 

* Th« Protaiiii of the Wheat Kernel. Carnegie Inatitution. 1007. 

* Personal oommunSoadon. 
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tion of glutenin in barium hydroxide, the glutenin is precipitated. 
Gliadin does not precipitate under similar conditions. In applying this 
principle to flour, 0.5 gram of solid barium hydroxide was added to 
8 grams of flour in a 200 cc. flask; the mixture was thoroughly digested 
with 50 cc. of water, and shaken at frequent intervals for 1 hour. Methyl 
alcohol was then added to the mark, the flask was thoroughly shaken 
several times, and the material was allowed to settle as completely as 
possible. The protein determined in an aliquot of the supernatant 
extract, subtracted from the total flour protein, gives glutenin. This 
procedure was tried with seven flours, and in every case the results agreed 
closely with those obtained by the Blish and Sandstedt method on the 
same flours. 

METHOD 2. 

The second method was designed to give a direct determination of 
glutenin at a low concentration of hydroxyl ions, and, if possible, in the 
entire absence of neutral salts, aside from those in the flour itself. Eight 
grams of flour in a 200 cc. flask was digested (preferably in a shaking 
machine) at room temperature with 50 cc. of approximately 0.5 N 
ammonia solution, for several hours, glutenin and gliadin being soluble 
in this reagent. The flask was then filled to the mark with methyl 
alcohol and shaken vigorously, and the starch was allowed to settle. 
A 50 cc. aliquot of the extract was then introduced into a 100 cc. centrifuge 
tube, placed in a water bath at 50°C., and aerated vigorously with carbon 
dioxide-free air, amyl alcohol or other suitable foam-preventive being 
used. The ammonia, as well as the alcohol, was entirely removed by 
this treatment in about 2 hours, and the suspension became neutral to 
brom-thymol blue. When made up to approximately its original volume 
with methyl alcohol and shaken vigorously, the gliadin is redissolved 
and the glutenin settles rapidly to the bottom. The tube was then 
whirled in the centrifuge, the supernatant gliadin solution was poured 
off, and the glutenin was transferred to a Kjeldahl flask and subjected 
to the usual nitrogen determination. Although this procedure was used 
on but two flours, it gave results agreeing closely with the other three 
methods, and it appears to be sound in principle. However, it is some¬ 
what time-consuming and is not to be recommended for routine pro¬ 
cedure. 

Thus it seems that there are at least four distinct methods for deter¬ 
mining glutenin in wheat flour, two direct and two indirect. The fact 
that all these methods give essentially the same results appears to the 
writer to be the best obtainable evidence that glutenin values obtained 
by any one of them must be considered as reasonably accurate. It must 
be noted that the small quantities of albumin and globulin that are 
believed to be constituents of wheat flour are not definitely accounted 
for in any method except that of Sharp and Gortner, although Blish and 
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Sandstedt secured evidence that these constituents remain in solution 
in their procedure. 

Logically, the next order of procedure will be to select one of the four 
methods as a tentative method, and since all yield the same results, 
the matter is reduced to the selection of the simplest and easiest one of 
the four. From the latter viewpoint, the choice lies between the method 
of Blish and Sandstedt and the barium hydroxide method (Method 1 
in this report). These two methods should be submitted to collabora¬ 
tive studies during the coming year, with a view to selecting as a tenta¬ 
tive method the one that gives the more uniform results. 

In addition to the observations just reported, this laboratory has 
recently investigated another point which is of interest in connection 
with the quantitative estimation of wheat-flour proteins. Bailey and 
Blish^ observed that hot alcohol extracts considerably more flour protein 
than does cold alcohol. Obviously, if hot instead of cold alcohol is used 
in the method of Sharp and Gortner, a much larger amount of protein 
is extracted, and considerably lower glutenin values are the result. 
Recent unpublished experiments by the writer have shown that even 
after flour has been repeatedly extracted with 70 per cent alcohol at 
room temperature, until no more protein can be removed by this means, a 
very considerable amount is further extracted if the flour is treated with 
boiling 70 per cent alcohol under a reflux condenser. Without giving 
details, which will be published later, it may be said that this protein 
material is, in all probability, a product resulting from the splitting off 
of a certain portion of the glutenin molecule by the hot alcohol treatment. 
This view is based on a further observation that when purified glutenin 
was subjected to treatment with boiling alcohol, a considerable portion 
of it was dispersed, and its Van Slyke numbers were found to vary con¬ 
siderably from those of either the original glutenin or gliadin or the 
residue remaining after the hot alcohol treatment. This indicates that 
hot alcohol treatment is not permissible if Osborne’s generally accepted 
ideas of the respective individualities of the wheat flour proteins are to 
be retained. 

SUMMARY. 

1. Accepting Osborne’s ideas regarding the nature and identity of 
wheat-flour glutenin, the indirect method for its quantitative estima¬ 
tion proposed by Sharp and Gortner must be regarded as reasonably 
accurate. 

2. Three other methods giving results in close agreement with that of 
Sharp and Gortner are available. Two of these are superior to the method 
of Sharp and CJortner on account of simpler and shorter technique. 
These are the method of Blish and Sandstedt, and the “barium hydrox¬ 
ide” method (Method 1). 


> J. Biol. Chem., 19X5. 23; 345. 
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3. It is recommended^ that these two methods be submitted to col¬ 
laborative trials, with a view to the selection of one of them as a tentative 
method. 

4. Boiling 70 per cent alcohol removes from wheat flour, in addition 
to gliadin, some protein material which is called glutenin, accepting 
Osborne’s definition of this protein. However, this protein material 
removed by hot alcohol differs in chemical composition from either 
glutenin or gliadin, and there is good evidence that a certain portion of 
the glutenin molecule is split off by boiling alcohol. Therefore, in the 
quantitative estimation of the wheat-flour proteins, the use of hot alcohol 
is not permissible under the present conceptions of the number and 
respective identities of the proteins of wheat flour. 

REPORT ON THE HYDROGEN-ION CONCENTRATION OF 

FLOUR. 

By C. H. Bailey^ (Agricultural Experiment Station, St. Paul, Minn.), 

Associate Referee. 

The associate referee recommended last year that in the collabora¬ 
tive studies of 1926 the newly appointed associate referee (a) prescribe 
a method based upon the methods now in use, (b) distribute a buffered 
solution to the collaborators, (c) urge collaborators to complete their 
determinations within a period of 5 days, and (d) subject the quinhy- 
drone and other electrodes to collaborative studies as soon as this can 
be arranged. 

A survey of the methods employed by many of the laboratories en¬ 
gaged in hydrogen-ion determinations indicated that in the majority of 
cases a ratio of 1 gram of flour to each 10 cc. of water was used in the 
preparation of the flour extract. This was evident from the data included 
in the report of the associate referee in 1925, as well as in the report of 
Weaver* to the American Association of Cereal Chemists. The associate 
referee conferred with Weaver, and it was agreed that this ratio of flour 
to water, 1 : 10, would be recommended to the American Association of 
Cereal Chemists, and that it would also be employed in the A. 0. A. C. 
collaborative studies. 

Certain objections to this detail of the procedure might be raised. 
Thus, it might be argued that the ratio of flour to water in the prepara¬ 
tion should approach as closely as possible that which is encountered in 
a dough. The associate referee varied the ratio of flour to water through 
a wide range at one time, however, and found little variation in the 
hydrogen-ion concentration of the resulting extracts. It accordingly ap- 

* For report of Sub-oommittee C and action of the aaeooiation, see This Journal, 1927. 10: 70. 

* Pimnted by F. C. Blandk. 

* Cerml Cham., 1026, 3: 281. 
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peared that the ratio of 1 :10 would give results similar to those obtained 
through the use of more concentrated preparations and would, more¬ 
over, be much more convenient to handle. 

A temperature of 25®C. was specified in outlining the extraction pro¬ 
cedure because this temperature can be conveniently maintained at 
diflFerent seasons in the average laboratory. A 30 minute extraction 
period, with continuous or intermittent shaking such as will keep the 
flour particles in suspension, followed by a period of 10 minutes when 
the preparation should stand undisturbed, was prescribed. Previous 
investigations had indicated that such treatment will yield an extraction 
of the same degree of acidity as is obtained by longer extraction. The 
advantages of as short a period as is fesisible will be obvious. 

COLLABORATIVE WORK. 

Two samples of hard spring wheat flour, (1) a 75 per cent extraction 
patent and (2) a 25 per cent extraction clear grade, were secured from 
the Minnesota State Experimental Flour Mill. Each sample was thor¬ 
oughly mixed, and 40 gram portions were placed in clean rubber pouches. 
Pouches of diflferent colors were employed for the different samples, and 
the color of the pouch could thus be used as a means of identifying the 
samples. Collaborators accordingly reported their results under the 
designation of the color of the rubber pouch in which the samples were 
received. 

Collaborators were also requested to determine the hydrogen-ion con¬ 
centration of the flour samples during a period of 5 days between August 
31st and September 4th, 1926, inclusive. It is believed that this was 
done by all the collaborators except one, who made the determination 
a few days later. Since the samples were secured and distributed the 
previous week it follows that the time of storage was short and fairly 
uniform. This obviated variations in acidity of the different samples, 
which might result from variations in the length of the storage period. 

The details of the method which the collaborators were asked to use 
were essentially as follows: 

METHOD. 

Weigh 10 grains of flour into a clean, dry 250 cc. Erlenmeyer flask and add 100 oc. 
of distilled water at 25*^C. Shake until the flour particles are in a uniform suspension 
free from lumps. Either shake continuously, or intermittently, so as to keep the flour 
particles in suspension for 30 minutes, maintaiiiing at 25''C. during this period. Then 
discontinue shaking and allow to stand quietly for 10 minutes. Decant the super¬ 
natant liquid into the hydrogen electrode vessel and at once determine its hydrogen- 
ion concentration electrometrically. 

Collaborators were also supplied with an aliquot of a Palitzsch buffer 
solution. This solution, containing sodium chloride, boric acid, and 
borax, was prepared with a ratio of the last two ingredients which should 
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result in a hydrogen-ion concentration of pH = 8.49. The Palitzsch solu¬ 
tion was selected for this purpose because it is so heavily buffered as to 
be affected very little by the glass of the container, and it remains sterile 
indefinitely. 

Several types of hydrogen electrode vessels were used by the collabo¬ 
rators, the Hildebrand (bubbling) and the Bailey (hand-shaken) vessels 
being most common. One collaborator used a special bubbling type 
electrode, and a quinhydrone electrode as well. The concentration of 
potassium chloride in the calomel electrode vessel was 1.0 in half the 
instances, and saturated in the other half. 

No opportunity was afforded the associate referee for a comprehensive 
study of the adaptation of the quinhydrone electrode to the examination 
of flour. One collaborator (No. 2) reported results with such an electrode 
which agreed with results of the determination with ordinary hydrogen- 
electrode vessels. Denham and Blair^ reported that in their experience 
the quinhydrone electrode was better adapted for use with flour than 
either the hydroquinhydrone (hydroquinone and quinhydrone), quin- 
quinhydrone (quinone and quinhydrone), or the quinhydro-quinhydrone 
(quinhydrone, quinone and hydroquinone) electrodes, as well as the 
ordinary hydrogen electrode. 

A range in hydrogen-ion concentration of the Palitzsch buffer solution 
from pH = 8.28 to pH = 8.52 was reported by the several collaborators. 
This is nearly as wide a range as was reported in the instance of the 
flours. In nine instances the results were within 0.04 of the mean of 
these nine determinations. The peculiar feature of this situation is the 
lack of correlation between the deviation from the mean of the pH of 
the buffer solution and the deviation from the mean of the flour samples. 
Thus the mean pH of the buffer solution was 8.44, and of the patent 
flour 6.12. Collaborator No. 12 reported for the buffer solution pH = 
8.37, which is 0.07 less than the mean, while for the patent flour he re¬ 
ported pH == 6.34, which is 0.22 more than the mean. On the other 
hand. Collaborator No. 7 reported a value equivalent to pH = 0.06 
more than the mean of the buffer solution, but pH = 0.05 less than the 
mean of the patent flour. If the collaborators had been advised that the 
buffer solution should be regarded as having the theoretical pH = 8.49, 
and had then corrected their findings with the patent flour accordingly, 
it would have brought the values for the latter closer to the mean in the 
instances of Collaborators Nos. 1, 2 (bubbling hydrogen-electrode), 3, 
and 9, but would have increased the deviation from the mean in the 
instance of Collaborators Nos. 7, 11, and 12. It accordingly appears 
that while a buffer solution may be useful in checking the electrometric 
hydrogen-ion set-up, it is not safe to apply corrections when the buffer 
solution does not yield theoretical values. 

1 Gareol Chmu, 1926, 6: 158. 
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The results in working with the clear flour were somewhat more uni¬ 
form than were the results with patent flour. Thus the average devia¬ 
tion from the mean in the instance of the former was pH ~ 0.05, and 
of the latter 0.08. This might be anticipated in view of the greater buffer 
value of the clear grade flour. 

There is no evidence, in consequence of these studies, to indicate that 
there is anything inherently wrong with the method that was outlined 
for the preparation of the extract used in the determination of the hy¬ 
drogen-ion concentration of flour. The fact that the collaborators re¬ 
ported results with the buffer solution varying as widely as with the clear 
grade flour, indicates that the variations in the flour may be attributed 
largely to actual errors in the electrometric measurements rather than 
to differences in the properties of the extracts. The associate referee 
suggests that in the next series of collaborative studies, the hydrogen- 
ion concentration of the buffer solution be reported to the collaborators, 
and that they be urged to attempt no measurements with the flour sam¬ 
ples until they secure the theoretical pH with the buffer solution. 

Table 1. 


Results of the determination of the hydrogen-ion concentration of two flour samples and of a 

Palitzsch buffer solution. 


COLLABORATOR 

NO. 

TYPB OF 
B-ELECTRODE 

CONCENTRATION OP 
KCl IN CALOMEL 
ELECTRODE 

PAUTSSCH 

BUFFER 

SOLUTION^ 

PATENT 

FLOUR 

CLEAR 

FLOUR 

1 

Bailey 

1.0 AT 

8.33 

5.97 

6.05 

2 

(Bubbling) 

Quinhydrone 

Saturated 

8.44 

8.49 

6.00 

6.09 

6.34 

6.25 

3 

Bunker 

(modified) 

Saturated 

8.39 

5.99 

6.19 

4 

Bailey 

1.0 AT 

8.51 

6.18 

6.25 

5 

Hildebrand 

Saturated 

8.44 

6.14 

6.24 

6 

Bailey 

1.0 AT 

8.49 

6.15 

6.24 

7 

Bailey 

1.0 AT 

8.60 

6.09 

6.17 

8 

Bailey 

1.0 AT 

8.62 

6.17 

6.30 

9 

Hildebrand 

Saturated 

8.28 

6.04 

6.26 

10 

Bailey 

1.0 AT 

8.51 

6.17 

6.20 

11 

Bailey 

Saturated 

8.45 

6.20 

6.19 

12 

Hildebrand 

Saturated 

8.37 

6.34 

6.31 


* Hie baffer lolatioa fornmla alioold remit in a solatioo wHIi pH « $.49. 
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RECOMMENDATIONS!. 

In view of the conclusion recorded in the preceding paragraph, the 
associate referee recommends— 

(1) That the method presented in this report be approved as a tenta¬ 
tive method for the determination of the hydrogen-ion concentration of 
flour. This method has been published^. 

(2) That collaborati\t3 ctndies be continued during the next year, in 
which the collaborators be provided vrith standard buffer solution, to 
which their set-up shall be standardized before beginning the eAitinina- 
tion of flour samples. 

(3) That the associate referee give attention to the possible use of 
the quinhydrone electrode in this connection. 


No report on gluten in flour was given by the associate referee. 


No report on the diastatic value of flour was given by the associate 
referee. 


REPORT ON STARCH. 

By 0. S. Rask (Department of Chemical Hygiene, School of Hygiene 
and Public Health, The Johns Hopkins University, Baltimore, 
Md.), Associate Referee. 

The work on starch this year consisted of a collaborative study of the 
method recently proposed by the associate referee®. The collaborative 
material was a sample of a commercial brand of gluten flour found on 
the market in 3 pound packages, the labels of which declared a starch 
content of 39.6 per cent as determined by the diastase method and a 
protein content of 44.91 per cent. Fred Hillig of the Bureau of Chemistry 
found the starch content to be 38.5 per cent as determined by the Hart- 
mann-Hillig modification of the diastase method^. Subdivisions of the 
sample and transcripts of the method were sent out to the several col¬ 
laborators with instructions that they determine starch in this collabora¬ 
tive material by the method submitted. 

A short time after these instructions had been sent out, H. R. Smith, 
one of the collaborators, suggested that the preliminary extractions with 
ether, dilute alcohol, and water might be dispensed with in the case of 
gluten flour. In order to prevent a lumping or caking of the material by 

^ For rep(M’t of Sub-committee C and action of the amociation, see This Journal, 1027, 10: 79. 

* This Journal, 1927, 10: 33. 

• Ibid., 108. 

« Ibid., 1926, 9: 482. 
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a direct contact of the dispersing acid, Smith further suggested that the 
material be first suspended in 15 to 20 ml. of ice-cold water, to which 
is then added an equal volume of ice-cold concentrated hydrochloric 
acid, the dispersing acid as specified in the method being composed of 
approximately equal volumes of water and concentrated hydrochloric 
acid. The method was then rewritten, and this modified form was sent 
out to the collaborators with the additional instructions that they de¬ 
termine starch in the collaborative material by the method so modified 
as vroll as by tba method in Its original form. The method with Smith’s 
suggestions incorporated, reads as follows: 

Transfer 2 grams of the gluten flour directly to the 100 ml. volumetric flask. Add 
15 or 20 ml. of ice-K^old distilled water and shake until a uniform suspension results. 
Then add an equal volume of ice-c^old concentrated hydrochloric acid and immediately 
shake until the starch appears to be gelatinized. Fill the flask to the mark with the 
hydrochloric acid solution (20.5 to 21.0 grams of hydrochloric acid per 100 ml.) at a 
temperature not to exceed 18°C., and mix the contents thoroughly by shaking. From 
this point proceed according to the original instructions. 

The collaborative results are given in Table 1. 

The concordance of the results obtained by the several collaborators 
can no doubt be rated as good. Deviations from the averages may be 
due in part to a lack of familiarity with the method, the technique of 
which was quite new. If these same collaborators should repeat their 
services, better or more concordant results would be quite probable. 

Further application of the method, especially to products of varied 
composition, will no doubt reveal ways of improving it. The work so 
far suggests certain points for further experimental consideration. One 
pertains to the advisability or necessity of the preliminary washings, a 
question first raised by Smith. Another pertains to the manner of drying 
or rendering moisture-free the coagulated starch. 

The main reason for considering the elimination of the preliminary 
washings specified originally is that the method will be shortened accord¬ 
ingly. There is very little reason, however, for believing that better 
results can be obtained if they are eliminated. On the contrary, starches 
coagulated from products not previously washed or extracted in this 
manner may contain larger amounts of impurities. The examined 
starches coagulated from the gluten flour, i. e., the collaborative material 
without the preliminary washings, contained 0.9 to 1.1 per cent of 
protein (N X 5.7), whereas the starches coagulated from the same ma¬ 
terial, but previously extracted with ether, dilute alcohol, and water, 
contained 0.1 to 0.3 per cent protein {N X 5.7). The difference be¬ 
tween these percentages, i. e., 0.8 per cent, would just about account for 
the differences between the grand averages obtained with and without 
the preliminary washings as recorded in Table 1. 

The elimination of the preliminary extractions appears to be more 
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Table 1. 

Collaboralitx resultt on fflulen flow. 

(Starch in this material as determined by the diastase method—38.5 per cent*.) 


COZXABOBATOR 

WITH PRBUlfXTVABY 
WABHlNOt 

WITHOUT PRBUiaNABT 
WABHINGt 

L. H. Bailey 

Bureau of Chemistry 

Washington, D. C. 

per cent 

39.83 

39.95 

average 
per eeni 

39.89 

per cent 

aoerage 
per eeni 

J. C. Palmer 

Bureau of Chemistry 

Washington, D. C. 



40.89 

41.15 

41.02 

M. J. Blish i 

University of Nebraska 

Lincoln, Nebr. 

40.66 

40.94 

40.50 

40.70 

40.30 

40.80 

40.55 

C. E. Mangels 

Agricultural College, Fargo, N. D. 

30.96 

40.10 

40.03 



A. H. Johnson 

Montana Agricultural Experiment 
Station, Bozeman, Mont. 


40.58 



R. A. Barackman 

Minnesota State Testing Mill, 
Minneapolis, Minn. 



39.94 

39.62 

39.78 

R. S, Roe 

Bureau of Chemistry 

Chicago, 111. 

42.24 

42.24 

43.74 

42.08 

42.98 

42.93 

H. D. Kruse 

School of Hygiene and Public Health 
Johns Hopkins University, Balti¬ 
more, Md. 

41.02 

41.24 

41.89 

41.38 

42.72 

43.05 

42.88 

C, E. Goodrich 

Bureau of Chemistry 

Washington, D. C. 

41.16 

40.68 

40.92 

39.50 

39.95 

40.64 

41.30 

40.35 

H. R. Smith 

Bureau of Chemistry 

Baltimore, Md. 



42.22 

42.46 

42.26 

42.77 

42.56 

42.45 

0. S. Rask 

41.50 

41.68 

41.81 

41.66 

41.93 

41.82 

41.82 

42.00 

41.89 

Average 

Maximum deviation from average 
(above) 

(below) 


40.92 

1.32 

1.03 


41.48 

1.45 

1.70 


* Determined hy Fred Hillig. 
t Soggeeted by H. H. Smith, 
t SpemiM in orii^al directions. 
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detrimental to the technique itself than to the final results. Most col¬ 
laborators found, when the preliminary extractions had been eliminated, 
that both the acid dispersion of the starch and also the supernatant 
acid alcohol solution out of which the starch had been coagulated 
filtered more slowly, and that more time was required for washing and 
transferring the coagulated starch to the tared Gooch crucible. One 
collaborator declared these filtrations to be impossible unless the sample 
had previously been extracted with ether, dilute alcohol, and water. 
Other collaborators found it necessary to centrifuge before each of these 
filtrations when the sample had not previously been subjected to these 
preliminary extractions. Apparently, therefore, the use of ether, dilute 
alcohol, or water (or possibly all three of these solvents) removes certain 
interfering constituents, and thereby facilitates subsequent operations. 

The increased or higher resistance to filtration of the acid dispersion 
of the previously unextracted sample seems to be a matter of viscosity 
and may be due to electrolytes, which are known to affect appreciably 
the properties of colloids, especially the viscosities of colloidal dispersions 
in acids or alkalies. In the case of starch it is also possible that electro¬ 
lytes depress in some way or other the dispersing action of the hydro¬ 
chloric acid. 

The increased difficulties in filtering the supernatant acid alcohol 
solution and in washing and transferring the coagulated starch to the 
crucible are due to a failure of the coagulated starch to settle out of this 
solution as completely when the preliminary extractions are excluded 
as it does when the extractions are included. This failure of the starch 
to settle out prevents such a clean-cut decantation of the supernatant 
solution of alcohol and acid as is essential to a reasonably rapid filtra¬ 
tion of the supernatant solution and a transfer of the starch to the 
crucible. 

From other experimental data not included in this report, the writer 
has observed that all these difficulties resulting from the elimination of 
the preliminary extractions vary rather directly with the amount of 
extractive material known to be present in the original samples. In the 
case of products that contain relatively little fat, mineral matter, and 
water-soluble carbohydrates, e. g., a short patent flour, the elimination 
of the preliminary extractions has only a slight effect on subsequent opera¬ 
tions. But products like mill feeds (bran and shorts), which contain 
relatively large amounts of fat, mineral matter, water-soluble carbohy¬ 
drates, and also water-soluble proteins, will practically not yield to the 
method without the preliminary extractions. In the case of unextracted 
shorts it has been found that 30 to 60 minutes is required for filtering 
the necessary 50 ml. aliquot of the acid dispersion, even though large 
quantities of fluffy asbestos are used, and that 60 to 100 minutes more 
is required for filtering the supernatant acid alcohol solution and trans- 
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ferring the coagulated starch to the crucible. When this same feed is 
first subjected to the preliminary extractions, these two periods are 
reduced to not more than 5 minutes each. Apparently, therefore, the 
elimination of the preliminary extractions can be considered only when 
less accurate results suffice and when the sample contains very little 
extractive material. In order that the method may give the most 
accurate results possible and be applicable to cereal products in general, 
it will probably be necessary to retain the preliminary extractions, as 
originally specified. 

The coagulated starch is extremely hygroscopic—more so than had 
been anticipated. It is therefore a separate problem to render and main¬ 
tain it moisture-free in order that it may be weighed as starch. For 
expelling moisture, the method in its present form specifies three alterna¬ 
tives. These are as follows: 

1. Dry at 105°C., under atmospheric pressure, to a constant weight. 

2. Dry at 100°C., in vacuo, tx) a constant weight. 

3. Dry at 130°C., under atmospheric presaure for 1 hour. 

None of these procedures is entirely satisfactory. The first and the 
second will yield satisfactory results in the hands of intelligent and care¬ 
ful workers, but the first consumes much time, and the second requires 
expensive equipment. The third procedure is free from the objections 
of the first and the second, but it frequently fails to bring the starch to 
a reasonably constant weight. However, it is rather probable that this 
objection can be overcome by prolonging slightly the time of drying. 
Experience in this laboratory indicates that it will be suflicient to dry 
for 1 hour and 30 minutes at 130°C. Such a procedure for rendering 
the starch moisture-free might be considered in a further study of this 
method. 

The coagulated and moisture-free starch absorbs moisture with great 
avidity. In order, therefore, to keep it moisture-free until it has been 
weighed it is necessary to observe strictly such precautions as (1) using 
covers for the crucibles, (2) using good desiccators equipped with the 
best desiccating agents, and (3) weighing after a definitely specified time, 
probably 20 or 30 minutes. 

Concentration and temperature of the dispersing acid have been speci¬ 
fied arbitrarily to a certain extent. A lower concentration with a higher 
temperature, or vice versa, would no doubt have been equally satis¬ 
factory, at least within certain limits. Concentration was standardized 
against a temperature of 20‘^-22°C., because this temperature approxi¬ 
mates rather closely that of the laboratory, and also that at which volu¬ 
metric glassware is calibrated. At this temperature a concentration of 
19 grams of hydrogen chloride per 100 ml. solution was found to be just 
about sufficient for dispersing the starches that were examined. In 
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order to provide a factor of safety for more resistant starches, a concen¬ 
tration of 20.5-21.0 grams of hydrogen chloride per 100 ml. solution was 
specified. It will be remembered that starches dispersed in an acid con¬ 
taining 21 grams of hydrogen chloride per 100 ml. at 25®C. suffered no 
noticeable hydrolysis during the fiirst 46 minutes. In order to provide 
a safety factor against hydrolysis of the less resistant starches, a maximal 
temperature of 22®C. and a maximal time of dispersion of 35 minutes 
were specified. These specifications, therefore, provide a safety factor 
of 1.5 grams of hydrogen chloride per 100 ml. against an incomplete 
dispersion and a safety factor of 10 minutes* time and 3®C. temperature 
against hydrolysis. It would probably be futile to try to determine any 
of these values with great exactness because starches vary considerably 
in their resistances to acid dispersion; nevertheless, a further study of 
the method might include a reconsideration of these two important 
points. 

Questions have been raised regarding the significance of possible varia¬ 
bilities in the dilution of the dispersing acid on account of corresponding 
variabilities in the quantities of residual wash water remaining in the 
sample when the dispersing acid is applied. A little consideration wiU 
show that the largest possible variations in this dilution are insignificant. 
It will be remembered that allowance has previously been made for 1.0 
ml. of residual wash water, since the concentration of the dispersing acid 
has been standardized on the basis of a subsequent 1 per cent dilution 
by residual wash water. Under no probable conditions would more than 
3 ml. of residual wash water be present in the material when the dispersing 
acid is applied. Under such extreme conditions the contents of the 100 
ml. flask would be approximately as follows when made up to the mark: 


Residual wash water allowed for. 1.00 ml. 

Excess wash water. 2.00 

Sample. 1.00 

Dispersing acid.96.00 


If the dispersing acid contained the maximum specified concentration 
of hydrogen chloride, viz., 21.0 grams per 100 ml. solution, then under 
the above conditions the actual concentrations of the dispersing acid as 
a result of its dilution by the extra 2 ml. of residual wash water would 
96 

be ^ of 21.0 or 20.58 grams of hydrochloric acid per 100 ml. solution, 

which is still within the limits specified for the dispersing acid. Accord¬ 
ingly, the dispersing acid undergoes only an insignificant dilution in any 
probable variation in the amount of residual wash water remaining in 
the sample when the dispersing acid is applied. 

In applying this method, in routine work, to a large number of samples, 
considerable time could be saved by performing the preliminary extrac- 
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tions simiiltaneously on several samples, possibly as many as a dozen. 
However, it is obvious that each sample must be manipulated individu¬ 
ally from the point at which the dispersing acid is applied until the 
crucible containing the coagulated and washed starch is ready for the 
drying oven. Accordingly, the washed samples that follow other samples 
in these individual treatments must wait until the work on the others 
has been completed. Therefore, it is evident that this scheme requires 
inhibition of diastatic action in those samples that do not receive im¬ 
mediate application of the dispersing acid. Such inhibition might be 
supplied effectively and conveniently in the following manner: Transfer 
the washed sample, together with filter paper, to the 50 ml. beaker. 
Tamp the material with the stirring rod flattened on the end until it is 
spread as a uniform mat over the entire bottom of the beaker. Then 
place the beaker on a steam bath until the starch has gelatinized and 
until the residual washed water has been driven off. 

Such a procedure would either destroy any diastase that might be 
present in the washed sample or render it inactive by a removal of water. 
In this condition the material could be set aside indefinitely, and the 
determination resumed and completed at any convenient time. In 
case the material has been brought to a state of complete dryness on the 
steam bath it may be necessary to work it up with 1 ml. of water before 
applying the dispersing acid. 

After the method had been sent out to the collaborators some con¬ 
sideration was given to the possibility of coagulating the starch out of 
the 50 ml. of acid dispersion by a volume of alcohol smaller than that 
specified, viz. 110-115 ml. It was found that 60 ml. of alcohol was 
sufficient for producing a complete coagulation. But whenever this 
volume of alcohol or any other volume less than 100 ml. had been used 
for coagulation, it was observed that some of the starch would invariably 
pass through the Gooch asbestos filter in the process of washing with 
the 70 per cent alcohol. It seems doubtful, therefore, whether a satis¬ 
factory coagulation can be produced with less than 110 ml. of alcohol. 

The only troublesome step in this method is the slow filtration that 
occasionally results from a clogging of the Gooch crucible by coagulated 
starch that is transferred to the crucible more or less unavoidably in 
decanting the supernatant acid alcohol solution. Recently H. R. Smith 
suggested that this source of trouble might be eliminated by covering 
the asbestos pad in the crucible by a layer of alundum or sand grains, 
1 to 2 cm. deep. Whenever a clogging layer of starch forms on the sand 
or alundum, such a layer may be broken up by means of a stirring rod 
without disturbing the asbestos pad underneath. 

The writer takes the liberty at this point to correct an erroneous state¬ 
ment which occurs in Line 2, Note (4)^ appended to the method previ- 


> ThU Journal, 1927 10: 114. 
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ously published. This statement reads as follows: ‘"Lower tempera¬ 
tures are not objectionable**. It should read: “Lower temperatures are 
not objectionable provided the acid dispersion reaches a temperature of 
20®C. before it is filtered**.^ 


REPORT ON CHLORINE IN BLEACHED FLOUR. 

By G. C. Spencer (Bureau of Chemistry, Washington, D. C.), 
Associate Referee. 

Owing to the late appointment of the present associate referee, little 
was accomplished on chlorine estimations in flour. 

The time available was spent in reviewing the literature on the sub¬ 
ject and repeating the method proposed by Armin Seidenberg, the former 
associate referee^. 

The brief experience thus acquired with the Seidenberg method indi¬ 
cates that the extraction procedure here laid down is satisfactory and 
that the real problem that is now awaiting solution is the estimation of 
the chlorine in the extract thus obtained. 

RECOMMENDATION*. 

It is recommended that the work on the estimation of flour-bleaching 
chemicals be continued. 


REPORT ON EXPERIMENTAL BAKING TESTS. 

By M. J. Blish^ (Agricultural Experiment Station, Lincoln, Nebr.), 

Associate Referee. 

In February, 1926, the writer was advised by the secretary of this 
association that he had been designated as Associate Referee on Experi¬ 
mental Baking Tests. In June, 1926, he was appointed chairman of the 
Committee on the Standardization of the Experimental Baking Test for 
the American Association of Cereal Chemists. He is therefore serving 
in essentially the same capacity for two organizations, both working to¬ 
ward a common end, in so far as cereal foods are concerned. 

To anyone who makes even the most perfunctory survey of the situa¬ 
tion, it is perfectly evident that any useful or satisfactory standardiza¬ 
tion of the experimental baking test will be a matter of extreme difficulty. 
The strict standardization that is gradually being accomplished in con¬ 
nection with most of the methods of agricultural chemistry is hardly 

^ For report of Sub-oommittee C and action of the aseociation, see This Journal^ 1927,10: 80. 

s Thi* foumaU 1925. 8: 676. 

* For report of Sub-oommittee C and action of the aMociation, aee ThU Journal^ 1927,10: 80. 

«Preaented by F. C. Blanck. 
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possible, at the present time, in the case of experimental baking. Never¬ 
theless, there is a persistent and growing conviction among cereal chem¬ 
ists that a serious effort in this direction should be made, and that some 
phases of the present unsatisfactory situation are susceptible to decided 
improvement, providing some sort of standardization can be agreed upon. 

In studying the situation, especially by means of discussions with 
prominent cereal chemists, one is first of all impressed with the decided 
lack of general agreement with regard to even the most fundamental 
considerations. For instance, there are differences of opinion on the 
question of the exact nature and scope of the information which an 
experimental baking test should be expected to reveal. Many are of 
the decided opinion that since cereal chemists disagree widely as to their 
respective purposes for conducting experimental baking tests, it is use¬ 
less to attempt to devise a standard procedure. However, there is a 
wide-spread feeling that experimental baking can be standardized in 
certain of its aspects, and the problem then becomes one of restricting 
any efforts to the particular phase or phases that will meet the require¬ 
ments of the greatest number of those who are engaged in flour testing 
from the standpoint of bread-making value, realizing that no single 
standard test can be devised which will meet all requirements on all 
occasions. 

Preliminary work has been confined necessarily to an attempt to 
establish a sound and practicable working bosisy without which no satis¬ 
factory or acceptable procedure is likely to be developed. The ideas and 
opinions of nearly all active and up-to-date cereal chemists have quite 
recently been canvassed by means of sending a letter and questionnaire 
to each member of the American Association of Cereal Chemists. Nearly 
100 replies to this questionnaire have been received, and among these are 
the opinions of the most prominent and reputable mill, bakery, industrial, 
commercial, consulting, and research wheat and flour chemists. More 
responses will undoubtedly be received. The replies are so varied and 
numerous that no detailed account of them can appropriately be sub¬ 
mitted in this report. The only point of unanimous agreement is that the 
experimental baking test is the most important flour test. Many express 
the opinion that it can never be satisfactorily standardized, but the 
majority feel that some useful standardization can and by all means 
should be effected. 

From the replies received and from other methods of inquiry into the 
situation, the writer has formulated a tentative outline of procedure, 
which has recently been approved by the members of the Baking Com¬ 
mittee of the American Association of Cereal Chemists. This outline 
attempts to define the scope of future efforts and to indicate the points 
upon which emphasis must be placed. The essential part of this out¬ 
line, which is submitted for approval, is as follows: 
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THE STANDARDIZATION OF THE EXPERIMENTAL BAKING TEST^ 

Some plausible reasons for the lack of agreement among wheat and flour specialists 
as to the exact information which a standard experimental baking test should be expected 
to reveal are as follows: 

1. Different purposes for making the test, involving different judging and 
scoring systems. 

2. Different methods of baking. 

3. Differences in interpretation of results, either through lack of experience, 
skill, or ability, or through limitations imposed by the particular method used. 

It is first of all essential to definitely establish the exact purpose of a standard experi¬ 
mental baking procedure. What information does the average cereal chemist wish to 
derive from his baking test? Should he expect it to show the optimum bread value 
that a given flour can produce, as well as the means of producing this result commer¬ 
cially? Or, should it rather indicate that flour property which may be expressed by 
such terms as “margin of safety”, “stability”, “intrinsic value”, “fermentation toler¬ 
ance”, or “ability to withstand punishment”? Disregarding precise definitions of 
terms, for present purposes, the preponderance of opinion, insofar as this was revealed 
at the 1926 annual meeting of the American Association of Cereal Chemists, seems to be 
overwhelmingly in favor of the latter viewpoint. This viewpoint appears to the writer 
as the logical basis from which to proceed, for two main reasons. First, the term “opti¬ 
mum results”, as applied to test baking, is highly indefinite, elusive, and can never be 
expressed in terms of universal meaning. Perfection can never be attained in anything, 
nor is there likely ever to be any agreement as to what constitutes perfection or “opti¬ 
mum results” in bread. Second, the baker, in most instances, is concerned more espe¬ 
cially with his flour’s stability, or margin of safety, or fermentation tolerance, or what¬ 
ever he wishes to call it. It therefore appears that any attempt to standardize the 
baking test should be from this stcmdpoint. It should be borne in mind that the test 
is to be a test of the flour, itself, and that the results should always be judged and 
evaluated from that standpoint alone. 

Having settled, tentatively at least, upon the object of the test, the next step is 
obviously to investigate certain already existing methods as may appear to approximate 
the attainment of this object. In taking this step, certain limitations must be clearly 
recognized. One is that for the present no hope should be entertained that the personal 
element in dough manipulation will be eliminated. The complete elimination of this 
factor is a pleasant dream which will be realized only when certain standard mechanical 
contrivances are made available to experimental bakers. It must also be understood 
that any test which will be likely to give satisfaction must be as simple as possible, in 
order that it will permit of collaborative study. It should not, for the present at any 
rate, contemplate any extensive revolutionizing of the more important pieces of labora¬ 
tory equipment. It must necessarily be a method that can be readily and convincingly 
demonstrated to that rather large group of cereal chemists who may be classed as 
skeptical or agnostic with regard to the possibility or likelihood of ultimately developing 
any standard baking procedure whatsoever. 

In considering the preliminary selection of a procedure which appears most likely to 
meet the requirements which have thus far been specified, and since, after all, what is 
actually wanted is a practical test of a flour’s actual trade value, it seems logical that 
first attention should be directed toward the several commercial flour-testing labora¬ 
tories which have given the most consistently satisfactory service to a variety cus¬ 
tomers over a period of years, for the acid test of any practical method is its success or 
failure under varied commercial and industrial conditions. In the event that several 
such methods are ascertained, and that they appear to have enjoyed equal success, it 

i For report of Siib-oommittee C and action of the assooiatioia, tee This Joarndk 1927, 10: 81. 
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then becomes a matter of adopting, tentatively, the one which most nearly meets the 
following requirements: 

1. Minimum number of variables. 

2. Smallest range of error in replication of tests. 

3. Greatest simplicity and ease of operation. 

4. Sensible and logical system of scoring and interpretation of results. 

6. Good results in the hands of collaborators. 

6. Ease of demonstration. 

7. Applicability to all types of bread flours. 

In accordance with this suggested program, it would seem that the logical order of 
procedure which should be followed by the writer, acting in the capacity of Associate 
Referee on Experimental Baking Test for the Association of Ofiicial Agricultural 
Chemists, and chairman of the committee on this activity for the American Association 
of Cereal Chemists, is: 

1. To become acquainted, if possible, with experimental baking procedures practiced 
by several of the most prominently successful commercial flour-testing laboratories, by 
visiting these laboratories and consulting with persons in charge. 

2. To select, on the basis of this experience, a tentative procedure which may be one 
of the methods thus studied, or the result of an attempt to combine the best features of 
several methods. This selection is to be made only after a thorough personal study and 
practice of each method and a report to the other members of the committee of the 
American Association of Cereal Chemists. 

3. To inaugurate a collaborative study of the tentatively selected method or methods, 
and to continue such studies until a definite procedure can be agreed upon by the com¬ 
mittee. 

4. To have a demonstration of the method at that convention of the American Asso¬ 
ciation of Cereal Chemists which immediately follows any agreement of the experimental 
baking committee of that association. 


REPORT ON FAT AND UNSAPONIFIABLE MATTER IN 
FLOUR AND IN ALIMENTARY PASTES. 

By Samuel Alfend^ (U. S. Food and Drug Inspection Station, St. Louis, 

Mo.), Associate Referee, 

The methods recommended by the associate referee this year were 
subjected to collaborative study on both flour and noodles. 

A batch of unbleached flour (A), one of water noodles (B), and one 
of egg noodles (C), were prepared, and subsamples were placed in Mason 
jars and sent to the collaborators. 

The instructions submitted with the samples are as follows: 

fat. 

Method i. 

Direct extraction. —Determine as directed in Methods of AnalysL^y A. O. A. C., 1925, 
p. 225, 3 (p. 117, 13). 

Method 2, 

Acid hydrolysis. —Determine according to the tentative method, This Journal, 1926, 
9: 41. 


^ Prawsnted by L. G. MitdbdQ. 
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UNSAPOHinABLB MATTER. 

Method f. 

Modified Kerr-Sorber. —Extract the lipoids from 5 grams of sample according to the 
tentative method, This Journal, 1926, 9: 40. To the crude lipoids, add 30 cc. of alcohol 
and 3 cc. of concentrated potassium hydroxide (1 + 1), and proceed according to the 
modified Kerr-Sorber method. This Journal, 1925, 8: 441. 


TabiaE 1. 


Collaborative results on fat 


ANALYST 

1 DXRBCT EXTRACTION 

BLANK 

ACID BYDROLYBI8 

BLANK 

A 

B 

C 

A 

B 

C 


Bommann 

per eerU 

0.53 

0.58 

per cent 
0.12 
0.05 

per eeni 

3.46 

3.47 

gram 

0.0030 

per cent 

1.37 

1.27 

per eeni 

2.23 

2.23 


gram 

0.0008 

Elliott 


0.29 

0.28 

3.60 

3.66 


1.26 

1.23 

2.05 

1.98 

4.80 

4.83 

0.0010 

Bailey 

0.69 

0.66 

0.19 

0.28 

3.53 

3.65 


1.23 

1.19 


4.76 

4.69 

0.0020 

Smith 

0.43 

0.42 

0.23 

0.23 

3.17 

3.19 


1.26 

1.36 


4.96 

5.01 


Mitchell 

0.70 

0,75 

' 0.33 
0,34 

3.43 

3.45 


1.17 

1.12 

2.01 

1.99 

4.93 

5.08 

0.0027 


Table 2. 


Collaborative results on unsaponifiahle matter. 


ANALYST 

MODIFIED KERRHIORBBR 
METHOD 

BLANK 

F. 

A. C. METHOD 

BLANK 

A 

B 

C 

A 

B 

c 


per cent 

per eeni 

per eeni 

gram 

per eeni 

per cent 

per eeni 

gram 

Bommann 

0.18 

0,16 

0.26 

0.0008 

0.14 

0.13 

0.31 

0.0005 


0.17 

0.17 

0.28 


0.09 

0.11 

0.29 


Elliott 

0.16 

0.15 



0.13 

0.21 

0.32 

0.0020 


0.16 

0.17 

0.29 


0.12 


0.31 



0.15 

0.20 








0.15 








Bailey 

0.17 

0.18 

0,31 


0.14 

0.16 

0.35 

0.0018 


0.14 

0.22 

0.33 


0.12 

0.20 

0.38 


Smith 

0.18 

0.21 

0.48 


0.30 

0.26 

0.50 



0.11 

0.17 



0.31 

0.27 

0.47 


Average 

0.16 

0.18 

0.33 

.... 

0.17 

0.19 

0.36 


Variation 



0.22 


0.21 

0.16 

_ 1 _ 

0.21 

.... 
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Method 2. 

F, A, C. Method. —Determine the unsaponifiable matter in the crude lipoids, obtained 
as in Method 1, by the F. A. C. method. This Journal^ 1926, 9: 45. 

The results obtained are given in Tables 1 and 2. 

COMMENTS OF COLLABORATORS. 

L. H. Bailey {Food Control Laboratory^ Bureau of Chemistry^ Washington, D. C .).— 
The method for fat by direct ether extraction is not considered satisfactory for work 
with alimentary pastes. Results are too low and variable. Results obtained on fat 
by the acid hydrolysis method are considered satisfactory. No parti(^ular difficulties 
were encountered in making these tests. The determination of unsaponifiable matter 
by Method 1 is considered satisfactory, but great care must be exercised to prevent 
the formation of an emulsion when the sample is first shaken with the ether. There 
was no tendency U) form emulsions by Method 2. Difficulty was experienced at first 
in pipetting off the petroleum ether extract in Method 2. This difficulty, however, 
was overcome later, and no great objection was found to the technique given for this 
method. One method is about as rapid as the other. 

J. H. Bornmann (U. S. Food and Drug Inspection Station, Chicago, III.). —No great 
difficulties were encountered in either of the fat extraction methods. The acid hydrolysis 
method requires more work, but the results are obtedned in less time than by the old 
extraction method and there is an astonishing difference in the amount of fat recovered 
by the two methods. 

The modified Kerr-Sorber method for unsaponifiable matter appears to me to be 
superior to the F. A. C. method with regard to ease of manipulation and time consumed. 
I believe that it is necessary to boil tlie solution briskly for at least 20 minutes to insure 
complete saponification. The final results by the two metliods used appear to be prac¬ 
tically the same. 

R. T. Elliott {U. S. Food and Drug Inspection Station, Seattle, Wash.). —The metliods 
designated were followed exactly, with the exception of tlie fat by acid hydrolysis, in 
which I found it convenient to use Mojonnier extraction tubes, weighing the flour or 
the sample directly into the extraction tube and heating with the alcohol and acid, 
thereby doing away with the transfer of the material from one dish to another after 
the fat is in a condition to be extracted by ether. I believe that this modification will 
tend toward the elimination of a possible error in this transfer. I should like to receive 
comments on this suggestion. 

L. C. Mitchell (U. S. Food and Drug Inspection Station, St. Louis, Mo.). —Elliott’s 
suggestion of hydrolyzing the sample in the Mojonnier tube directly is time-saving and 
convenient, and it tends to eliminate a source of error in transferring the hydrolyzed 
material from the beaker to the extraction tube. I believe it better to add just enough 
alcohol, after hydrolysis, to make the solution up to the mark on the tube, because 
adding 10 cc. brings the lower layer into the upper part of the tube and makes it diffi¬ 
cult to decant all the ethereal solution from the tube. In the original method of hydro¬ 
lyzing in a beaker, sufficient liquid is lost by evaporation so that the final solution, on 
being transferred to the extraction tube, just comes up to the mark. It is difficult to 
draw definite conclusions as to the proportion of true fat extracted in alimentary pastes 
by the two methods, because the water noodles do not appear to have been prepared 
from the unbleached flour from which Sample A was taken. 

H, R, Smith (U. S. Food and Drug Inspection Station, Baltimore, Md.). —Fat deter¬ 
mination by the acid hydrolysis method gave a much higher result than the direct 
extraction. The blank on the fat by the acid hydrolysis method was zero, indicating 
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that the acid hydrolysis forms ether-soluMe material in the sample. In determining 
the unsaponihable matter by the modified Kerr-Sorber method, considerable amounts 
of soap-like material insoluble in petroleum ether were found in each case. In general, 
the F. A. C. method is preferred. 

DISCUSSION OF RESULTS. 

It is apparent from the data in Table il that the acid hydrolysis 
method for fat gives considerably higher results than are obtained by 
the direct extraction method, the discrepancy being most marked in the 
case of water noodles. 

One of the chief functions of the fat determination is to differentiate 
between cereal products containing eggs and those in which no egg solids 
are present. Since the direct extraction method is unsuitable for ali¬ 
mentary products, whereas the acid hydrolysis method, which is at 
present tentative, has been found to be satisfactory, it is desirable that 
the acid hydrolysis method should be applied to flour also. This advan¬ 
tage alone, however, would not justify the substitution of the acid hy¬ 
drolysis method for the direct extraction, if the latter method were in 
wide-spread use, and if many data based upon this method had been 
collected. Such does not appear to be the case, nor has it been shown 
that the product obtained by direct extraction is entirely true fat, or 
that it is all the fat in the flour. Since this method is as empiriccJ as 
the acid hydrolysis method, it is no more deserving of consideration on 
that basis. The acid hydrolysis method has the advantage of requiring 
considerably less time for the determination (though involving more 
actual work) and of yielding distinctly more uniform results in the hands 
of the various collaborators. 

In view of the advantages cited, the associate referee would recommend 
that the acid hydrolysis method be selected if the association is to have 
but one method for the determination of fat in flour. 

Since the slight modification suggested by Elliott and recommended 
by Mitchell, who tried it on the suggestion of the associate referee, is 
chiefly one of convenience, and does not greatly affect the accuracy of 
the method, the associate referee does not feel justified in recommend¬ 
ing a change in the directions unless the method is subjected to further 
collaborative study. 

The average results for unsaponifiable matter are practically the same 
by the modified Kerr-Sorber and the F. A. C. methods, although the 
former yields appreciably more uniform results. The collaborators are 
not agreed as to the relative merits of these methods, particularly in 
regard to time and convenience of operation. 

As a means for distinguishing between cereal products containing egg 
solids and those containing no egg solids, the determination of unsaponi¬ 
fiable matter hardly appears to be of sufficient value at this time to 
justify inclusion in the methods of this association. If, however, the 
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association agrees with the general referee who recommended this de¬ 
termination for study, that the chapter on Cereal Foods in its book of 
methods^ should “eventually include all worthy known methods of 
analysis that may have value to any chemist interested in cereal analysis 
and investigations and to develop these methods to their highest state of 
perfection”, then the associate referee would favor the adoption of the 
F. A. C. method as a tentative method until a superior method has been 
worked out and tested. The collaborative study carried on this year 
has not verified in any decided fashion the claims of the authors of the 
modified Kerr-Sorber method regarding its simplicity and brevity. The 
F. A. C. method is by far the most widely used, and it has now been 
adopted by the association for oils, fats, and waxes in preference to the 
modified Kerr-Sorber method. 

It will be noted that the determination of unsaponifiable matter was 
made on the crude lipoids obtained by Hertwig’s neutral extraction 
method*, instead of on the residue of the ethyl ether or petroleum ether 
extract after the removal of the ether. Hertwig has shown that direct 
extraction with ether does not obtain all the ether-soluble and fat-like 
substances from wheat flour and alimentary pastes. Hertwig and Bailey* 
found that the neutral extraction method yields a greater amount of 
unsaponifiable matter than does the acid hydrolysis method, the Rask- 
Phelps alkaline extraction^, or the direct ether extraction. 

RECOMMENDATIONS^. 

It is recommended— 

(1) That the acid hydrolysis method for fat be adopted as an official 
method for flour and for alimentary pastes. 

(2) That the F. A. C. method for unsaponifiable matter carried out 
on the lipoids extracted by the tentative method be adopted as a tenta¬ 
tive method for flour and for alimentary pastes. 


REPORT ON BREAD ANALYSIS. 


By L. H. Bailey (Bureau of Chemistry, Washington, D. C.), Associate 

Referee. 

It was the desire of the associate referee to secure collaborative study 
of the methods of bread analysis that have been considered by this 
association. The study included two methods for the determination of 
each of the following: total solids, ash, and lipoids. 

The American Institute of Baking and six branch laboratories of the 


* Melhodt ^ Analysu, A. O. A. C., 1936. 

> TkU Journal, 1923, 6: 508. 

» Ibid., 1926. 9: 122. 

< Ind, Eng. Chem., 1926.17: 189. 

* For report of Sul>-€omiiiittee C and action of the association, see This Journal, 1927,10: 82. 
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Bureau of Chemistry were invited to collaborate. Owing to changes in 
personnel and pressure of other work, only one of the branch laboratories 
was able to make a report. A report from the American Institute of 
Baking covered only a portion of the work. 

It is greatly regretted that better collaboration was not secured, but 
it was too late to obtain other collaborators when the associate referee 
was notified of the inability of some of the laboratories to make a report. 

MOISTURE. 

The collaborators were asked to procure a fresh loaf of bread, slice it, 
and dry the slices until air dry, then grind the broken slices and make 
the different determinations upon the ground material. The total solids 
in the loaf were to be calculated to the original moisture basis. In three 
cases, noted in the report, the total solids are given on the air-dried 
samples instead of on the original loaf. Close agreement in results was 
obtained at the Bureau of Chemistry in Washington on two separate 
samples prepared and dried by the three drying methods indicated, 
namely the vacuum method using the temperature of boiling water, 
98.5°--99°C. and a pressure of less than 1 inch^; the air-oven method at 
a temperature of 130®C,^; and the distillation method of Bidwell and 
Sterling^. 

Greater variation was shown in results obtained by the vacuum-oven 
and the 130°C, methods from the Denver laboratory where the boiling 
temperature of the water surrounding the vacuum oven was only 94®C. 
than from the other laboratories. Not all of the moisture was removed 
at this low temperature. Some darkening of the sample was noted in 
the case of drying in the air oven at 130°C. In the report from the 
American Institute of Baking the percentages of solids are given on the 
air-dried samples and not on the original bread. The Institute also sent 
in results obtained by drying the sample in an air oven for 1 hour at 
150°C. The percentage loss was approximately 0.1 per cent greater 
than when dried in an air oven for 1 hour at 130°C. 

ASH. 

The results obtained by determining ash by the official method for 
the determination of ash in wheat flour and by the glycerol-alcohol 
method proposed by Hertwig and Bailey^ were quite similar; they indi¬ 
cate that equally accurate results can be obtained by either method. 
Under the same conditions of combustion, when alcohol and glycerin 
are used, the ash is lighter in color and more fluffy than when the official 
method is used. 

» Thu Journal, 1926. 9; 42. 

» Jhid., 40. 

>/6iU. 30. 

« Cer«a/ Chan., 1026, 3: 38. 
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FAT—LIPOIDS. 

Two methods were studied for determining the fat-like substances in 
bread: the “fat” method, which is now tentative for baked cereal 
products and the “lipoid” method, which is now tentative for other 
cereal products. The results indicate that higher values are obtained 
when the lipoid method is used. It would seem logical to adopt this 
method also for baked cereal products, and then have uniform methods 
for lipoids in all cereal products. 

Owing to the smedl number of collaborative results obtained this year, 
the associate referee does not feel justified in recommending any changes 
in existing methods, but suggests a continuation of this year’s studies 
for another year^ 

It is also suggested that in the future consideration be given by the 
association to the development of methods for determining the amoimts 
of the characteristic constituent of special breads, such as the quantity 
of raisins in raisin bread, the quantity of rye in rye bread, and the 
quantity of milk in milk bread. 


Table 1 (Note). 
Collaboralive results. 
(Averages of close-agreeing duplicates.) 



TOTAI. SOLIDS 

ASH 

FAT—^LlPOmS 

COliLABOaATOa 

Vacuum 

Method 

Air-Ovon 

Method 

Distilla¬ 

tion 

Method 

Tentative 

Method* 

Alcohol- 

Glycerol 

Method! 

Tentative 

Method! 

Tentative 

Method^ 

Leonard Feldstein 

Food and Drug In¬ 
spection Laboratory, 
Denver, Colo, 

per cent 

69.25 

per cent 

68.85 

per cent 

per cent 
2.26 

per cent 
2.28 

per cent 

3.86 

per cent 

4.30 

C. E. Goodrich 

Bureau of Chemistry 
Washington, D. C. 

63.19 

63.18 

63.26 

2.47 

2.50 

4.58 

I 

4.96 

L. H. Bailey 

62.22 

62.26 

62.26 

2.26 

2.33 

4.71 

5.66 

W. C. Luckow (a) 

C. Conrad (b) 

American Institute of 
Baking, Chicago, III. 

93.09§ 

9^5*5 § 

93.03 § 

i.96 

1.94 

3.87 



* This Journal^ 1926, 9; 42. 
t Cereal Chem,. 1926, 2; 38. 

X Methods qf Analysis, A. O. A. C.. 1926. 231. 
i Ibid,, 2zS, 

fi These results are based on the air-dried samide and not on the original moisture basis. 

Note. —^The moisture results obtained by distillation as shown in this table were 
made by W. F. Sterling, Bureau of Chemistry, and C. Conrad, American Institute of 
Baking. 


No report on specific gravity and alcohol was given by the referee. 


* For report of Sub-ocanmittee C and action of the association, see This Journal, 1927, 10: 80* 
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REPORT ON VINEGAR. 


By J. 0. CiiABKE (Food and Drug Inspection Station, New York, N. Y.), 

Referee. 

In part compliance with the reoommoadatiQn of the referee for last 
year, methods for total ash, phosphoric add, non'volatile redudng suIh 
stances, and sulfates were studied. No work on glyomtl or polarisa-> 
tion was undertaken. 

A sample of generator^run vinegar containing 10 mg. of added sulfur 
trioxide was submitted to collaborators, who were requested to make 
the following determinations: 

Total ash, 

Water-soluble ash. 

Water-soluble phosphoric acid, 

Water^insoluble phosphoric acid. 

Total phosphoric acid, 

Non-volatile reducing substances, and 
Sulfates. 

Total and water-soluble ash was to be determined by both Methods 
A and water-soluble and insoluble phosphoric acid was to be deter¬ 
mined by Methods 8 and 9^ on the ash from both Methods A and B; 
total phosphoric acid was to be determined on ash by Method B; and 
non-volatile reducing substances and sulfates by the tentative method 
of the association*. Sulfates were to be determined by the following 
method; 

Ash IQO cc. of the sample in a platinum dish at a low red heat, using Method 5 (b) 
to incinerate all carbon particles. Dissolve the ash in about 10 cc. of approximately 
normal hydrochloric acid. Dilute to about 100 cc. with distilled water, heat to boiling, 
add 10 cc. of hot barium chloride solution (1 gram 100 cc.) drop by drop, and continue 
as outlined in the tentative method, par. 24 ’. 

The referee wishes to express his appreciation to the heads of the col¬ 
laborating laboratories and to the following chemists who did the analyti¬ 
cal work: 

C. A. Greenleaf, Bureau of Chemistry, Washington, D. C. 

R, S. Roe, Bureau of Chemistry, Chicago, Ill. 

L. Katz, Bureau of Chemistry, New York, N. Y. 

H. R. Smith, Bureau of Chemistry, Baltimore, Md. 

J. Calloway, Jr., Bureau of Chemistry, Savannah, Ga. 

J, Fitelson, Bureau €rf Chemiatry, New York, N. Y. 

L. Katz also did additional work on this subject in the laboratory of 
the New York Station of the Bureau of Chemistry. 


> AMtoit A. O. A. C., lOK, SIS. 




CoUaboraiive results on vinegar. 

lo add expressed in rag. per 100 oc., all other results as grams per 100 cc.) 
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DISCUSSION. 

TOTAL ASH. 

Total ash was determined in the writer’s laboratory on four S€unples 
of cider vinegar by Method B, the incinerating being done at the lowest 
possible heat (barely visible dark red) and on the same samples at a 
bright red heat. The results obtained by L. Katz» analyst, expressed 
as grams per 100 cc., are given in Table 2. 

Table 2. 


Sample Number. 

44990 

6490 

24668 

8539 

Total ash (low heat). 

0.43 

0.37 


0.28 

Total ash (high heat). 

0.42 

0.36 

0.30 

0.28 


The difference between the results obtained at low heat and those 
obtained at high heat was very small. In a similar manner, another 
sample was ashed at four different temperatures, varying from a barely 
visible red heat to bright red, and the result at the lowest temperature 
was only 0.02 gram per 100 cc. higher than at the highest heat. These 
results would tend to indicate that the temperature of ashing is not of 
the greatest importance, but this conclusion should be confirmed by 
future work in which definite temperature measurements are used. 

Collaborative results on ash obtained by using Method A are good. 
With Method B the lowest result is 0.34 and the highest 0.40. Last 
year’s collaborative work on this determination yielded slightly better 
results by Method B, but neither method produced very good results. 
Two years’ work, therefore, tends to indicate that the methods for ash 
need revision of a fundamental character. 

Soluble ash naturally follows total ash, and the same criticism would 
apply. 

PHOSPHORIC ACID. 

A study was made in the writer’s laboratory by L. Katz of the influ¬ 
ence of the temperature of ashing on the subsequent determination of 
soluble and insoluble phosphoric acid. Using the ash reported in Table 
2, soluble and insoluble phosphoric acid was determined. The results, 
expressed as mg. per 100 cc., are given in Table 3. 

Table 3. 


Sample Number. 

44990 

6490 

24668 

8539 

Soluble PsOs (low heat). 

6.8 

7.8 

10.1 

11.7 

Soluble PjOs (high heat). 

Insoluble PjOs (low heat). 

11.2 

11.5 

12.6 

13.6 

23.3 

9.3 

9.9 

8.2 

Insoluble PaO# (high heat). 

Total sum of soluble and insoluble 

18.2 

5.6 

7.8 

6.6 

PaO* (low heat). 

Total sum of soluble and insoluble 

29.1 

17.1 

20.0 

19.9 

PaOs (high heat). 

29.4 

17.1 

20.4 

20.1 
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There is uniformly a larger quantity of soluble phosphoric acid ob¬ 
tained when a higher temperature is used in ashing; however, the sum 
of soluble and insoluble phosphoric acid is not affected. This difference 
throws a doubt on the value of separate determinations of soluble and 
insoluble phosphoric acid. Doubtless the difference is caused by an 
incipient fusion of the ash material, converting some insoluble phos¬ 
phoric acid to the soluble form. 

The collaborative results show a wide but corresponding difference in 
the value reported for both soluble and insoluble phosphoric acid. While 
the results for total phosphoric acid are not so close as could be desired 
they are much better than those for either soluble or insoluble phos¬ 
phoric acid. Further work should be done on this subject in connection 
with the determination on ash with the possibility of dropping the exist¬ 
ing method for soluble and insoluble, and substituting therefor a method 
for total phosphoric acid. 

NON-VOLATILE REDUCING SUBSTANCES. 

Collaborative results, which showed maximum and minimum values 
of 0.43 and 0.39 among six collaborators, were much better than last 
year, and they warrant the final adoption of this method as official. 
This is especially gratifying in view of the results on collaborative sam¬ 
ples in 1923. The method for total reducing substances was made official, 
final action last year. Volatile reducing substances are the difference 
between total reducing substances and non-volatile reducing substances; 
therefore, the method or directions for calculating volatile reducing sub¬ 
stances should also be made official. 

SULFATES. 

Two methods were studied collaboratively, the tentative method and 
a proposed method based on ashing the material before precipitation of 
barium sulfate. Neither method yielded especially good results, although 
the tentative method was the better. This method should be further 
studied before it is recommended for adoption as official. 

RECOMMENDATIONS^ 

It is recommended— 

(1) That methods for total and soluble ash be further studied. 

(2) That the subject of phosphoric acid be studied with the view to 
possible substitution of a method for total phosphoric acid for the 
present methods for soluble and insoluble phosphoric acids. 

(3) That Method 15, non-volatile reducing substances, and Method 
16, volatile reducing substances, be adopted as official (final action). 

(4) That Method 18, glycerol. Method 23, polarization, and Method 
24, sulfates, be further studied. 


^ For report of Sub-oommittee G and action of the aaaooiation, see Thii Journal, 1927. 10: 75. 
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REPORT ON FLAVORS AND NON-ALCOHOLIC BEVERAGES. 

By J. W. Sale (Bureau of Chemistry, Washington, D. C.), Beferee. 

In accord with last year’s recommendations, additioned work was 
done on the Folin and Denis^ rapid colorimetric method for the deter¬ 
mination of vanillin and on the analysis of non-alcoholic flavors. 

EFFECT OF ADDED CARAMEL ON DETERMINATION OF VANILLIN BY 
FOLIN AND DENIS METHOD. 

It has been observed by J. B. Wilson and the writer* that caramel 
interferes with the determination of vanillin by the Folin and Denis 
method. These authors analyzed four commercial samples of caramel 
by the method in question and found that apparently they contained 
4.32, 4.06, 0.78, and 0.58 per cent of vanillin, respectively, when they 
were dissolved in 47.5 per cent of alcohol. When the method was applied 
to a solution of caramel in 95 per cent of alcohol, negative results were 
obtained. 

In order to determine whether or not the usual quantity of caramel 
present in €urtificially colored imitation vanilla extracts introduces an 
appreciable error when this method is used, C. H. Badger, at the request 
of the referee, prepared and analyzed nine synthetic samples that simu¬ 
lated true vanilla extract in appearance and flavor. They consisted of 
0.5 per cent of vanillin, 0.8 per cent of caramel, about 20 per cent of 
alcohol, and water. The addition of 0.8 per cent of caramel gave the 
synthetic solutions the appearance of a rather dark-colored true vanilla 
extract. The samples of caramel used represented nine brands manu¬ 
factured by eight firms. They were first made up into a 5 per cent 
solution, 47.5 per cent by volume of alcohol being used as a menstruum. 
Another synthetic sample had the same composition as those just 
described except that it contained no caramel. All ten samples were 
analyzed for content of vanillin by the method of Folin and Denis. 
The method was applied also to the 5 per cent caramel solutions. All 
results are set forth in Table 1. 


COMMENT ON TABLE 1. 

The colors produced by caramel were generally of a different shade of 
blue than those produced by vanillin, but they were sufficiently like 
the true color to be mistaken for it by an inexperienced analyst. In 
order to obtain correct results by the Folin and Denis method, it was 
found necessary to make up the dilute standard vanillin solution each 
day from a 1 per cent alcoholic solution, because dilute vanillin solu¬ 
tions deteriorate on standing overnight. Comparison of colors should 


1 Thi$ Jmml, 1026. S: 68S. 

« Ind. Chtm., 1026.1«: m 
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Table 1. 

Interference by caramel with determination of vanillin. 


SAlfPLB 

NO. 

BRANDS or 
CARAMEL 

USED 

ArrARENT 

VANILLIN 

IN CARAMEL 

CARAMEL 
PRESENT IN 
SYNTHETIC 
SAMPLES* 

VANILUN 
PRESENT IN 
8YNTBETIG 
SAMPLES 

VANILLIN 
FOUND IN 
SYNTHETIC 
SAMPLES 

ERROR 



per cent 

per cent 

per cent 

per cen/ 

per cent 

1 

A 

1.28 

0.8 

0.5 

0.602 

+0.002 

2 

B 

1.37 

0.8 

0.5 

0.502 

+0.002 

3 

C 

1.17 

0.8 

0.5 

0.498 

-0.002 

4 

D 

1.17 

0.8 

0.5 

0.499 

-0.001 

5 

E 

1.96 

0.8 

0.5 

0.502 

+0.002 

6 

F 

2.14 

0.8 

0.5 i 

0.505 

+0.005 

7 

G 

2.21 

0.8 

0.5 

0.497 

-0.003 

8 

H 

0.58 

0.8 

0.5 

0.490 

-0.010 

9 

I 

1.77 

0.8 

0.5 

0.506 

+0.006 

10 



0.0 

0.5 

0.498 

-0.002 


* Part commercial caramel per 100 parts oi lynthetic aamide. 


be made immediately after the addition of reagents to the sample and 
standards as the standards tend to become cloudy, and this condition 
vitiates the results. 

Inspection of Table 1 shows that while all the brands of caramel gave 
a strong test for vanillin, the proportion of caramel ordinarily used in 
imitation vanilla extracts is so small that the figures for vanillin are not 
materially affected. In view of these data the referee believes that this 
method may now be adopted as an alternative official method. 

POLARISCOPE METHOD FOR ESSENTIAL OILS. 

Last year, the referee reported satisfactory results obtained by J. B. 
Wilson, who used the polariscope method for the determination of oils of 
lemon and orange in corn oil, cottonseed oil, and mineral oil. However, 
it was deemed advisable to extend the experimetal work, and this was 
done. Polariscope readings were made by collaborators other than 
Wilson on the samples reported last year, and new samples were pre¬ 
pared and readings made by three collaborators. The new samples con¬ 
sisted of oils of lemon, orange, and limes dissolved in corn oil, cottonseed 
oil, peanut oil, and mineral oil. The results obtained are given in Table 2, 
which should be considered in connection with Table 5^ reported last 
year. It will be observed that 74 samples have been analyzed by this 
method, and since each polariscope reading reported in the tables is the 
average of five readings, a total of over 900 polariscope readings have 
been made by the collaborators. 

It is believed that the data in Table 5 of last year’s report and in 
Table 2 of this report warrant the adoption of the polariscope method 
as a tentative method. The detailed procedure has been published®. 


> Thit Journal^ 1026, 9: 465. 
s/6ue., 1027, 10: 48. 
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The method of obtaining the factors referred to above is fully desoribed 
in the Report on Flavors and Non-Alcoholic Beverages for 1925^ Fur¬ 
ther experimental work should be done with a view to determining 
whether or not the rotation of the menstruum in an unknown sample 
can be readily determined, as for example, by distilling off the essential 
oil, drying the menstruum, and taking readings of it in a polariscope. 

RECOMMENDATIONS*. 

It is recommended— 

(1) That the Folin and Denis rapid colorimetric method for the deter¬ 
mination of vanillin in vanilla extract and its imitations, described in 
the referee’s report for 1924, be adopted as an alternative official method 
(final action). 

(2) That the polariscope method for the determination of oils of 
lemon, orange, and limes, in corn oil, cottonseed oil, peanut oil, and 
mineral oil, described in this report, be adopted as a tentative method. 

(3) That the steam distillation method for the determination of 
essential oils in non-alcoholic flavors, described in the report of the 
referee for 1925, be subjected to further tests. 

REPORT ON MEATS AND MEAT PRODUCTS. 

By R. H. Kerr (Bureau of Animal Industry, Washington, D. C.), 

Referee. 

It was found impossible to carry out the recommendation for collabo¬ 
rative study and test of the method for nitrites or to do collaborative 
work of any kind owing to a lack of collaborators. The referee was also 
unable to find a suitable associate referee for work on analytical methods, 
so no one has been recommended for appointment. However, it is 
believed that an Associate Referee on Analytical Methods should be 
appointed as soon as possible. As in the preceding year, no report was 
received from W. S. Ritchie, Associate Referee on Separation of Meat 
Proteins. The referee understands that Ritchie has not been entirely 
idle, but that his work has not progressed sufficiently to justify a report. 

Work in the writer’s laboratory on the determination of total nitrogen 
in meats and meat products by the Kjeldahl-Gunning-Arnold method 
shows that the time of digestion specified is far in excess of that necessary. 
It is recommended, therefore, that this method* be changed to read as 
follows: 

.... in the Kjeldahl-Gunnixig-Amold method for 1 hour after the mixture has 
become clear. 

» Thii Journal, 1026. 9i 44^. 

* For report ot Sub-ocatmiittes C end action of the assoolatioii, iee Thit 1027, 10: 76. 

> Meth^ef Anafyiit, A, 0. A. C., 1025, 237, 6. 
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In this connection, attention is called to the fact that the use of an 
electric digestion apparatus, which is becoming decidedly common, 
introduces a problem that ought to be given careful consideration by 
the Referee on Nitrogen. 

Attention is called to the fact that while the association has methods 
for the determination of total moisture and for the determination of 
nitrogen, there is no official method for the determination of added water 
in meats and meat products, notwithstanding the fact that added water 
is one of the determinations that an official analyst is very frequently 
called upon to make. The four to one ratio between water and protein 
is now so well established and universally applied that any collaborative 
work to further establish its reliability would appear to be a superfluous 
formality. The following, therefore, is recommended^ for adoption as a 
tentative method: 

ADDED water. 

(Applicable to sausage and other prepared meat products.) 

Determine total moisture by drying in air at 100°C. for 16-18 hours, or under a 
vacuum of not less than 100 mm. for 5 hours. Determine nitrogen in accordance 
with Section 6. Calculate protein by multiplying the nitrogen found by the factor 
6.25. Calculate normal water by multiplying protein by the factor 4.0. Subtract 
the normal water as found by c>alculation from the actual moisture found by drying. 
Report the difference as added water. 

It is further recommended that the methods for soluble and insoluble 
nitrogen, Chapter XVII, Sections 25 and 26^; for coagulable nitrogen, 
Section 27; proteose, peptone, and gelatin nitrogen. Section 28; meat 
bases. Section 29; amino nitrogen, Sections 31, 32, 33, and 34; total 
soluble phosphorus. Section 35; separation of soluble inorganic and 
organic phosphorus, Section 36, and for soluble phosphorus in blood, 
brain, and glandular organs. Section 37, be deleted, for the reason that 
these methods are intended rather for research on the composition of 
meat than for practical application and are not, therefore, of particular 
value to members of the association. 

Attention is directed to the fact that the tentative method for nitrites, 
Section 14, directs that nitrites be determined in a suitable aliquot, as 
directed in Chapter VIII, Section 15. The method was recommended 
in this form in order that there might be one method only for the deter¬ 
mination of nitrites in Methods of Analysis. The reagents specified for 
the determination of nitrites in that method, Chapter VIII, Section 14, 
are not wholly satisfactory. The referee prefers the single-solution 
nitrite reagent specified in “Standard Methods of Water Analysis”, 
published by the American Public Health Association to the two-solu¬ 
tion reagent specified in the official method. The method for preparing 

* For roport of Sub-oominitiee G and action oC the atnooiation, see This Journal. 1027, 10: 77. 

* The numbers in bold type refer to sections of the cdiapters as given, Methods qf Analysis. A. 0. A. C. 
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the standard solution of nitrite by precipitation of silver nitrite is not 
satisfactory. It is much simpler and more accurate to determine the 
nitrite strength of a solution of sodium nitrite and make the appropriate 
dilution. It is recommended that this suggestion be referred to the 
Referee on Waters, Brine, and Sell for consideration and appropriate 
action^ 


No report on the separation of meat proteins was given by the associate 
referee. 


No report on gelatin was given by the referee. 


No report on spices and other condiments was given by the referee. 

REPORT ON CACAO PRODUCTS. 

By E. M. Bailev (Agricultural Experiment Station, New Haven, Conn.), 

Referee. 

Studies of microscopical methods for the estimation of shell were con¬ 
tinued, and progress is reported but no formal report by the associate 
referee can be presented at this time. 

No report can be presented on the subject of fiber in cacao products 
and the recommendation of last year is repeated. 

RECOMMENDATIONS*. 

The following recommendations relating to cacao products in general 
are oflTered. 

It is recommended— 

(1) That the study of methods for the estimation of shell in cacao 
products be continued. 

(2) That studies be made of methods for the determination of casein, 
sucrose, and lactose in cacao products. 

(3) That the study of the subject of crude fiber in cacao products, 
as outlined last year®, be continued. 

(4) That the study of methods for the detection of foreign fats in 
cacao products be continued. 


In addition to the general report of progress of the Referee on Cacao 
Products, he also submits the following report on the determination of 
fat in cacao products. 

1 For report of Sob-oonimittee G and action of the aceooiation* aee Thit Joumai, 1927. 10: 77. 

78. 

• Thu Journal, 1926. 9: 461. 
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DETERMINATION OF FAT IN CACAO PRODUCTS. 


By E. M. Bailey. 


Last year several methods for the determination of fat in cacao 
products were reported upon, and the Lepper and Waterman procedure* 
was recommended for adoption as an official method. 

A modification of the old official method gave very satisfactory 
results, however, in the hands of the several collaborators, and it was 
recommended for further study. During the past year a report has been 
submitted by one additional collaborator, M. A. Pozen, Chief Chemist, 
Schwarz Laboratories, Inc., New York, the analyses being made by 
(1. W. Enners. The analytical results were accompanied by the follow¬ 
ing comments: 

In general the agreement between the two methods (Lepper and Waterman and 
the proposed modification of the old method), is good. Four hours’ extraction is not 
always sufiTicient by the last-named method. The sample was mixed with ignited sea 
sand instead of asbestos. In our opinion, the proposed modification is satisfactory and 
suiliciently desirable to warrant its adoption as an official method. 

The combined results for the past two years may be summarized as 
follows: 

Determinations of fat in cacao products. 

Sample D. 

(Five collaborators in 1925.) 



LBPPBR AND WATERMAN 
METHOD 

PROPOSED 

MODIFICATION 


per rent 

per cent 

Maximum 

. 52.03 

52.05 

Minimum... 

. 51.54 

51.41 

Average.... 

. 51.81 

(One collal)orator in 1926.) 

51.74 


51.13 

51.23 

Maximum variation. 0.90 

Sample 6 CS. 

(Five collaborators in 1925.) 

0.82 

Maximum. 

. 36.86 

36.78 

Minimum.,. 

. 36.74 

36.55 

Average.... 

. 36.80 

(One collaborator in 1926.) 

36.69 


36.65 

36.68 

Maximum variation. 0.21 

Sample 8 DM. 

(Five collaborators in 1925.) 

0.23 

Maximum . 

. 40.14 

40.81 

Minimum.., 

. 39.79 

39.59 

Average.... 

. 40.02 

(One collaborator in 1926.) 

40.16 


39.50 

39.60 

Maximum variation. 0.64 

1.22 


» ThU Journal, 1926. 9: 46. 
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The experimental material this year was from the same supply as 
that submitted to collaborators in 1925, but it had been kept in the 
meantime with no special precautions to prevent changes in composition. 
The significant comparisons are between the two methods and not 
necessarily between the results obtained this year and last. However, 
the new results introduce no variations that indicate any serious change 
in the samples. 

The variation (1.22 per cent), noted in sample 8 DM, modified method, 
becomes 0.61 per cent if a single result obtained last year is excluded. 

While it is generally undesirable to adopt two official methods for the 
same determination, yet continuous extraction possesses some advantages 
over repeated washings with solvents and is preferred by some analysts. 
The results obtained by the modification proposed are satisfactory as 
compared with the Lepper-Waterman method; and also, so far as com¬ 
parison has been made, with the Roese-Gottlieb method. It seems 
justifiable to recognize this procedure and suggest it as a tentative 
method. The details of the method have been published^ 

RECOMMENDATIONS*. 


It is recommended— 

(1) That the Lepper-Waterman method for the determination of fat 
in cacao products be adopted as the official method (final action). 

(2) That the old official method for the determination of fat* be 
deleted (first action). 

(3) That the modification of the old official method, as herein described 
and as previously outlined,.be adopted as a tentative method for the 
determination of fat in cacao products. 


No report on microscopical methods was given by the associate referee. 


No report on crude fiber was given by the associate referee. 


No report on cacao butter was given by the associate referee. 


No report on naval stores was given by the referee. 


No report on turpentine was given by the associate referee. 


I Thi$ Journal, 1927, 10: 42. 

* For report of Sub-ocMmoiittee C and action of the asBOoiation, aee Thit Journal, 1927, 10; 78. 
« Methodt of Anafyait, A. O. A. C., 1025, 345, 14. 


THIRD DAY. 


WEDNESDAY—MORNING, AFTERNOON, AND 
EVENING JOINT SESSIONS. 

The 20th anniversary of the passage of the Federal food and drugs 
act was commemorated by joint meetings of the Association of Official 
Agricultural Chemists, the Association of Dairy, Food and Drug Officials 
and the Association of Feed Control Officials, on October 20, in the Ball 
Room of the Willard Hotel. 

Addresses were given in the order listed by the following: 

Hon. R, W. Dunlap, Assistant Secretary of Agriculture. 

Dr. W. W. Randall, President, Association of Official Agricultural Chemists. 

Mr. Thomas Holt, President, Association of Dairy, Food and Drug Officials. 

Mr. F. D. Fuller, President, Association of Feed Control Ollicials. 

Hon. W. M. Jardine, Secretary of Agriculture. 

Dr. C. A. Browne, Chief, Bureau of Chemistry. 

Charles Wesley Dunn, Counsel, Americeui Grocery Specialty Manufacturers’ Asso¬ 
ciation. 

Mrs. Walter McNabb Miller, Chairman, Department of Public Welfare of the Gen¬ 
eral Federation of Women’s Clubs. 

Dr. H. W. Wiley, Honorary President, Association of Official Agricultural Chemists. 

These addresses, with the exception of those given by the president 
and honorary president of this association, W. W. Randalb and Harvey 
W. Wiley2, respectively, were published by the Association of Dairy, 
Food and Drug Officials. 

On Tuesday afternoon the women were given an auto trip followed by 
luncheon at the Congressional Country Club; on Tuesday evening all 
the delegates and guests were invited to an oyster roast at the Corinthian 
Yacht Club; on Wednesday evening the usual informal dinner in honor 
of H. W. Wiley was given by the men, and the women were invited to 
a theater party; on Thursday morning the women were taken to the 
laboratories of the Department of Agriculture and of the National Can- 
ners Association; and on Thursday afternoon all the members and guests 
took a trip to Mt. Vernon and Alexandria. 

ENTERTAINMENT COMMITTEE. 

The entertainment committee was composed of the following members : 

W. W. Skinner, Chairman, Bureau of Chemistry; Oswald Schreiner and R. B. 
Deemer, Bureau of Plant Industry; Paul E. Howe, Bureau of Animal Industry; 
C. Rowena Schmidt, Bureau of Home Economics; W. H. Ross, Bureau of Soils; Ernest 
Kelly, Bureau of Dairying; and L. H. Almy, G, L. Bidwell, P. B. Dunbar, H. A. Lepper, 


* This Journal, 1927, 10: 16. 

• See page 436. 
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A. S. Mitchell, J. W. Sale, R. W. Balcom, F. C. Blanck, W. S. Frisbie, F. B. Linton, 
A. G. Murray, and F. P. Veitch, Bureau of Chemistry. 

HOSTESSES. 

The following women acted as hostesses: 

Mrs. C. A. Browne, Chairman; Mrs. J. S. Abbott, Mrs. W. D. Bigelow, Mrs. P. B. 
Dunbar, Mrs. D. R. Forbes, Mrs. W. S. Frisbie, Mrs. W. P. Jones, Mrs. H. M. Loomis, 
Miss M. E. Lapp, Mrs. A. S. Mitchell, Mrs. Junior Owens, Mrs. W. W. Skinner, and 
Mrs. H. W. Wiley. 


The proceedings for Thursday were Published in Vol. X, No. 1. 



CONTRIBUTED PAPERS. 


THE lODOMETRIC EVALUATION OF METHYLENE BLUE. 

By Walter C. Holmes (Color and Farm Waste Division, Bureau of 
Chemistry and Soils, U. S. Department of Agriculture, 
Washington, D. C.). 

In the method adopted by the Association of Official Agricultural 
Chemists for the determination of methylene blue in medicinal samples 
the estimation of the dye is based upon its iodine absorption when pre¬ 
cipitated in the presence of acetic acid by the addition of a large excess 
of iodine solution^ 

From the comment on the method by the associate referee it would 
be inferred that the employment of acetic acid helps to a great extent 
in “completing the reaction”, i. e., in causing as much iodine as possible 
to react with the dye. The “completed’’ reaction is understood by the 
writer to be the formation of a complex containing five atoms of iodine 
per molecule of the dye. The implication of the associate referee seems 
to be that the dye will not absorb a larger proportion of iodine. 

Recent investigation* of the reactions of several other basic dyes with 
iodine led the writer to question the validity of these conclusions insofar 
as they pertain to methylene blue. With the dyes in question the presence 
of acids was invariably found to restrict rather than promote the ab¬ 
sorption of iodine. The quantity of iodine that was taken up by the dye 
was found to depend, primarily, upon the concentration of iodine in the 
solution with which the precipitated dye-iodine complex was in equi¬ 
librium. Complexes of definite atomic proportions were not obtained. 

In view of these facts it appeared advisable to undertake a further 
investigation of the official iodometric method for methylene blue. 

In order to determine the influence of variation in acidity upon the 
iodine absorption of the dye, a series of determinations was CEuried out 
in which all other factors were maintained constant. The general pro¬ 
visions of the test corresponded to those of the official method. The 
total volume of the solution was 200 cc. in all instances. The dye used 
was a “medicinal” methylene blue of good quality, the dye content of 
which was determined by the reduction method with titanous chloride. 

The influence of variation in acidity upon the reaction is well defined. 
The presence of acid does not promote the absorption of iodine; on the 
contrary, it restricts it. The effect of slight variations in acidity is 
negligible. 

The influence of variation in dye concentration was tested with a 
second sample of methylene blue which had been carefully evaluated by 

* Thu Journal, 1923, 7: 20. 

^ Unpablished. 
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Table 1. 

Injlmnct of varUxtlMi in acidify. 


(0,0767 gram of anybdrous dye, 0.7627 gram of iodine added.) 


NO. 

1 

GLACIAL ACETIC ACID 

0.1 TV IODINE ABSORBED 

IODINE ABSORBED IVR 
MOLECULE or DYE 

1 

ec. 

ce. 

13.46 

atom» 

2 


13.42 

5.60 

3 

15 

12.88 


4 


12.78 

5.35 

5 

30 

12.13 


6 

4* 

12.18 

5.06 

7 


12.15 


8 

45 

11.65 


9 

«4 

11.67 

4.86 


the reduction method. The essential provisions of the official method 
were followed, and all details of manipulation were kept as uniform as 
possible throughout all the determinations. 

Table 2. 

Influence of variation in dye concentration. 


(30 cc of glacial acetic acid and 0.7563 gram of iodine added.) 


NO. 

ANHYDROUS DYE 

0.1 N IODINE ABSORBED 

IODINE ABSORBED PER 
MOLECULE OF DYE 


gram 

ec. 

aioms 

10 

0.100 

15.35 


11 

“ 

15.34 

4.91 

12 


15.35 


13 

0.080 

12.38 


14 


12.38 

4.95 

15 


12.38 


16 

0.060 

9.43 


17 


9.32 

5.00 

18 


9.39 


19 

0.040 

6.40 


20 


6.46 

5.15 

21 


6.46 


22 

0.020 

3.52 


23 

** 

3.42 

5.50 

24 

<4 

3.39 



The reaction involved is not that of the formation of a complex of 
definite atomic proportions^ The proportion of iodine absorbed is 
variable. It increases with the decrease in dye concentration, owing to 
the fact that the residual iodine concentration in the solution increases 


Bull. Soc. Chim., 1909, 4, 5: 626. 



m7] 


shedd: determination of nitrogen 


507 


with the decrease in dye concentration. It is the concentration of 
residual iodine in the solution that determines the iodine absorption. 
The official method is fundamentally faulty in ignoring the operation 
of that factor. 

For accurate work the official method must be calibrated for variation 
in dye concentration. The iodine absorption of various quantities of 
dye must be determined by actual test, as was done in the experiments 
recorded in Table 2. The data of Table 2, however, are not recommended 
for indiscriminate adoption. The method is one that may be affected 
by the slightest variation in technique. Any slight change in filtering the 
solutions, in particular, may cause appreciable variations in results. It 
is advisable, therefore, for each analyst to callibrate the method for 
himself. 

SUMMARY. 

In the precipitation of methylene blue by iodine solutions the presence 
of acid restricts the absorption of iodine by the dye, and the proportion 
of iodine taken up is dependent, primarily, upon the concentration of 
residual iodine in the solution. 

For accurate work the official method must be calibrated for varia¬ 
tion in dye concentration. 


RAPID BOILING AS AN AID TO A SHORTENED PERIOD OF 
DIGESTION IN THE DETERMINATION OF N1TR0GEN^ 

By O. M. Shedd^ (Kentucky Agricultural Experiment Station, Lexing¬ 
ton, Ky.). 

HISTORICAL PART. 

Several modifications have been suggested and some material im¬ 
provements have been made in the original method devised by Kjel- 
dahl (7) for determining nitrogen in organic materials. The chief objects 
in view were to perfect the accuracy of the original method, to widen 
its scope of application, and to improve its technique by shortening the 
time required for the digestion. 

Heretofore, the most valuable contributions to the method were the 
introduction of a catalyst, which was probably first suggested by Arnold 
(1), to accelerate the oxidation, and the addition of a salt such as potas¬ 
sium sulfate, recommended by Guiming (4), to raise the boiling point 
of the solution. When nitrate is present, the salicylic acid modification 
devised by Scovell (17) has proved the most satisfactory. 

1 PuHiahed by ^ormission of the Director of the Kentucky Agricultural E»>eriment Station. 

^ * The writer desiree to th^mk Dr. A. M. Peter, Mead of the Department of Chemistry, for he^ful criti- 
ciam in the work and in the preparation of the manuscript; also H. D Spears and others in the Feed Con¬ 
trol Laboratory for courtesies extended during this investigation. 
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AmoW and Wedemeyer (2) probably first suggested that the Arnold 
and Gunning modifications, with some changes, be consolidated with 
the original Kjeldahl method to constitute what is now known as the 
Kjeldahl-Gunning-Arnold method—no doubt the method most com¬ 
monly used at the present time. If nitrate is present, the Scovell modi¬ 
fication can be incorporated with any of the procedures previously 
mentioned. 

Although the catalyst generally recommended for the digestion is 
either mercury or copper, including their compounds, a hasty survey 
of the literature seems to show that mercury or its oxide is the choice of 
some investigators, owing to the slightly higher results obtainable. The 
salt generally recommended to raise the boiling point in the digestion 
is potassium sulfate, although sodium sulfate—and possibly other com¬ 
pounds—^has been found to be satisfactory. 

The original Kjeldahl method consisted of the oxidation of the organic 
nitrogenous material by digestion in concentrated sulfuric acid, at or 
near its boiling point, the oxidation being completed by the addition of 
potassium permanganate. This was a tedious process requiring much 
time to complete the oxidation of some materials and, for this reason, 
it was not always satisfactory. Later, the use of proper catalysts to 
accelerate the oxidation, together with the simultaneous addition of a 
substance to raise the boiling point of the acid solution, materially im¬ 
proved the accuracy of the original procedure. Moreover, these changes 
have shortened the process and increased its application until, at the 
present time, there are comparatively few compounds of nitrogen in 
which this constituent cannot be determined. Nevertheless, a study of 
the literature on this subject shows that in recent >ears some investi¬ 
gators have continued work along these lines. 

Pickel (14) mentions that the digestion of certain materials by the 
Kjeldahl-Gunning-Arnold method can be completed in 30 minutes. He 
analyzed dried blood, calcium cyanamide, cottonseed meal, and miscel¬ 
laneous feeding stuflFs. Most of his comparisons were 30 minute versus 
90 minute digestion, with the full or almost the full flame of a Bunsen 
burner. 

Mears and Hussey (11) found that small quantities, not to exceed 
2 cc. of perchloric acid (60 per cent), in the sulfuric acid digestion short¬ 
ened the time required for this operation without affecting the accuracy 
of the result, the only exception being urine. Larger quantities of 
perchloric acid usually proved detrimental. They used a variety of ma¬ 
terials consisting of milk, urine, casein, tankage, albumen, gelatin, dried 
blood, sheep manure, coconut shells, castor pumace, rape seed meal, 
cottonseed meal, and hoof meal. Parker and Terrell (12), also, found 
that perchloric acid aided in the oxidation of leather. They used 6 cc. 
of this acid in digesting 8 grams of leather and heated for 1 hour. 
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Kleeman (8) states that 25 cc. of hydrogen peroxide (30 per cent), 
added to 1 gram of the sample before the addition of the sulfuric acid 
in the digestion, materially shortens this operation. He generally found 
25 to 30 minutes’ heating sufficient but recommended 45 minutes. Heuss 
(6) finds this chemical effective and advises about the same period of 
heating as Kleeman. Liljevall (9) also reports that it is an effective sup¬ 
plement to the oxidizing agents. Sborowsky and Sborowsky (16) found 
that a pinch of mercurous iodide substituted for 1 gram of mercury 
oxidizes the carbonaceous matter more rapidly. Richards (15) cor¬ 
roborates this in the digestion of leather and coal, using 0.25 gram of 
mercurous iodide. On the other hand, Hassig (5) reports that in his 
work the process was not hastened by this compound, but rather that 
its use was disadvantageous owing to sublimation of the iodide in the 
neck of the flask. 

Parri (13) states that in the digestion of flour the time required to 
obtain a clear solution is less when a mixture of vanadium pentoxide 
and cupric oxide is used than when either of these catalysts is used 
alone. With 1 gram of flour, 20 cc. of sulfuric acid, 0.1 gram of vana¬ 
dium pentoxide, and 0.5 gram of cupric oxide, the time was 2.2 hours, 
and with either catalyst separately, the time was 6 hours. 

EXPERIMENTAL PART. 

The estimation of nitrogen being one of the most common quantita¬ 
tive determinations made in analytical laboratories, it was thought that 
any satisfactory change of the Kjeldahl-Gunning-Arnold method that 
would shorten the time required for an analysis would be advantageous. 

As previously mentioned, the reason for adding a sulfate is to raise 
the boiling point of the acid solution so as to complete the oxidation as 
quickly as possible. Therefore, an attempt was made to determine 
what effect the application of more intense heat than could be supplied 
by an ordinary laboratory burner would have on accelerating the diges¬ 
tion in the Kjeldahl-Gunning-Arnold method. 

As the manufacturers of the modern grid burners, like the Meker and 
Fisher, claim that they give more heat than the ordinary Bunsen, it 
was decided to use a Fisher burner^ (Laboratory Model type), the selec¬ 
tion of the particular make being entirely by chance. Natural gas was 
used, but it was found important to provide a good flow and pressure, 
otherwise low results are to be expected in the short digestion. The 
local, gas normally has 1000-1100 B. T. U. per cubic foot, and it is 
ordinarily maintained at a minimum pressure of approximately 3 ounces. 
During extremely cold weather with very low gas pressure, somewhat 
lower results were obtained in a few instances with Burner “b” in the 

^ Hereafter referred to as Burner “b”, and the ordinary labwatory or Bunsen burner is referred to as 
Burner *‘a”. 
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short digestion. These results are not given in the tables because higher 
figures were obtained on the same samples when the pressure was normal. 
However, they are the only results obtained during this investigation 
not reported. 

Because the directions were not at hand, and owing to a lack of 
experience in the use of Burner “b”, the gauze located under the grid 
was not removed, as recommended when natural gas is to be used. 
Hotter cones, or at least ones more easily controlled, probably could 
have been obtained if this had been done. The grid, however, was used 
and not the cap. A higher temperature would have been attained if the 
flask had been placed in the heart of the flame, about 0.5 inch above 
the top of the burner as recommended, but this was not done because 
it was not desired to heat the flask more than was necessary above the 
boiling solution in order to avoid a possible decomposition and loss of 
ammonia. 

It is of interest to mention in this connection, following the sugges¬ 
tion of A. M. Peter, that temperature readings of the boiling solution in 
the digestion made with a quartz thermometer by the writer in this 
investigation were the same regardless of the type of burner used. 
Burner “a” and Burner “b” employed elsewhere in this work and also 
a Tirrill burner were compared. The Tirrill burner is designated as 
Burner “c”. 

The boiling-point readings with 25 cc. of sulfuric acid, specific gravity, 
1.84; 0.7 gram of mercury; and other additions indicated were as fol¬ 
lows: 


NaaSOi.HtO 

COTTONSEED MEAL 

BURNER USED 

“C. 

gram 

gram 


, “b”, “c” 

321 

IS 



44 44 

357 

18 

0*7 

44 

44 44 

364 

27 


44 

44 4* 

367 


The solutions boiled in less time and more vigorously over Burner “b” 
than over the other burners. Moreover the solution containing the cot¬ 
tonseed meal was clear in 10 minutes, and similar solutions boiled over 
the other burners were not entirely clear after 20 minutes. 

The method employed, except where otherwise noted, was the Kjel- 
dahl-Gunning-Arnold with a modification used by H. D. Spears, of the 
Feed Control Laboratory of this Station, which he has found very 
satisfactory. He uses cupric sulfate instead of mercury as a catalyst 
and also adds potassium poly sulfide^ in the distillation because he has 
found it advantageous for obtaining an even-boiling solution. The writer 
has found that potassium polysulfide serves another purpose—that of 
partly retarding the carrying over of sodium hydroxide as a spray in the 


1 The “potaaeium sulfide, fused” of the dealers. Used in 4 per cent solution. 
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excessive hydrogen gas generated if a large excess of zinc and sodium 
hydroxide should be present in the distillation when cupric sulfate is 
used. This error will occur even when an effective trap is used. As an 
illustration of such losses as compared with the usual excess of these 
chemicals, distillations were made in the same manner and with the 
same apparatus that was used in the method described later, except for 
the quantity of reagents added. The results obtained are given in Table 7. 
Of course, the excess of sodium hydroxide present in some of the distilla¬ 
tions was abnormal, but it is of interest to note that practically none 
was found in the distillate when the cupric sulfate and zinc were absent. 
It appears that when copper is in solution there is more of a tendency 
to carry over sodium hydroxide because in every instance when it was 
precipitated by potassium polysulfide, less sodium hydroxide was found 
in the distillate. Similar results would probably be obtained when 
soluble mercury instead of copper was present. The results in Table 7 
show that in the distillation it is best to use a minimum quantity of 
sodium hydroxide but sufficient to liberate the ammonia and a minimum 
quantity of finely granulated zinc (100 mmg. or less—^just sufficient to 
prevent bumping), and to precipitate copper or mercury with potassium 
polysulfide. 

The method found most satisfactory for the short digestion and used 
in this work unless otherwise noted is as follows: 

METHOD. 

A sample of 0.7005 fpram^ was put into the round-bottom Pyrex flask* tliat was used 
for the distillation, and 18 grams of sodium sulfate (dry) was added and mixed thor¬ 
oughly with the sample. To this mixture was added 25 cc. of sulfuric acid (sp. gr. 1.84) 
and 0.7 gram of mercury*. The contents were mixed, and the flask—with the bottom 
about 2i inches from the grid—was heated over the Fisher burner for 20 minutes with 
an approximately 6 inch flame. The solution was clear and had a pale straw color in 
10 minutes or less. It is best to continue the heating for at least 10 minutes after 
clearing^. The contents were cooled, 300 cc. of distilled water was added, then a 
mixture containing 70 cc. of sodium hydroxide (63 per cent) and 25 cc. of potassium 
polysulfide solution (4 per cent)*, and finally not over 0.1 gram of zinc (granulated). 
The distillation was made over the free flame of a Bunsen burner, a block-tin tube 
condenser fitted with a trap (10) being used, and distillation was usually continued 
until the solution in the flask commenced to bump. The distillate of about 200 cc. 
was collected in an excess of standard sulfuric acid containing 4 drops of alizarin 
sodium sulfonate (1 per cent aqueous solution) and titrated with 0.1 TV sodium hydrox¬ 
ide. Blank determinations were made on the reagents and deducted. 

1 In the samples of niootine, soils, and milk, approximately 0.5 gram, 7 grams, and 10 grams were used, 
respectively. 

* Capacity, 800 oo., diameter and length of neck, 1 inch and 7H inches, respectively. 

* When CuS04.5Ht0 was used as the catalyst, 0.25 gram was added, unless otherwise noted. 

* Digestions which gave good results were made in 15 minutes. In order to determine if HsO in the 
material would prolong the time, a sample of cottonseed meal. No. 73104, had 10 cc. distilled HtO added, 
after which the digestion was made in 20 minutes. The result was 42.25 per cent protein. The average 
of four determinatioiia by the same method without the HtO present was 42.26 per cent protein as given 
in Table 2. 

‘ When CuSOi 5HtO alone was used, 10 oo. of the potassium polysulfide solution was added. 
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Using this method, the writer has made nitrogen determinations in 
1 hour. Digestions were also made with cupric sulfate and with this 
catalyst plus mercury. The 5 hour digestions were also made by the 
same method except that the ordinary laboratory burner was used. 

Comparisons were made of the short and regular 5 hour digestions 
on a variety of feedstuflFs, fertilizers, soils and other materials. The 
mixed feeds used in this work included wheat (bran, middlings, screen¬ 
ings, shipstuff), corn (bran, gluten, meal products), Milo maize, oats 
(meal, products), barley, rye, buckwheat, rice bran, alfalfa meal, coco¬ 
nut oil meal, cottonseed meal, sunflower seed, linseed oil meal, brewers’ 
dried grains, molasses, tankage, meat scrap and weed seeds. 

The results on the samples listed and on other samples employed in 
this work aie given in Tables 1 to 7. 


Tabue 1. 

Comparison of amounts of proiein in mixed feeds* determined by short digestion with 
amounts found after 3 hours* digestion in which different catalysts were used. 



SHORT DIGBSTION 

3 HOUR DJOBsnofrt 

OAMFLB miman 

Burner "b” 

Burner "a" 


CuS04.5Hf0 

Hg 

CuSO«.5HtO 


per cent 

per cent 

per cent 

73328 

11.13 

11.38 

10.94 

10.88 

Average 



10.91 

73331 


15.06 

14.50 

73332 

17.44 

17.81 

17.66 

73334 


10.69 

10.44 

73336 


11.19 

11.00 

73338 

17.25 

17.26 

17.38 

73339 


11.88 

11.76 

73349 

21.63t 

21.94 

22.00 

22.00 

Average 


21.97 


73363 

21.00t 

21.19 

21.26 

73367 

23.88t 

24.00 

23.88 

73369 

24.191 

24.44 

24.38 

73471 

17.881 

18.25 

18.00 


* The term **mixed feed" used here signifies a mixture of two or more different ingredients and abould 
not be confused with similar classifioation by feed control laboratories. 

t Determinations by the 3 hour digestioin were made 1^ the Feed Control Laboratory. 

I Used 2.75 grams of CuSOi.fiHiO, i. e. 0.70 gram of 

DISCUSSION AND CONCLUSIONS. 

The results obtained on the samples used in this work show that with 
the excepticm of pyridine a satisfactory digestion in the Ejeldahl-Gun- 
ning-Amold method can be made in a short period of time, not exceeding 
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Tabus 2. 


Comparison of amourUs of protein in cottonseed meals determined by short digestion over 
different burners with amounts found after 5 hours' digestion in which different 

catalysis were used. 



SHORT niOBSTION 

6 HOUR DIOKSTIOM 

aAiapuB 

Ntncnan 

Burxier **a*’ 

Burner “h” 

Burner “a” 


CuSOi - 
6H.O* 

CuS04 - 
6H.O* 

Hgf 

1 

CuS04 - 1 

CuS 04 - 
6HjO 

Hg 

Cu804 - 
6H,0+Hg 

70936 

par cent 

41.97 

per emi 

41.69 

per cent 

42.63 

42.56 

per cent 

42.44 

per cent 

42.75 

per cent 

42.25 

42.56 

per cent 

Average 



42.60 



42.41 


70942 

39.31 

39.69 

39.44 

39.50 

39.75 

40.12 

39.94 

39.63 

39.50 


Average 



39.56 



39.57 


73039 

34.13 

33.19 

34.56 

34.44 

34.44 

33.88 

34.25 

34.25 


Average 






34.13 


73081 

39.50 

39.62 

39.94 

39.94 

40.13 

39.63 


73104 


42.25 

41.94 

42.25 

42.19 

42.06 

41.63 

42.56 

42.63 

42.63 

41.88 

41.88 

‘fiJ. ^ 

42.44 

42.44 

41.81 

42.13 

42.38 

42.56 

42.69 

42.25 

42.88 

42.63 

42.50 

42.31 

42.50 

41.94 

42.13 

42.06 

42.31 

Average 


42.13 

42.26 

42.34 

42.56 

42.04 

42.19 

73404 



39.88 

40.13 


40.19 

40.13 


Average 


i 

40.01 





73481 



39.44 



39.25 

39.31 


Average 






39.28 


General aver¬ 
age of 
70936 
70942 
73039 
73081 

38,72 

38.55 

39.17 

39.24 

39.32 

38.94 


General aver¬ 
age of 
70936 
70942 
73039 
73081 
73104 


39.26 

39.78 

39.86 

39.96 

39.56 


General aver¬ 
age of all 
samples 



39.77 



39.60 



*** 0.8JS gram CuSOi.SHiO and heated 30 minutes. 

10.70 gram Hg and heated 20 minutea. 

J 0.25 gram CuS04.5H«0 4- 0.70 gram Hg, and heated 30 minutea. 

T The general average ia not ^vcna in every inatanoe because all determinations were not made on each 
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Table 3. 


Comparison of amounts of protein in tankaoes determined hy short digestion over different 
burners with amounts found after 5 hours* digestion in which different 
caUuysts were used. 



SKORT DIQESTXON 

5 HOUR DiORsnoN 

BAMPtA rruMBsn 

Burner “a” 

Burner *‘b” 

Burner **a” 


CuS04 - 

CuS04 - 
6HiO* 

Hgf 

CuS04.5Ht0 

+Hgt 

CuS04 - 
6H*0 

Hg 


per cent 

per cent 

per cent 

per eeni 

per eenl 

per cent 

70939 

55.63 

56.63 

56.50 

56.94 

56.88 

56.31 




56.44 



56.50 

Average 



56.47 



66.41 

72837 

56.13 

56.12 

58.38 

57.88 

57.13 

58.25 




58.31 

57.69 


68.00 





57.81 


58.00 

Average 



58.35 

57.79 


58.08 

72843 

58.13 

58.62 

58.69 

59.06 

59.56 

58.50 




58.38 



68.75 




58.13 


j 

68.75 

Average 



58.40 


i 

58.67 

73083 

60.00 

59.32 

61.50 

61.50 

61.25 

61.26 

61.56 

Average 






61.41 

General 







average 

57.47 

57.67 

58.68 

58.82 

58.71 

68.64 


* 0.25 gram CiiS04.5Hs0 and heated 30 minutes, 
t 0.70 gram Hg and heated 20 minutes. 

t 0.25 gram CuS04.5Ht0 + 0.70 gram Hg. and heated 30 minutes. 


20 minutes by the method presented, provided mercury, not copper, is 
used as the catalyst. A combination of mercury and copper did not 
have any advantage over mercury alone. 

It is of interest to note that neither Burner “a” nor Burner “b’’ used 
in the short digestion with cupric sulfate as the catalyst was satisfactory 
in the few instances where comparisons were made, as shown in Tables 
2 and 3. Nevertheless, it will be seen in the tables, with one exception 
mentioned later, that Burner “b’’ with mercury as the catalyst in the 
short digestion gave results which were comparable with those found by 
the official method^ This is of importance inasmuch as the use of mer¬ 
cury or copper as catalysts is optional in the present official Kjeldahl- 
Gunning-Arnold method (3). However, as the tables show, the results 

1 Burner with meroury the oatalyet was not used in the short dimstioo. H. P. Spe^ infonned 
the writer that be bed used it with this catalyst in 30 minute digestions hut 4iid not always find it aatla- 
factory. ^ 
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Tabi.e 4. 


Comparison oj amounts of protein in miscellaneous feeds and other maieriats determined 
by short digestion with amounts found after 5 hours' digestion in which 
different catalysts "were used. 


HAMPL.R 

CHAHAf'TKa OF 

SHORT DIGKSTION 
BURNER “b” 

5 HOUR DIGESTION 
BURNER “a" 

NimBRn 

HAMPLK 

UuS04 - 
511,0 

Hg 

CuSOi - 
SHzO 
+ Hg 

CuS04 - 
511K) 

Hg 

CuS04 " 
5Hd> 

+ Hg 

73343 

73345 

73346 

Meat scraps 

Corn gluten meal 
Wheat producls 

per cent 

40.69 

15.19t 

per cent 

53.31 

41.31 
15.25 

per cent 

per cent 

53.76* 

41.50* 

15.13* 

15.13* 

per cent 

per cent 

Average 





15.13* 



73350j 

73410 

73426 

Linseed oil meal 

Rice bran 

Wheat products 

30.751 

12.56t 

16.13t 

31.38 

12,75 

16,50 

16.13 


31.13* 

12.75* 

16.25* 



Average 



16.32 





80826 

Nicotine 



16.081: 
16.26 T 



16.191! 

16.191! 

Average 




16.17f 



16.191! 

86524 

Peanut oil meal 


43.88 
44.19 ! 



44.31 


Average 



44.04 1 





86525 

86526 

86527 

Peanut shucks 
Coconut meal 
Soluble blood flour 


5.66 

23.25 

89.38 

88.56 



5.69 

23.25 

88.63 

89.13 


Average 



88.97 



88.88 


86528 

1 

Blood meal 


86.44 

86.06 



86.88 


Average 



86.25 





86529 

Beef meal 


39.88 

40.00 

j 


1 40.31 
40.00 

1 

Average 



39.94 



40.16 



* Dotermiaatiorai made by Feed Control f^boraten-y according to usual routine in which low protein 
feeds are digested for at least 3 hours and high protein feeds for at least 4 hours, 
t Used 0.75 gram of CuSOi. 6H»0 
iUaed 2.75 grains of Cu804 SHiO, i e 0.70 gram Cu. 

^ H Nitrogen. This sample contained 93.H6 pear cent of nicotine, i e. 16.21 per cent of nitrogen. In the 
determiikation where 16.26 per cent nitrogen was obtained, 1 gram of cane sugar was used in the digestion 
^A AH results on pyridine represent nitrogen. Theoa^, 17.72 per cent nitrogen This sample although 
labdied **pnre*' probably did not contain the theoretical amount of nitrogen, 
t ^ 1 fram of cane siyrer used in the digestion, 
tt 2.75 grams of CuSOa.SHsO and 1 gram of cane sugar used in the digestion. 

11 Deienainations made by H. D. Spears, and the digestions were for 3 hours, 
ll Determinations made by H. D. Spears, and digestions wore for 5 hours. 

H 2.75 grama of CoSOi 5HsO, 0.70 gram of Hg. and 1 gram of cane sugar used in the digestion. 
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Table 4.—Continued. 


SAMPLB 

CBAKACTBII OV 

SHOBT moasnoN 
nuiiNBa “b” 

5 noua ntoienoN 
nuaNna '**a* 

^ • 

mnoBA 

SAMPXJB 

GoSOg.* 

5HiO 

Hg 

Cl^ 4 .- 
^lO 
+ Hg 

CuS 04 .« 
6HtO 

Hg 

GuS04.> 
5 H 4 O 
+ Hg 

86530 

86531 

86532 

86533 

Beef scraps 

Poultry bone meal 
Dried buttermilk 
Skim milk 

per cent 

per cent 

65.26 

26.44 

30.00 

3.76 

3.76 

per cent 

per eent 

per cent 

66.63 

26.19 

29.81 

3.76 

3.76 

per eetU 

Average 



3.76 



3.76 


86535 

Casein 

(Hammerstein) 


88.04 

88.04 

' 

88.49 

88.55 


88.49 




88.04 


88.62 



86607 

PyridineS 

6.25 

4.84t 

6.41*^ 

s.eott 

i 

11.42 

8.21 

13.72 

16.76** 

9.78 

16.92 

16.78 

8.72 

8.65 

.04 

none 

10.50 

17.03** 

11.44**1 

14.08** 

17.14**1 

15.08**i 

17.14**j 

0.74** 

14.31** 

16.77** 

12.98** 

16.44** 

17.03** 

17.10** 

12.66** 

14.46** 

10.92§§ 

12.76 

12.241 

13.70tt 

7.48n 

11.73n 

16.98 

17.12 

17.16 

16.98n 

17.04^t 

16.99 

17.11 

17.21 

17.16 

17.16** 

17.10 J5 

Average 


6.78 

12.53 

12.36 

11.58 

17.06 

17.12 


* Detarminatioos made by Feed Control Laboratory aooordiog to tumal routine in whiob loiw protein 
feeds are digested for at least 8 boors and bigb nrotem feeds for at least 4 boors, 
t Used 0.75 gram of CuSOi .5HfO. j 
Z Used 2.75 grams of Col^4.5HiO. i. e. 0.70 gram Cu. 

t Nitrogen. This sample oonUined 03.86 per cent of nicotine, i. e. 16.21 per cent of nitrogen. In the 
determination where 16.26 per cent nitrogen was obtained, 1 gram of eane sngar was used in the dlgeetioB 
I AH results on pyridine represent nitrogen. Theory, 17.72 per oent nitrogen. This sample altlHmih 
labeled **piire" probably did not oontain theoretiGal amount of nitrogen. 

*** 1 aram of oane soffar need in tbe diMetion. 

f 2.^^aitts of Ct% 4 . 5 HiO and 1 gram of cane sngar used in tbe digestion. 

Determinations made by H. D. Speers, and the digestions were for 8 hours. 

Determinatioiis ma^ Iv H. D. Spears, and digestions were for 5 boors. 

2.70 grams of CttS04.5Hi0, 0.70 gram of Hg, and 1 gram of cane sugar used in tbe digeeti4ni. 
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Table 5. 

Comparigon of amounts of nitrogen in fertilizer determined by short digestion with amounts 
found after 5 hours* digestion in which different catalysts were used. 


SAMPUB 

NUMBBII 

CBAKACTBJI OV ftAliPU 

BHOIIT DIGRSTION 
BUKNBil *'b” 

5 BOVR DIOBBTION 
wwanm *V 

CuS04.5Ht0 

Hg 

C 11 SO 4 6HtO 

Hg 



per cent 

per cent 

per cent 

per eenl 

63695 

Complete fertilizer 


1.77 


1.71^ 

63601 

Complete fertilizer 


0.97 


1.00* 

63605 

Complete fertilizer 


0.99 


0.98* 

63607 

Complete fertilizer 


1.88 


1.86* 

63619 

Complete fertilizer 


0.88 


0.91* 

63621 

Complete fertilizer 


1.70 


1.74* 

63899 

Complete fertilizer 


5.92 


5.95 




5.91 


5.83 




5.89 



Average 



5.91 


5.89 

64773 

Pure bone meal 


3.17 


3.24 




3.23 


3.24 




3.19 


3.28 

Average 



3.20 


3.25 

64776 

Complet/C fertilizer 


1.23 


1.22* 

64777 

Complete fertilizer 


1.69 


1.74* 

64813 

Complete fertilizer 


2.08 


1.97 

64828 

Pulverized manure 

16.45 

16.68 

16.68 

16.64 



16.60 

16.67 

16.56 

16.54 




16.68 






16.68 



Average 


16.63 

16.68 

16.62 

16.59 


* Dctarmiiiatloiu mad« bv tha Fertiluur Control Laboratory aooordixig to usual rouUno in which the 
digestioiia were made for at least 8 hours. 


with cupric sulfate were about as good as with mercury in the 5 hour 
digestion, the only exception in favor of the mercury being with pyridine. 

The samples employed in this investigation comprised various kinds 
of feeds, fertilizers, soils, and other miscellaneous materials. Accurate 
nitrogen determinations by the short digestion were completed in 1 hour, 
although the average time was probably IJ hours, depending on the gas 
pressure. 

Copper did not always prove as effective as mercury as a catalyst in 
the short digestion, although it was satisfactory in the official method, 
except with pyridine. No benefit was derived from the use of a quantity 
of copper equivalent to the mercury. Frequently, good results were 
procured with copper in the short digestion, but oftentimes, and with¬ 
out any apparent reason, low results were obtained with it on similar 
samples under the same conditions. 

Pyridine was the only sample in which the nitrogen could not con¬ 
sistently be determined with mercury as a catalyst in the short digestion, 
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Tarlb 6. 


ConqwUim qf amotmts of nUtoqm in moQm determined by $hori digeeiUm with eanounie 
found after 5 hours* digeetim in which mercury was used as the eatalyst. 


•Aimji 

NUMMUI 

mOKT mOMTIOIl 

Buiunn **b’* 

5 Botm miffiBTiQir 
mvmmai *%** 


per oeni 

ptT eeii< 

14411 

0.313 

0.318 

26796 

0.138 

0.140 

36263 

0.076 

0.076 

36691 

0.086 

0.088 

60737 

0.190 

0.197 

56493 

0.220 

0.229 

61999 

0.142 

0.142 

0.146 

Average 

0.142 


80137 

0.118 

0.124 

80440 

0.219 

0.216 

0.224 

Average 

0.217 


80874 

0.188 

0.187 

0.189 

Average 

0.188 


81124 

0.168 

0.172 

0.174 

Average 

0.170 


81237 

0.112 

0.110 j 

0.112 

Average 

0.111 


81260 

0.167 

0.166 

0.172 

Average 

0.167 


General average 

0.164 

0.168 


notwithstanding it was tried under various conditions, as shown in 
Table 4. Copper also failed as a catalyst with this substance both by 
the short and by the regular digestion of the official method. Con¬ 
siderably higher and more consistent results, which agreed more closely 
with the theoretical, were obtained with mercury than with copper on 
pyridine by the long digestion. In the determinations in which low 
results were obtained, the odor of pyridine was distinct in the distillate, 
showing that the reaction was not complete in the digestion. No odor 
of pyridine, however, was apparent in the distillates from the long 
digestion with mercury. 

The best conditions advised for the distillation ar*^ (1) the use of a 
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Table 7. 

Effect of excessive amounts of NaOIi and Zn in carrying over alkali in the distillate when 
CuSOi 5H%0 was employed as the catalyst. 


NaOH 

POTABAIUIC 

P01.Y8Ul.ri0B 

CuSO« 5HtO 

Zn 

DlSm.X.BD 

HsO 

0.1 AT HCl RBQUIBBD 
TO riBUTRALUB TBB 
DI8TULLATB 

ee. 

ee. 

gram 

gram 

ce. 

ce. 

160 

none 

0.25 

3.00 

300 

5.66 

160 

10 

0.25 

3.00 

300 

4.59 

160 

10 

0.25 

3.00 

300 

4.61 

160 

none 

0.25 

0.25 

300 

0.90 

160 

none 

0.25 

0.25 

300 

0.90 

150 

10 

0.26 

0.25 

300 

0.13 

160 

none 

0.26 

0.10 

300 

0.16 

160 

10 

0.25 

0.10 

300 

0.13 

150 

none 

none 

0.25 

300 

0.60 

160 

none 

none 

0.25 

300 

0.60 

150 

none 

none 

none 

300 

0.03 

90 

none 

0.25 

0.10 

300 

0.13 

90 

10 

0.26 

0.10 

300 

0.08 

10 

none 

0.25 

3.00 

300 

0.10 

10 

10 

0.25 

3.00 

300 

0.08 

10 

none 

0.26 

0.10 

300 

0.05 

10 

10 

0.25 

0.10 

300 

0.03 


minimum quantity of sodium hydroxide, but sufficient for the liberation 
of the ammonia; (2) a minimum quantity of zinc, not over 100 mmg., 
to prevent bumping; and (3) precipitation of the copper or mercury 
with potassium poly sulfide. 

It may be concluded that the short digestion can be satisfactorily 
applied to samples of a character different from those used in this work, 
although it is recognized that there are undoubtedly some synthetics 
compounds containing nitrogen, and possibly other substances, in which 
this constituent cannot be determined by the above procedure, just as 
there are some in which it cannot be obtained in a long digestion by 
any of the improved methods now in use. 
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NOTE ON THE DETERMINATION OF TOTAL SOLIDS IN 
MALT VINEGAR. 

By John F. Laudig (The H, J. Heinz Company Laboratories, Pitts¬ 
burgh, Pa.). 

It has been the experience of the writer that the official method of 
the A. 0. A. C. for the determination of solids in vinegar^ gives excellent 
and concordant results when applied to cider vinegar. Woodman*, how¬ 
ever, considered a modification necessary when this method was used 
for the determination of solids in cider vinegar, owing to the persistent 
retention of acetic acid in the solids, and found that more accurate 
results were obtained by adding 5 cc. of water to the residue and again 
evaporating to dryness, making three evaporations in all before cooling 
and weighing. 

In control work on malt vinegar the writer was unable to obtain wholly 
consistent results with the official method. Although check analyses 
agreed closely, variations as high as 0.8 per cent were encountered when 
determinations were made on the same sample upon different days. The 

1 Meihodt of Amafyiu, A, O. A. C., 1926, 325. 

» Food Aaaiytit, 2nd ed., 192«, p. 874. 
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acidity of the solids found fluctuated directly as the solids. Thus the 
difficulty appeared to be the result of the retention of acetic acid by the 
malt vinegar solids in amounts varying according to the daily fluctuations 
in relative humidity and atmospheric pressure. 

To overcome this influence of weather conditions, a modification of 
the A. O. A. C. method was used, and lower but comparable results were 
obtained. The modified method is as follows: 

A 10 cc. sample is measured into a tared, flat-bottomed platinum dish of 50 mm. 
bottom diameter, evaporated on a boiling water bath for 20 minutes, taken up in 5-8 cc. 
of distilled water, again evaporated and taken up with 5-8 cc. of distilled water, and 
finally evaporated to dryness (30 minutes), dried for exactly 2.5 hours in a water oven 
at the temperature of boiling water, cooled in a desiccator, and weighed. 

A comparison of the results obtained with cider vinegar and malt 
vinegar by the official and modified methods is shown in Table 1. 

Table 1. 

Besults of determination of solids in cider and malt vinegars by the official and modified 

methods. 


DATS 

CIBKR VtNKQAn 

DATK 

MALT VIlfBOAR 

Oflloiai 

Modified 

Sample No. 65 

Sample No. 66 


Method 

Method 


OCfioial 

Method 

Modified 

Method 

OflBkiial 

Method 

Modified 

Method 


per cent 

per cent 


per cent 

per cent 

per cent 

percent 

8- ^27 

1.44 

1.40 

3-7-27 

2.22 

2.17 

2.12 

1.99 


1.41 

1.40 






8-10-27 

1.40 

1.39 

4-4-27 

3.03 

2.17 

2.17 

2.00 


1.44 

1.39 


2.87 

2.19 

2.21 

1.96 

8-11-27 

1.39 

1.40 

4-5-27 

2.95 

2.17 

2.15 

2.01 


1.41 

1.38 


2.87 

2.15 

2.18 

1.98 

8-12-27 

1.43 

1.38 

4-6-27 

3.00 

2.19 

2.24 

2,00 


1.41 

1 

1.38 


3.02 

2.14 

2.30 

2.02 




4-7-27 

2.78 

2.13 

2.44 

1.98 





2.76 1 

2.18 1 

2.41 

2.00 




4-8-27 

2.63 

2.13 

2.41 

2.01 





2.65 1 

2.14 

2.38 

2.02 

High 

1.44 

1.40 


3.03 

2.19 

2.44 

2.02 

Low 

1.39 

1.38 


2.22 

2.13 1 

2.12 

1.96 

Variation 

0.05 

0.02 


0.81 

0.06 1 

0.32 

0,06 


The modified method gave lower results in all cases. While the dif¬ 
ferences with the cider vinegar are negligible, those with the malt vine¬ 
gar are too great to be ignored. It would seem that some such modifica¬ 
tion of the official method would be desirable to make it more accurate 
and more generally applicable. 

The writer wishes to express his appreciation for the helpful sugges¬ 
tions and assistance of L. H. Almy. 
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THE SPECTROPHOTOMETRIC DETECTION OF BORON. 


By Walter C. Holmes (Color and Farm Waste Division, Bureau of 
Chemistry and Soils, U. S. Department of Agriculture, 
Washington, D. C.). 


The turmeric paper test for boric acid is stated by Leach^ to be delicate 
to 1 part in 8000. The Henz modification, in which an alcoholic solu¬ 
tion of turmeric is employed, is much more sensitive. It is cl€umed that 
“if as much as 0.02 mgm. of B 2 OS is present the residue is colored a 
distinct reddish brown, while 0.002 mgm. suffices to cause a visible 
reaction”.* 

Even greater delicacy is attainable by the resort to spectrophoto- 
metric methods®. The principal absorption of turmeric is in the violet 
end of the spectrum, in which accurate measurements of light absorption 
are difficult. One slope of the absorption band extends into the blue 
region, however, wherein (between 495 and 510 m /u) extinction coefficients 
may be determined with considerable precision. The compound formed 
between turmeric and boron is deeper (redder) in color than is turmeric 
itself. Its absorption band lies nearer the red end of the spectrum, and 
its absorption in the blue region is proportionately greater. The con¬ 
version of turmeric into the turmeric-boron compound, accordingly, results 
in increased absorption in that region. Conversely, the demonstration 
of increased absorption therein, under suitable conditions, may be 
utilized for the detection of boron. 

The following procedure is recommended: 

A turmeric solution is prepared by extracting turmeric with 95 per cent 
alcohol and diluting with the same solvent to a point at which 100 cc. 
of solution contains from 50 to 60 mgm. of total solids; 1 cc. of the 
aqueous solution to be tested is transferred to a porcelain dish and 
acidified with 1 cc. of glacial acetic acid, and 2 cc. of the stock turmeric 
solution is added. The combined solutions are dried on the steam bath, 
and the residue is dissolved in 5 cc. of glacial acetic acid. A blank test 
is carried out at the same time in precisely the same manner, 1 cc. of 
distilled water being used. The extinction coefficients of the final acetic 
acid solutions are determined in 2 cm. layers over the spectral range between 
495 and 510 m ;i. If boron is present in the solution under examination, 
the extinction coefficients obtained in its test will exceed those obtained 
in the blank test. 

The following results were obtained in testing the method with very 
dilute solutions of boric acid and of borax. 


> Treadwefl-HaD, AnalytSoar ClMaiiatry,'&i ed., p. 869. 
a U. 8. Bor. Standards Soi. Pupm No. 440. 
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Solution Tested 

E at 

£ at 

£ at 

E at 


495 m M 

500 mM 

505 m/A 

510 m M 

1 _ 

Blank Test 

1.02 

0,66 

0.40 



0.99 

0.63 

0.39 



1.00 

0.64 

0,40 



Ave. 1.00 

Ave. 0.64 

Ave. 0.40 

Ave. 0.275 

Approximatelv 0.5 parts of boric 
acid per million parts of water 

1.05 

0.69 

0,446 

0.31 

1.06 

0.69 

0.45 

0.315 

1.06 

0.68 

0.465 

0.305 



Ave. 0.69 

Ave. 0.46 

Ave. 0.31 

Approximately 0.5 parts of borax 



0.046 ! 

0.31 

per million parts of water 



0.045 

0.30 



0.044 

0.325 


Ave. 1.06 

Ave. 0.70 

Ave. 0.46 

Ave. 0.31 

Approximately 1 part of boric acid 

l.ll 

0.735 

0.048 

0.36 

per million parts of water 

1.10 

0.73 

0.0465! 

0.365 

1.12 

0.76 

0.049 

0.355 


Ave. 1.11 

Ave. 0.74 

Ave. 0.48 

Ave. 0.36 

Approximately 1 part of borax per 
million parts of water 

1.13 

0.756 

0.49 

0.355 

1.13 

0.765 1 

0.49 

0.345 

1.15 

0.77 

0.50 

0.355 


Ave. 1.14 

Ave. 0.76 

Ave. 0.49 

Ave. 0.36 


A Hilger wave-length spectrometer, equipped with a Nutting pho¬ 
tometer, was employed in carrying out the measurements, but any 
spectrophotometer would prove suitable. 

The approximate boron content in the solutions tested ranged between 
one part in six million and one part in eighteen million. The conclu¬ 
sion appears warranted that if duplicate or triplicate determinations are 
made with care the test is adequate for the detection of one part of 
boron in twenty-five million parts of aqueous solution. 


NOTE ON THE ASSAY OF SULFONAL TABLETS*. 

By L. E. Warren (Food, Drug and Insecticide Administration, Wash¬ 
ington, D. C.). 

A pharmaceutical manufacturer reported that he had experienced 
some difficulty in the assay of sulfonal tablets and inquired whether the 
Drug Research Unit could furnish a satisfactory method of assay. 

In a moderately complete examination of the literature nothing was 
found concerning the analysis of sulfon al in tablets. In 1906 Thoms* 

* Read tyeCore the Division of Medicinal IVoducts, American Chemical Society, at Detroit, Mich., Sept. 
7, 1927. Publuhed through courtesy of Industrial and Engineering ChemiHry 

* Ber, deui. pharm. Get.. 1890, 6* 283. 
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observed that sulfonal might be removed from an aqueous solution 
almost quantitatively by shaking with chlOToform. 

The solubility of sulfonal in vcuicw solvents was determined by Falok‘, 
who found that chloroform was tM^est solvent. Falck also observed 
that sulfonal begins to suUime at 66%. and that it is volatile with steam. 
He suggested that these hitherto unnoted properties might account for 
the unsatisfactory analytical results previously reported. Falck found 
that sulfonal might be completely extracted from aqueous solutions by 
means of chloroform and that 90 per cent could be recovered from urine 
by extraction with the same solvent. 

A search for a tentative method for the assay of sulfonal in tablets 
indicated that chloroform would be the most satisfactory solvent. It 
seemed obvious also that heat could not be applied in the evaporation 
of the solvent or in drying the residue. Several methods were tried. In 
one a weighed quantity of sulfonal (about 0.5 gram) was mixed with the 
same quantity of starch and the material was macerated in a beaker for 
a few minutes with 10 cc. of chloroform. The mixture was transferred 
to a small filter by means of several small portions of chloroform, and 
the extraction on the filter was completed by the addition of more of 
the solvent. The filtrate was evaporated at room temperature by means 
of a current of air; the r^due was dried over sulfuric add and weighed. 
The same method was applied to commerdal tablets of sulfonal after 
the material had been pulverized. In other tests the powdered material 
was extracted with chloroform in a Bailey extractor and the solvent 
evaporated with the precautions above noted, or the powdered material 
was placed on the surface of the chloroform layer in a Type C extractor*, 
some water was added, and the mixture was extracted with chloroform 
until exhausted of sulfonal. 

Palkin and Watkins* have elaborated a device (Type S) for the extrac¬ 
tion of powdered materials by upward displacement. This apparatus 
could undoubtedly be used for the extraction of sulfonal tablets, but it 
was not tried because the Bailey extractor, a much simpler mechanism, 
was found to serve well. 

The results by the several methods tried are given in Table 1. 

COMMENT. 

The method using a Type C extractor is time-consuming. The ex¬ 
cipient has a tendency to escape into the receiving flask, thus rendering 
filtration of the chloroform extract compulsory. This method was, there¬ 
fore, abandoned. Maceration with chloroform, with subsequent per¬ 
colation on a filter, is also time-consuming. In the absence of extraction 
apparatus the method would prove serviceable. Extraction in a Bailey 

< PAom. Ztntnihalk, 1919, *•: 40#.^ „ ~ ” 

< Palkin, Murray, and Watkina* /fid. Bng, Chem,» 1926, 17: 612. 

« Ind, Etiff. Chem„ 1027, 19: 536. ' 
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Table 1. 

Results of extraction of sulfonal from mixtures. 




BUlJrONAX. BXTBACTBD FlIOM— 


Laboratory 

Spoctmen 

1 Sample 11 

Sample III 



Material taken 

Claim 

Material taken 

Claim 


per cent 

per eerU 

per cent 

per cent 

per cent 

Maceration and 

101.4 

77.0 

94.2 

86.0 

96.3 

Extraction 


77.9 

95.3 

85.7 

95.9 

Bailey Extractor 

101.3 

77.8 

95.2 

85.5 

96.8 

100.8 

77.3 

94.6 

85.9 

96.2 





85.3 

95.6 

Type C Extractor 


77.7 

95.0 



100.9 

77.7 

95.0 

85.8 

96.0 


extractor with chloroform is the most expeditious, the complete exhaus¬ 
tion of a half-gram sample usually requiring not more than an hour. 
Undoubtedly a Soxhiet extractor would do as well. 

After consideration of the results obtained in these three brief studies, 
the following procedure is suggested for the assay of sulfonal tablets: 

ASSAY OF SULFONAL TABLETS. 

Weigh 10 tablets individually; ascertain the average weight and the individual 
variations. Pulverize the tablets and pass the powder through a No. 60 sieve. 

Method /. 

Weigh a sufficient quantity of the powder to represent at least 5 grains of sulfonal. 
Macerate the powder in a small l)eaker with 10 cc. of chloroform and decant tlie solvent 
through a small filter. Repeat the extraction with chloroform until the powder is 
exhausted of sulfonal. Wash the filter with a few cc. of fresh chloroform and evaporate 
the united solvent in a tared dish at ordinary temperature by the aid of a gentle cur¬ 
rent of air. Dry the residue to constant weight in a desiccator over sulfuric acid. 

Method 11. 

Weigh a sufficient quantity of the powder to represent at least 5 grains of sulfonal 
and extract it with chloroform in a Bailey or a Soxhiet extractor until completely ex¬ 
hausted of sulfonal. Evaporate the solvent in a tared dish at ordinary tenii)eratiire 
by the aid of a gentle current of air. Dry the residue to constant weight in a desiccator 
over sulfuric acid. 

Each of these methods presupposes that chloroform-soluble substances 
other than sulfonal are absent from the tablet material. 

In order to test the methods further, several manufacturers of sul¬ 
fonal tablets were asked to assay material from one lot of tablets (Sam¬ 
ple II) by each of the two methods. The results reported are given in 
Table 2, the values found by the writer being included for comparison. 
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Table 2. 

BtsuUs of OMtty cf tulforuU tableis by methods suhmiUed, 



auLVOfiAi* BxnucmiD 

nrrasncuLxoB 

M«lliodI 

MetlMdU 


Material taken 

Claim 

Malarial taken 

Clato 


per eaU 

p»mni 

pwamf 

per deni 

R. L Grantham 

77.8 

95.1 

77.6 

94.9 

(Sharp & Dohme) 





G. A. Slothower 

79.8 

95.6 

78.0* 

93.6 

(H. K. Mulford Co.) 


93.6 

73.3* 

93.8 

77.7 

93.2 




78.1 

94.7 



C. A. Mikulus 

mSSm 

94.3 

78.4 

95.9 

(John T. Millikcn Co.) 


94.7 

78,7 

96.3 

HH 

94.4 



L. E. Warren 

77.0 

94.2 

77.8 

95.2 


77.9 

95.3 

77.3 

94.6 


* Eztraoted with ether in n Soxlilet eppmtmi. 


CONCLmONS. 

Three methods for the assay of sulfonal tablets were tried. Each 
depended on extraction of the tablet material with chloroform and 
evaporation of the solvent without heat. In one instance ether was used 
as the solvent. Extended trials were not carried out, but in the tests 
made the results were good. Each method gave results of about equal 
accuracy, but one of the methods is not recommended because of greater 
difiBculties in technique. 

The writer wishes to acknowledge his appreciation of the aid received 
in this brief study from the several pharmaceutical manufacturers and 
from others who either contributed material or did collaborative work. 
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